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ADVERTISEMENT. 


But  slightly  acquainted  with  the  English  lan- 
guage, and  desiring,  nevertheless,  to  place  my 
bcx>k  in  the  hands  of  all  the  surgeons  of  this 
country^  I  have  necessarily  been  indebted  to 
the  kindness  of  several  friends  for  the  transla- 
tion. It  will  not  be  surprising,  therefore,  if  the 
reader  £nds  the  parts  which  compose  it  written  in 
difierent  styles.  Perhaps,  also,  some  Gallicisms 
and  French-turned  phrases  may  be  found ;  but  it 
is  only  right  that  I  should  take  these  to  myself — 
for  I  have  begged  my  friends  to  sacrifice  the 
purity  of  the  language  to  the  sense* 


:» 


A  MONSIEUR  LE  PRESIDENT 

ET 

A    MESSIEURS  LES    MEMBRES 

DU 

COLLEGE  ROYAL  DES  CHIRURGIENS 

DE  LONDRES. 


MESSIEURS^ 

Aprh  avoir  consacrS  sept  armies  d'un  travail 
assidu  et  p6nible  au  perfectionnement  de  la  Litho- 
tritie,  je  sens  qu'il  est  de  mm  devoir  de  faire  tout  ce 
qui  depend  de  moi  pour  ripandre  ks  hienfaits  de  cette 
invention. 

C^est  pour  remplir  ce  devoir ^  que  je  suis  venu  en 
Angle terre  la  mettre  en  pratique  sous  vos  yeux,  ajin 
de  vous  en  faire  appr icier  tout  Favantage,  et  d'attirer 
sur  elle  votre  intirit  et  vos  miditations. 

En  prenant  la  liberti  de  vous  didier  cette  Edi- 
tion Anglaise,  je  crois  marcher  vers  ce  but  impor^ 
tant. 

Accueillez  la  done  avec  bontS  et  indulgence,  et  voyez 
dans  ma  dimarche  une  preuve  de  mon  profond 
respect  pour  votre  honorable  et  savante  sociitij  et  de 
ma  sincere  reconnoissance  pour  ceux  d'entrc  vous,  quiy 
par  amour  du  biai  public,  ont  accordS  h  un  itranger 
leur  aide  et  leur protection. 

Baron  HEURTELOUP. 

No.  1,  Vere  Street,  Cavendish  Square. 


to  ns         ^ 

PRESIDENT  AND  MEMBERS 

or   TBK 

ROYAL    COLLEGE  OF    SURGEONS, 

LONDON. 


GENTLEMEN, 

After  having  devoted  seven  years  to  an  arduous 
and  difficult  study  for  the  improvement  of  Litho- 
trity,  I  feel  it  my  duty  to  do  all  in  my  power 
towards  extending  the  beneficial  results  of  this 
invention. 

It  is  to  fulfil  this  duty  that  I  have  come  to 
En  gland  to  practise  it  under  your  eyes,  in  order 
that  ail  its  advantages  may  be  appreciated,  and 
that  it  may  attract  your  interest  and  attention. 

In  taking  the  liberty  of  dedicating  this  English 
edition  to  you,  I  hope  to  further  this  important 
object. 

Receive  it  then  with  kindness  and  indulgence, 
and  consider  it  as  a  mark  of  ray  profound  respect 
for  your  enlightened  body,  and  my  sincere  grati- 
tude to  those  among  you,  who,  from  a  disinte- 
rested regard  for  the  public  welfare,  have  accorded 
to  a  foreigner  their  assistance  and  protection. 

Baron  HEURTELOUP. 

No.  1,  Vert  8tnet»  Cartiidifh  Square. 
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PREFACE, 


We  hear  it  said  so  coinmoiily»  that  a  book 
has  been  published  too  soon*  and  that  the 
author  has  not  suifieiently  considered  the  di^ 
ferent  bearings  of  his  subject,  that  I  confess  I  do 
not  feel  the  same  confidence  in  publishing  this 
Treatise,  which  those  who  have  hitherto  writr 
ten  on  the  art  of  Lithotrity  seem  to  have  ex- 
perienced. It  isy  on  the  contrary,  rather 
with  a  feeling  of  r^ret  that  I  lay  it  before 
the  pubUc ;  I  should  have  preferred  delaying 
k  yet  some  time,  not  only  that  it  might  be 
presented  in  a  still  more  complete  and  per- 
fect state,  but  also,  that  general  opinion  on 
the  new  art  of  which  I  speak,  might  be  more 
matured.  I  have  not  written,  however,  with^ 
out  great  reflection,  which,  I  trust,  the  fol- 
lowing pages  will  render  evident. 
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Having  commenced  my  labours  in  litho- 
trity  so  soon  after  its  birth,  it  was  necessary 
to  wait,  before  I  wrote  on  this  new  means  of 
treating  the  stone,  until  the  first  steps  that 
were  adopted  were  tolerably  understood  and 
known ;  for  the  change  that  may  be  effected 
in  any  thing,  can  only  be  understood  by 
comparison — and  all  comparison  requires  a 
previous  knowledge  of  the  objects  compared. 

I  have  long  ago  pointed  out  the  faults  and 
defective  action  of  the  first  means  adopted  in 
lithotrity.  But  it  was  also  necessary  that  ex- 
perience should  give  its  weight  to  my  words, 
in  order  to  make  it  palpable  and  evident  to 
every  one,  that  lithotrity  was  yet  in  its  in- 
fancy. 

Experience  has  now  furnished  its  proofs ; 
the  "  perce-pierre"  and  its  inefficiency  are 
known,  and  it  is  no  longer  a  matter  of  doubt 
to  any  one,  and  especially  to  surgeons  who 
have  employed  it,  that  the  interests  of  science 
claimed  great  and  important  changes. 

It  is  this  acknowledged  truth,  such  as  it  is, 
without  the  commentaries  which  the  consi- 
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deration  of  cases,  where  the  *'  perce-pierre*' 
has  been  unsuccessfnlly  employed  might  fur- 
nish':— ^It  is  this  fact  which  authorises  me  to 
propose  the  new  means  of  performing  the  ope- 
ration,  which  wiU  be  found  in  this  work.* 
During  seven  years  I  have  laboured  to  give 


*  We  might  give  muneiout  examples  of  the  inefficiency  of  the 
**  peroe-pierre,"  and  even  of  its  danger  hi  lome  caaes ;  but  we 
ahonld  be  obliged  to  draw  our  proof*  from  facts  which  do  ooi  be* 
loDg  to  oorselves,  and  this  we  are  unwilling  to  do.  However,  as 
any  thing  which  is  published  is  committed  to  the  public  inspec* 
lion  and  consideration,  I  wrote,  in  1827,  a  review*  of  the  caaes  pre- 
sented by  M.  Civiale  in  his  work,  from  which  it  resulted  that  litho- 
trity,  as  practised  with  the  **  perce-pierre*'  alone,  was  very  deficient 
in  many  respects ;  besides  reviewing  the  cases,  I  support  Dr. 
Gruhhuisen  in  his  pretensions  to  the  invention  of  the  method  of 
breaking  up  calculi  in  the  bladder^  and  defend  the  rights  of  M •  Le- 
roy  (D*Etiolle)  to  the  invention  of  the  nuans,  employed  at  present 
by  M.  Civiale  to  perform  lithotrity.  The  Academy  of  Sciences,  by 
recognisdng,  in  its  sobsequent  decisions,  theite  two  medical  gentle- 
men as  the  inventors,  and  by  conferring  on  them  honourable  r»> 
wards,  proves  that  the  reflections  which  I  made  in  my  letter  were 
not  without  foundation. 

My  letter  to  the  Academy  of  Sciences  also  contains  a  translation 
of  Dr.  Gruithuisen*s  valuable  and  important  Memoire,  published 
by  this  physician  in  the  Medical  Journal  of  Saltzbourg,  in  the  month 
of  March,  1813. 

*  This  review  is  writteu  in  a  letter  ^uldrcMed  to  the  Academy  of 
Sciences,  and  contains  a  critical  examination  of  M,  Civiale's  work,  en* 
titled  ^  De  la  lithotritie,  ou  broiement  de  la  pierre  dans  la  vessie,** 
also  a  correct  estimatioa  of  the  &cts  presented  by  this  gentleman.  This 
pamphlet  may  be  procmred  at  Balli«re*s,  f  19,  Regent  Straet. 


kit  PftBFACtt;^ 

^  liihbtmy^siiiiore  scientific  fopm,  by^sAb^ 
stituting  for  th6  ^exclusive  and  empirical  eixH 
]pIoymeat  of  a  single  ifistrument  ike  ratiohal 
and  fl^cureltely-adjusted  apfdieation  of  severely 
farming  a  combined  system,  by  which  each 
Otoe  shall  be  fitted  to  the  form  and  size  of 
the  stone  or  fragment  to  be  destroyed. 

This  is  the  object  I  have  had  in  view 
throughout  my  labours,  and  the  problem  it 
fbrmed,  is  that  which  I  have  sought  to  solve* 

Desiring  to  present  a  series  of  combinations 
e^blished  on  this  basis,  it  will  be  understood 
Aat  long  application  on  my  part  has  been 
Inquired.  It  will  also  be  conceived  that  I 
could  not,  without  misleading  or  giving  a 
fitlse  idea,  present  them  to  the  public  in  parts ; 
and  in  this  necessity  of  giving  them  the  most 
complete  form  possible,  will  be  found  the 
cause  of  the  delay  that  has  taken  place  before 
I  could  fulfil  the  honourable  condition*  which 
the  Institute  imposed,  when  that  learned  body 

.  *  When  the  firat  prise  of  sorgery  was  awarded  to  me,  the  Insti- 
uae  expressed  a  wish  thai  I  should  describe  and  make  Ldowd  my 
iflstrumentt  aa  soqb  as  possible. 
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judged  some  of  my  combiiMtiQns .  woirthy  of 
sereml  o£  their  highest  reward8i.f 

I  faa^e  observed  with  regret,  that  by  wm» 
this  ddiay^  whose  object  was  so  legitimate^ 
haa  beea  unfavourably  construed ;  and  nol 
ooly  this^.  but;  tbat  same  have  profited  by  iif 
to  indulge  ia:aome  unfounded  speoulationsi 
to  which  it  is  neeessary  I  should  advert. 

First :  I.  am  ignorant  from  what  motive  i% 
has  been  asserted  in  some  books^  that  I  con*t 
demned  the  inatrument  termed  the  *'perce- 
pierre."  I  am  not  aware  of  having  in  any 
place  either  si^d  or  written^  that  this  instru-r 
ment  was  so  defi^ve  that  it  ought  to  b^ 

#  11«  Aoadeo^  oCScieoCit  oonftrred  OQ  ne,  the  dth  Msrcb,  ^ 
a  pecuniary  reward  for  writii^  a  M^moire  on  the  extraction  ofcalcuii 
by  the  ureihn^  whicb  I  presented  to  thero,  and  for  having,  accord- 
ing lo  tbdr  omi  expreasotti,  tii^Mioiiffy  perfutmi  the  iminimatU 
adapted  to  Uthotrity;  and,  in  the  year  1827,  they  awarded  to  m^ 
the  first  prixe  of  ta^ry»  for  the  important  improvements  and  inge* 
mkms  %nitrmmmU9  wkkk  I  ktd^  t»  ike  eamru  oftkid  year,  mitUd  l« 
Ulkotrk^ 

In  1826,  the  Academy  of  Sciences  alluded  to  my  rectangular  bed^ 
fixed  point,  and  **Mdewr  d  forceps,'*  which,  although  imperfect  at 
that  period,  attracted  the  attention  of  the  InstituU;  in  1827,  the 
learned  gttitlenen  alhided  to  the  perfectiont  which  I  had  made  in 
the  **  efideur  i  forceps,**  and  to  the  inventton  of  <he  **  br«e-coque»** 


banished  from  the  art.  I  have  said  it  was 
inefficient,  and  I  repeat  it,  because  it  is  essen- 
tially true,  and  requires  no  further  demon- 
stration than  the  simple"  description  of  its 
action  : — It  makes  only  a  single  hole,  of  three 
lines  and  a  half  in  diameter,  in  the  stone  ;  this 
alone  condemns  it :  notwithstanding  which, 
it  is  not  the  less  tnie  that  numerous  success- 
ful operations  have  been  performed  with  this 
combination,  which  assigns  to  it  a  certain 
rank  amongst  lithotritic  agents.  If  I  have 
been  described  as  doing  it  an  injustice,  it  is 
probably  with  the  wish  to  blame  me,  and 
create  an  element  of  discussion.  I  would 
further  observe  on  this  subject,  that  it  is  un- 
reasonable to  imagine  that  I  entertain  such 
ideas  of  exclusion,  when  I  was  the  second 
surgeon  who  employed  this  instrument,  and 
the  second  xcho  effected  cures  by  if. 

They  have,  therefore,  been  unjust  towards 
me,  and  so  much  the  more  so,  that,  in  accus- 
ing me  of  pronouncing  the  exclusion  of  the 
"  perne-pierre,"  in  the  face  of  examples  of 
successful  results  obtained  with  this  instru- 
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ment  by  others  and  myself,  they  accuse  me* 
of  incoDsisteQcyt  and  a  want  of  good  fidth. 
Howerer,  it  will  be  seen  that,  in  proportion 
as  the  science  adyances,  the  instrument  al-* 
luded  to  loses  its  importance^  and  its  ineffi-^ 
ciency  becomes  more  and  more  palpable. 
The  hct  of  patients  having  been  cured  by  its 
aid,  does  not  make  it  evident  that  they  were 
cored  by  the  concentration  of  all  that  could 
insure  success ;  neither  does  it  prove  that  the 
great  number  who  have  not  been  cured,  might 
not  have  received  the  desired  relief  by  a  more 
perfect  apparatus. 

In  the  hope  of  being  useful,  and  also  with 
the  intention  of  answering  all  these  un&^ 
Yourable  insinuations,  I  have  given  in  my 
wcMrk  a  place  to  this  instrument ;  for,  although 
puUi^ied  by  M .  Civiale,  he  has  merely  given 
the  drawing  of  it,  without  adding  the  details 
iH^ch  are  necessary  to  enable  the  surgeon 
to  employ  it;  consequently,  till  now  it  has 
not  formed  a  component  part  of  the  science. 

It  is  an  inadvertence  which  I  shall  remedy 
with  the  greater  pleasoret  as  I  shall  thus  ac-^ 
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qain  the  right  of  placing  it  in  my  book, 
'  especially  as- 1  have  effected  some  changes  in 
.  it,  which  I  believe  advantageous.  In  my 
opinion,  the  publishing  the  means  of  employ- 
ing an  instrument,  is  adding  to  the  know- 
ledge of  its  construction  a  very  indispensable 
part.  I  am  therefore  indebted  to  the  prac- 
litioners  who  have  preceded  me,  for  the  satis:^ 
fiiction  I  feel  in  fulfilling  so  importamt  a 
duty.* 

If  lithotrity,  already  known  so  many  years, 
has  not  been  more  frequently  practised  by 
surgeons  in  easy  cases,  and  such  as  the  in- 
struments were  well  calculated  to  relieve,  it 
is  because  rules  were  wanting.     I  hope  that, 

*  It  18  in  no  way  my  intention  to  encroach  upon  the  right  which 
the  authors  of  the  **  perce-pierre'*  have,  to  give  their  manner  of 
employing  it.  I  only  give  it  because  they  have  been  silent  on  this 
important  head.  They  have  yet  time  to  explain  its  details  as  regards 
their  operations,  for  I  shall  only  give  my  ideas  on  this  subject  when 
I  publish  the  second  part  of  my  work — the  Practical  Part  As  f 
entertain  opinions  of  my  own  respecting  the  mode  of  employiog  the 
**  perce-pierre,"  these  gentlemen  would  oblige  me  much,  by  pub- 
lishing the  results  of  their  experience  on  this  subject.  If  they  M 
to  do  so,  should  I  not  be  author iaed»  in  my  turn,  to  express  surprise 
that  the  rewards  they  have  received  from  the  Institute,  should  have 
turned  so  little  to  the  profit  of  the  science  and  humanity  ? 
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when  clearly  and  methodically  laid  down, 
lithatrity,  in  aimple  cases  at  least,  will  lose, 
in  the  eyes  of  medical  and  scientific  men,  the 
appeannce  of  extreme  difficulty »  with  which 
some  have  invested  it 

As  I  said  in  the  beginning  of  this  Introduc- 
tion, my  labours  in  Uthotrity  have  continued 
daring  the  last  seven  years,  and,  as  they  ad- 
vanced, I  submitted  them  to  the  judgment 
of  the  Institute.  I  have  also  been  in  the 
faaUtof  demonstrating,  in  the  public  hospitals, 
the  akefatioiis  and  additions  which  study  and 
experience  suggested  to  me  as  improvements. 
It  win  not  be  a  matter  q£  surprise,  then,  that 
some  surgeons  may  have  thought  fit  to  borrow 
from  me ;  I  might,  as  each  of  these  borrowed 
combinations  were  published  without  any  ac- 
knowledgment, as  there  ought  to  have  been, 
of  the  source  from  whence  they  were  drawn, 
have  made  known  my  own  claims.  But  I 
have  been  prevented  by  two  reasons;  the 
first  is,  that  these  loans,  having  been  taken 
in  a  partial  and  imperfect  manner,    have 

b 


* 
litttfft^  oPftb  s^i-vicje  to^  th^''boi<rot»*6r»/^ttirf, 
eonsequeritl;^;''lia^^''teittiritted^  uselesiij  from 
^4*fei*  ^  iy^tio«t*^6'  of  the  ottgitial'  dbjectr  for 
'w}l)6W  the  ite][^aratb  fflMrte  ^re  d«dtmdd ;  ^avid, 
♦  geediidly ,    I   thoiight  it  would  be  easy   to 
tprfdve  by  the  known ^^ttoedence  'of  »my»  la- 
^b6ttr8><  afiid^febpejciaflly  by  the  k^ontintied  train 
^ti(^^^^^ikia4  idea^.'tliat  tke  dffferelnib  pistes 
'  >S6^\A '  ^ly  have  proceeded  iiions;  or  Jbe  iten- 
dfferied  serviceable  by  mote  v  for  diis  ^mple  rea- 
aoni' firnt  those  rnstrumebtg,  the  object  of 
wtiMe  <ionstruction  they  ha v^  not  seized^  ^nd 
'  li^hose  cbmbitiation  they  hav«  ttqt  i  understood , 
^ttdi '  consequently,  ndt  '%nitajtedi< » ctoulA  not 
flni^w^  any  useful  purposej    These  are  <the 
motives  that  have  prevented  my  prefeiring 
these  claims  sooner,  and  even^  now  it  id  alimost 
unnecessary ;   for  it  could  only   be  of  any 
importance,    if  the  borrowed  combinations 
were  rendered  serviceable. — And  of  this  I 
am  very  much  inclined  to  doubt  the  possi- 
bility- 

« 

As  I  proceed  in  the  description  of  my  in- 


Btrumentet  £  vfilL  point  out;  the  parts  which 
hi^ve  beea  so  uujustly  appiopria^ed/ 

^  Several  wiitera,  among  whom  there  are 
aorae,  howeyer^  who  are  not  yet  authorised 
to  expresa  an  opinion  on  lithotrity ,  worthy  of 
a  moment  9  oonaideratioo,  iaaamuch  as  they 
are  meceLy  writere  and  not  practitioners,  have 
alluded  to  me  in  their  works.  I  scarce  know 
why  they  should,  for  having  mys^  published 
nothing  jrekling  to  my  labours^  1  could  not 
be  fairly  within  their  scope.  Some  of  them, 
taking  the  text  oi  their  discourse  from  the 
^M  and  imperfect  accounts  which  had  been 
given  of  my  first  sketches^  have  commented 
on  the  words  of  my  unfaithful  interpreters^ 
and  adding  to  errors,  more  numerous  errors 
stilly  tiiey  have  compktdy  burlesqued  both 


*  In  Um$  EogUsli  muMlalioii  of  njr  work,  I  shall  doI  eater  ioto 
any  of  these  details,  which  can  possess  but  little  interest  to  English 
readers.  1  reserve  them  for  the  French  edition;  for  these  bor- 
jomd  iosttomenli  bang  uDktvwn  to  English  amgeons,  and  ooly 
attempted  by  French  authors,  whose  writings  have  not  been  trans- 
lated, it  would  be  useless  to  load  the  present  edition  with  the 
•baervftiod^  th^l  wooM  arise  on  thia  sulked. 

b  2 


XX  FBBJAOE. 


my^faou^^iits,  and  thd  ideas'  which  gatv6i:birtk 
to  each  of  my  combinations. 
-  I  protest  against  their  decisions^  which 
ought  to  have  no  weight,  since  they  were 
wanting  in  foundation ;  and  I  (squally  protest 
against  those  whi^h  may  be  pilssed  upon  the 
instruments  which  I  now  publish  in  this  &rst 
part  of  my  work,  uiltil  I  have  made  known, 
in  the  i^cond  part,  the  mode  of  employing 
them:  for  without  this  additional  knowledge 
it  is  impossible  to  form  a  ijust  idea  of  them. 
I  now  only  submit  to  the  judgment  of  the 
public  the  present  volume,  comprising  a  de- 
i^ription  of  the  action  of  these  instruments  on 
calouli^  but  independent  of  all  contact  with 
the  organs.  In  the  study  of  a  new  art  w^ 
nULSt  proc^  in  due  order,  and  when  it  is 
thoroughly  understood  how  and  why  the  ac- 
taon  of  these  instruments  is  energetic  on  cal- 
<5uli  out  of  the  organ,  it  will  then  be  better 
conceived  how  this  action  may  be  energetic 
otL  stones  within  the  bladder,  and  the  method 
of  employing  them  in  operating  will* then  be 


PB£PAGC  XXI 


studied  with  gi^eater  interest  and  tdwitage. 
If  this  had  always  been  the  method  pursued, 
a  inimh  clearer  idea  would  have  been  gained 
b  J  this  time,  of  that  which  science  requires 
in  lithotrity ;  fw  we  should  have  arrived  at 
once  at  the  knowledge  of  this  important 
tmth:  that  an  instrument  caHnoi  perform  within 
the  bladder  that  which  it  is  essentiaify  inca^ 
pable  if  executing  outside  this  organ.  Had  this 
axiom^  ample  as  it  is,  been  applied  at  the 
commencement  of  lithotrity,  it  would  have 
put  an  end  to  many  uncertainties,  to  much 
unfounded  pretension,  and  have  shewn  at 
once,  "yAai  we  had  to  expect  from  each  of 
the  means  which  have  been  successively  pro* 
posed  as  eligible  for  the  operation  of  litho* 
trity.  This  may  be  especially  apphed  to  the 
**  perce-pierrfe." 

I  am  yet  ignorantr~though,  already,  a  suffi- 
cient number  of  pages  have  been  written  on 
the  subject'  which  occupies  us-— of  the  idea 
attached  to  lithotrity,  but  I  should  be 
tempted  to  believe  that  this  idea  is  not  whsrt; 
it  should  be. 
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t6  reid  'y6m«  of  the  books  Which  havi^ 
^een  written  on  this  neW  art,  and  see  theii* 
pdverty  on  the  head  of  scientific  action,  and 
still  more  as  regards  the  precepts  which  ought 
to  be  followed,  one  would  be  tempted  to  J  be- 
lieve that  this  art  consists  only  in  the  intro- 
duction of  instruments  into  inert  and  insen-^ 
sible  bladders,  and  then  to  charge  the  stone 
indifferently,  by  gentle  or  forcible  manobu* 
vres,  and  destroy  it  with  more  or  less  ex- 
penditure of  time^  as  may  happen.  From 
this  mistaken  idea  it  results,  that  the  litho- 
tritic  surgeon,  in  the  opinion  of  some,  has 
no  more  difficulties  to  conquer,  thafn  those 
which  such  a  statement  of  things  points  out 
•^Ihat  is  to  say,  few  or  none. 

This  explains,  in  those  who  have  wished  to 
perform  this  operation,  too  much  confidence, 
added  to  great  negligence  as  to  whether  they 
possessed  good  or  bad  instruments— *well  or 
ill  constructed— efficacious,  or  the  reverse. 
They  imagined,  no  doubt,  that  the  organ  in 
which  they  operated  would  accommodate  it- 
self to  all  the  slowness  of  their  operation,  'and 


ali  thcffiklfectsr.iif !  their  » iostruxneots ;  they 
hav^  ia  fy^,  9.  most  unfortuc^te  idea  9I 
ttthotrity^f  >  whea»  without  preliminary  exami-; 
nation :  of  ithe  oigaur  or  previous  kuowledg)^ 
ofthefbia^Mid  volume  of  the  atooe^  still  lesif 
of  the  difficiiltii^  to  which  this  form  and  sizj^ 
may  gi^e.rifi^T^T without  even  giving  to  thii^ 
body  an  app^opriata  poiition-^-they  introduce^ 
without  law  Or  reason,  aad  often  with  violence^ 
an  instrument^  make  the  soft  organ  in  which 
tbey  operate  yield. to  their  hand  armed  with 
a  steel  inflexible  rod^  and  thus  manage  t9 
seize  the  stone — which  but  too  often  is  so  litr 
tie  in  harmony^  either  by  its  form  or  physi^ 
cal  properties,  with  the  power  and  construe^ 
tion  of  the  instrument  employed.  Thus  the 
operatfur.  concludes  with  his  trouble  for  his 
rewards  the  patient  with  the  pains  he  has 
suJferedjf  and  science  is  marked  by  a  failure. 

In  my.  opinion  such  a  process  may  be  de^ 
fiived,  as  oufe  by  which  a  atone  is  broken,  but 
it  &Hna(y^  xio  part  of  lithotrity ;  for  this  vft 
jrequires  skilU  and  not  manual  force — com- 
binatiQns^  and  not  the  empirical  applioation 


9f  att«tioi{tmDt«ntrT-it_riequires(  in  fine,  thai6 
i^etivam  »houU,^iteiirj«itM^- proportion  to  the 
difficnityi  .  i 

An  operator,  who  would  thua  couceive  or 
perform  the  operation  of  lithotrity,  would  beJ 
no  more  a  iithotritic  surgeon,  tlian  would  he 
who  should  deliver  a  woman  by  seizing  ign<w 
rantly  and  by  force  whatever  part  of  the  child) 
presented  itself,  be  a  surgeon-accouchewrr 
or  no  more  than  an  extractor  of  teeth 
would  be  a  surgeon-dentist,  who  merely 
observes  that  there  is  a  tooth  to  extract,  pro-r 
ceeds  directly  to  his  object,  and,  neglect- 
ing all  accessory  precaution  and  care,  con-i 
centrates  against  the  unfortunate  tooth  all  the 
sttength  of  his  muscles,  and  the  power  of  his 
defective  instrument,  and  shews  to  the  gap-* 
ing  crowd,  sometimes  the  tooth,  but  oftea 
with  the  gum  round  it,  and  a  morsel  of  the 
jaw  attached  ;  common  sense  will  tell  us  that 
these  empirics  can  only  succeed,  when  the 
tooth  is  not  so  firmly  fixed  as  to  bring  with  it 
the  accidental  accompaniments. 

Lithotrity  has  already  suffered  much  by 


J 


noted^  which  may  dimiDish  its  impotttnce 
in  tkte  eya  e£  ^ddical'  pt^aictitibtieft,  these 
fid^Ubi  are  ftither  da«  to  thb  t^rt  of  ^uackc^ 
OT^  ^bpmciMlir  which  ha«'  ioniish^d  ih  it 
thttQLit^  any  ii^hereut  d«feOt  in  the  Urt.  Ifi 
tinitb,  thi^^nipirieism,  which  takes  its  rts^ 
fineiiiiih(&  ignorance  in  whidb  sm^gfeods  Mrigin^ 
ally  wen^  aa  to  the  difficulties  which  idfliJH 
ence  the  soocess  of  Ikhotrity,  both  widi  itM 
qiect  to  ihe  oi^ns  in  which  they  operatCi 
and  the  stones  on  which  they  act,  could  only 
be  expected  ;to  cease  entirely,  when  attention 
was  doaely  drawn  to  these  causes  of  difficulty  \ 
for  the  attention  thus  roused  ought  naturally 
to  lead  to  reflection,  and  reflection  destroys 
erapiricistn. 

This  quackery^  however,  has  already  had 
too  iHihaf>py  an  efiect  on  lithotrity,  to  allow 
ua  to  lose  any  opportunity  of  completely  with- 
drawing this  nearly-discovered  branch  of  sur- 
gery from  its  yoke,  or  to  fail  in  exerting  every 
power  we  possess  to  present  it  to  scientific 


wJwch  appertain  tQ  it,  and  whi9h  .prove  ithat, 
fer  &QTO  it&  <5omistiag  in  the.  application ,  <)Jf 
a. ^t^ril^ ^a^4  poor  resouffce,  it  requires, ;  oil 
t))ei  contrary, .  to  be  pieced  oa  such  a  hasis^ 
^at,  in  ek  scientific  relation^  it,  may,  be  pn  a 
level  with  the  branches  of  art  which  demand 
the  most  reflection  and  cultivatiqa.* 

In  fact  empiricism,  which,  never  combines^ 
never  reason?,  and  to  which  the  interests  of 
soience  are  always  secondary,  has  hitherto 
allowed  it  to  be  supposed  that  lithotrity  ought 
to  be  employed  against  the  stone,  without  any 
previous  consideration  or  reflection^  much  in 
thesam^^  mianner  as  we  employ  a  specific-+r- 
j/ou  have  the,  stone f  use  lithotritjf^ 
\^  Hence  have  resulted  a  host  of  abortive  ap- 
plications of  this  means  of  cure,  and  abortive 
£>r  two  reasons;  the  first  is,  that; we  were 
ignorant  of  the  nature  of  the  difficulties  which 
might  result  from  healthy  or  diseased  blad^ 

'        .  '  ■■  ■  l.«  ■■.   ■pwiw  ^1       iiipiT. I         ^iy       I        I  I 

*  The  art  of  midwifery  for  instance.  There  is  ample  material 
ror  a  course  of  lectures  on  lithotrity,  quite  as  interesting  and  replete 
tfUhiiiformatiqaasii.<Mlu«noa  jnidwifery^.  < 


PREFACE.  Xififil 

d^ft;  -SbfA  from  the  form  and  size'  of  th6  ealetiffi; 
which  ignorance  led  us  into  frequent  error; 
and  the  second,  that  the  means  employed 
had  a  power  so  limited,  and,  consequently, 
so  often  utterly  disproportioned  to  the  diffi- 
culties to  be  overcome,  that  too  frequently 
ihe  case  was  not  successful,  though  often  (set- 
ling  aside  the  volume  of  the  stone)  the  proba- 
bility existed  of  a  speedy  and  safe  recovery. 
'  A  study  of  the  organs  and  the  calculi  was 
therefore  necessary  to  form  a  basis  for  the 
science,  as  well  as  that  reflection,  which,  by 
leading  to  the  discovery  of  new  combinations, 
might  give  to  the  lithotritic  agents  a  degi'ee 
of  power  proportioned  to  the  difficulties  pre- 
sented by  stones  under  the  double  aspect  of 
their  form  and  size.     This  I  have  attempted 

I  to  perform. 

Since  I  have  devoted  myself  to  the  study 
of  lithotrity,  I  have  had  many  difficulties  to 

'  conquer,  both  in  the  invention  of  the  means, 
which  I  announce  in  this  work,  in  the  study 
of  the  laws  which  govern  the  organs  in  which 

>  vfQ  operate,  and>  lastly,  in  the  bodies  which 
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gfeat^t  difficulties  I  liave  met  witJi^  and  they! 
are  those  which  I  shall  l^ave  to  €Oxnb$t  witb^ 
forisoBe  time,  before  my  instrumtots ; aod^ 
ojpimaas  J  will  be  getner^y  admitted^  are<thei 
ftict^  Itnrought  forward  with  a  -vkw  of  prot^naHgr^ 
that  lithotrity,  such  as  it  was  with  the  "^^peroe"*! 
pierre/'  did  not  require  improremejl^^  aikd^ 
in  ^ne  word^  that  it  needed  no  assistance.  ^ 

^Though  such  a  decision  sufficiently  indi^r; 
c^tes^^hat  he  who  pronoonces  it  views  hi^ 
subject  with  no  very  philosophic  eye,  sincse' 
it  presupposes  that  he  is  uninfiuenced  by  iflie 
progressive  movement,  ivhich  is  so  strongly 
^ven  at  present  to  all  that  nay  be  termed? 
art  or  science,  yet  it  is  right  that  we  should 
shew  how  entirely  without  foundation  sudi. 
an  assertion  is.  J 

Whenever^  new  operation  is  brought  to* 
light,  its  existence  is  divided  into  two  dis*-* 
ti^t  pervcKfe.  During  the  first  of'  these  pe«< 
riods  gtenferal  attention  b  only  fixed  on  tJbe 
efflcady  of  the  means  considered  in  an  abso* 
lute  manner,  that  is  to  u^^  independent  of 


FUBWJkQML'  UlOf 


all  diitibctioiuii  ef  mctfaoi  in  pafafining  ku 
Is  the  opeiition  ^acceBsfiil  «r  not?  Tbki  iit. 
nitiffally  the  flnt  questimi;  and  it  is  only 
seeoiidaiily  that  we  inform  ouraelTOs  in  what 
prc^rtion  it  auece^ds.  The  second  periods 
whk^  19  much  longer,  is  that  which  ekpsea 
from  the  moment  when  fitcts  ha^e  become 
ftuffieiently  nnmerous  to  prore  the  efficacy^ 
more  or  leas  certain*  of  a  means  of  remedytiA 
up  to  the  period  when  other  means,  more 
perfect  and  of  different  origin,  supply  its 
place.      . 

It  is  during  this  period  that  the  art  which 
has  sprung  to  h£e  from  himian  indention, 
finds  in  that  inventive  faculty  the  means  of 
imppovement,  by  a  continuation  of  the  same 
process  as  that  to  which  it  owes  its  birth* 
It  is  when  all  the  friends  of  science  recover 
from  the  feeling  of  Burprine  with  which  they 
received  the  first  idea,  when  they  examine  it 
more  leisurely,  r^ard  it  in  its  true  aspect, 
and  free  it  from  all  the  clogs  and  impedi*- 
ments  which  private  interests  tend  to  throw 
in  the  way  of  its  advancement. 
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hr  Lithotrit^  hab  already  passed  through'  the 

i  first  t3f  these  periods^  it  ^now  begms  to  acocnxi- 

^plish  the  seoond ;  but  that  it  tnay  be  en- 

vidched^  aud  become  as  rapidly  perfect  as^ ;  it 

-will  allow,  it  is  necessary  that  it  should  be 

-fteed  from  allUhe^  shackles  of  empiricism, 

and  that  the  means  of  justly  appreciating  the 

value  of  each  of  the  parts  which  may  arise  to 

.forward  the  perfection  of  the  process^  should 

be  in&ihble. 

H    JLithotrity,  truly  considered  in  its^^  essential 
character,    and    analysed,  is  but  a    purdy 
-mechanical  afiair,  consisting  only  in^  the  pul- 
vverization  of  astone  with  more  or  less  rapidity 
4md   gentleness   towards    the  organ,  which 
ieads  to  the  simple  conclusion,  that  in  order 
justly  to  appreciate  the  degree  of  perfection 
to  which  it  is  canied,  the  aetion  of  its  agents 
should  be  examined  independent  of  all  col- 
lateral circumstances.     This  is  what  has  not 
^yet  been  done. 

-  Hitherto  it  has  been  thought  right  to  rest 
an  opinion  upon  facts  sJone,  without  taking 
into  consideraticm  circumstances  that  might 
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infliienoe  them*  Thb*  no  doubt,  was  found 
flttfficiaiiMt^  when  proving  the  possibility  of  a 
-care  bylithotrity  was  the  only  object;  but 
now  that  it  it  necesHsary  we  should  know 
the  rektiTe  goodness  of  each  of  the  instru- 
nentB,  more  is  required.  To  draw  concki- 
sons  from  the  facts  alone,  is  a  vicious  system, 
and  must  inevitably  lead  to  error;  for, 
besides  that  an  author,  whoever  he  may  be, 
is  always  iuclined  by  the  weaknesa  of  humatn 
nature,  to  r^ard  a  fisict  which  springs  from 
himself,  under  a  favourable  aspect,  very  dif- 
fisrent  in  degree  to  that  which  he  bestows 
on  Hbe  property  of  another ;  a  lithotritic  &ct 
especially  has  this  peculiar  inconvenience, 
that  since  it  takes  place  in  the  dark^  the 
operatcMT  himself  may  be  deceived  as  to  the 
nature  of  the  observation  he  ofiers.  The  fact 
then,  though  simple,  may  thus  undergo 
transformation,  enlargement,  fashioning,  ar- 
ranging, &c.,  till  it  appears  to  the  eyes  of 
«irgeonB.  a  supernatural  thing,  and  conse- 
^qnently  nearly  inimitable. 
.  I^  on  the  other  hand,  instead  ci  consult* 


ing  facts,  such  as  they  really  are,  we  con- 
sider their  number  without  taking  note  of  the 
particular  circumstances  in  which  the  prac- 
titioners were  placed — such  as  the  proportiott-" 
of  patients — the  nature  of  the  disease: — 
the  amount  of  the  number  will  prove  a  very 
JUt^ical  mode  of  reasoning;  with  a  view  to 
the  attainment  of  the  truth. 

It  must  be  evident  that  too  many  circum- 
stances may  interfere  to  render  a  correct 
judgment  possible  by  such  means ;  that 
formed  upon  such  grounds  it  must  necessarily 
be  false,  even  when  the  facts  have  been  ^iven 
with  candour,  truth,  and  especially  with  such 
accessory  particulai*s  as  can  alone  g^ve  them 
value  or  render  them  current  in  science. 

Moreover,  in  the  instance  of  a  patient 
treated  unsuccessfully  by  hthotrity,  and  pre- 
sented to  medical  men  as  a  subject  for  their 
consideration,  two  matters  must  be  con- 
sidered. First,  the  application  of  instruments 
on  the  stone,  and  in  the  interior  of  the  bladder 
in  which  the  operation  is  performed ;  and, 
eecHM^ly,   the  circumstances  which  depend 
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"%ti  the  patient,  aud  which  may  sometimes 
delay  or  prevent  the  recovery.  How  shall 
we  know  if  the  operation  has  failed  because 
the  instruments  have  been  feeble  in  their 
action,  or  defective  in  some  other  way,  or  if 
it  is  to  be  attributed  to  -some  peculiarity  of 
conformation  in  the  patient  which  presented 
obstacles  of  a  nature  that  did  not  admit  of 
being  overcome  ?  Do  not  nearly  the  same  cir- 
cumstances present  themselves  in  a  success- 
ful case ;  and  can  the  facts  offered  indicate 
with  sufficient  exactness,  all  the  peculiarities 
wliich  were  attendant  on  the  disease,  to  en- 
able the  action  of  the  instruments  to  be  justly 
appreciated  ?  Are  there  not  stones  of  every 
size,  of  every  form,  and  of  every  degree  of 
hardness  and  density?  bladders  which  pre- 
sent various  dispositions,  every  degree  of  sen- 
sibility ?  I  have  no  hesitation  in  saying  that 
in  one  hundi'ed  patients,  no  two  will  present 
exactly  the  same  circumstances — where  then 
are  the  points  ofcouiparisou  possible  ?  And 
if  we  cannot  find  two  patients  under  the 
saftte  cctuditiou,  all  possibility  of  experiments 
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for  what  g6od  mil  result  from  ocmsid^rmglciote 
which  do  not  spring  from  the  same  causes  ? 
,  I  believe  it  uaqecessary  to  dwell  longer  qh 
this  subject,  in  order  that  my  readers  may 
draw  the  conclusioji,  that  the  foct^  of  one  or 
severai  cases  in  which  a  cure  has  been  gained 
by  tithotritic  agents,  cannot  lead  to  the  exact  up^ 
preciatian  of  the  means  or  instruments  employed. 
There  is  only  one  mode  of  arriving  at  this 
result,  without  which  lithotrity  will  always  be 
subject  to  empiricism,  and  this  inode  is  by 
having  recourse   to  demonstration^  vnAk  it 

*  By  demonatration^  I  mean  the  application  of  lithotfitic  instro* 
ments  on  vesical  calculi,  and  in  the  bladder  of  a  caibver,  perform^ 
80  that  those  who  are  appointed  by  the  learned  bodies  to  examioe 
their  efficacy,  may  see  what  passes  in  the  interior  of  the  oigan^  and 
thus  appreciate  in  what  degree  of  perfection  the  two  principal  con- 
ditions of  lithotrity  are  fulfilled ;  that  is  to  say,  Ist,  The  absence  of 
all  lesion  of  the  walls  of  the  organ ;  2dly9  The  rapid  pulverizatiQn 
of  the  calculus. 

I  think  that  a  commission  chosen  to  examine  and  investigate  all 
that  relates  to  lithotrity,  after  having  first  compared  and  examined 
the  means  proposed  by  the  different  authors  for  placing  the  patient, 
and  fixing  the  instrument  while  the  pulverization  is  efiected,  may 
require  them  to  shew,  in  the  fullest  detail,  the  manner  in  which 
they  effect  the  crushing  of  the  stone.    They  might  first  desire  to 
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.^vory  iking  in  lithotiity  becoam  d^ar-^Uu 
JiebitivQ  f^Mdnew  of  an  iostnimeot  i^t  ona 


■  I  ■  >i   t  ^•^^tkm^^tt^^^t^-mmmmm^mt 


''^Itt  fb^  'fQhl^BfliUlAl  CCTBCtCtt  Oft  flOMS  OC  uiffCfCflt  lOftB   ItOO  tXUB^ 

Mt^  tW  Madder ;  iisd  bjr  aArnmHt  pbqiqg  tAlouli^  ftryiopin 
(he  sune  manner  in  (heir  form  and  size  in  the  bladder  ofa  cadaver, 
ttnej"  ^BMj  examnw  the  ffbtife  degree  in  which  each  of  the  anlhoity 
^fay  mimof  their  iMnmeota^  can  acquire  a  preliminary  know* 
ledge  of  the  stone  or  stones,  as  regards  their  shape  and  yolume.^ 

They  might  then  examiite  what  hifliience  the  position  of  the  pa- 
ticnt  faaa  on  the  akialioii  •(  the  ilenew  and  see  which  meane  of 
pbcii^  the  patient  is  the  best  adapted  to  make  these  positions  &« 
Kxnable  to  the  snocesaof  the  operation. 

Thej  OBD  ineUy  eiamine  the  instmieeolB  pit^poaed  by  the 
aofthoo,  and  require  that  they  should  make  them  act  on  small 
if^heriemTtfibciea — hrg^and  mtermediate  spherical  cakuli— email, 
ywkleMBepd,aad  laiga  ofal  stooes  .the  saaM  diffueot  sited  flat 
a  number  of  small  round  ones — and  finally,  on  frag- 


To  go  through  this  examination,  and  to  put  the  authors  examined 
In  the  stauie  sitoation  as  when  they  actually  operate,  they  ought  to 
^  reqnired  to  proceed  to  the  destruction  of  the  stones,  without 
seeing  any  thing  that  is  going  on  in  the  bladder,  and  without 
hanng  reoelred  any  prerious  information.  The  examiners  placed 
so  as  to  see  and  be  able  to  touch  the  organ,  which  is  fairly  dis- 
played, and  distended  with  water,  may  judge  by  the  bulges  which 
the  instrument  makes  in  the  posterior  walls  of  the  organ,  whenever 
ftie  instrument  comes  in  contact     At  each  question  of  the  exa- 


*  It  will  be  undcntood  bow  nerasssry  this  preliminsry  knowledge  is 
to  the  lithotriiic  opsrmtor ;  since  the  shape  sod  volume  of  the  calculus 
excroseo  a  powerfiil  influence  in  his  choice  of  an  instrument  that  shall 
ra{iidly  dettroj  the  stone. 

c  2 


a§(;ert^ed  f^4  P?^  J  the  wanta  pr^ienp!? 
are  well  expressed,  well  understood,  unfoi:^ude4 
pretepsions  ML  the  physician  or  surgecm  ^lads 
ip  it  a  study  which  ought  to  lead  to  s^cqes^i  he 
knpws  what  he  ought  to  take  or  rejects  and^ 

•  '  *        ■ 

in  jine,  his  imagination  is  not  lost  in  a  cpis^o^ 
of  instruments,  of  systems,  of  discussions  and 
criti|q[ues,  with  which  some  igaoi^nt  authox:s 
have  inundated  the  science,  to  obscure  it^  and, 
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miner,  the  surgeon  who  operates  ought  to  explain  what  he  is  doin^ 
in  the  bkdder  at  the  mcnnent  in  which  he  it  qtieftticned;  4nd^'if 
necessarj^  he  ought  to  permit  the  bladder  tg  h^  PP^V^f  ^  ^^^ 
the  accuracy  of  his  description. 

The  exuminer^  might  evfen  make  the  authors  operate  "^Ay  ;^* 
that  is  to  say,  without  any  water  in  the  bladder,  which^  Ayfl* 
emptied  and  opened  at  its  posterior  part,  would,  allow  them  to  exa- 
mine, at  leisure,  the  degree  of  harmlessness  of  the  instratnedU  for 
the  necks  of  the  bfedder,  the  resources  which  they;affordth^i^f^ 
geon,  and  finally,  the  ability  which  each  displays  in  the  double 
action  of  seizing  the  stone  and  pulverizing  it.* 

'  It  fKmld  be  after  a  report,  circomstantial  and  we|l  autfa^nticfited^, 
had  been  made,  in  this  spirit  of  analysis,  that  the  authors  of  the 
various  means  to  render  lithotrity  practicable  would  be  classed,' 
aoQordiiig  to  their  respective  daimis  and  that  this  brauchqCai^Aij 
gery  not  only  might  increase  in  its  resources,  and  improve  in  its 
results,  but  be  fairly  appreciated  in  its  present  state.  ^ 


.  'r 


*  As  I  address  myself  more  especially  to  the  learned  bodies  of  Frapce, 
I  will  describe,  in  my  French  edition,  all  the  points  in  Kthbtrity  Which 
they  ought  more  particularly  to  examine  and  dwell  upon. 
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pas  by  feTOur  of  the  darknegs  tiiey  have 
created. 

Without  it,  every  thing-  in  lithotrity  remains 
obscure  and  uncertain ;  no  precise  determina- 
tion can  be  taken  by  the  man  who  studies  this 
art,  if  the  demonstration  does  not  shew  him  to 
what  d^^ee  of  perfection  the  lithotritic  in- 
struments have  been  carried ;  he  will  believe 
science  still  poot,  and  not  only  will  not  em- 
ploy a  means,  the  advantage  of  which  is 
uidcnown  to  him,  but  he  will  lose  much  valu- 
able time  in  inventing:  he  will  make  at- 
tempts-~  and  each  attempt  will  require  a 


Without  the  demonstration,  in  fine»  litho- 
trity  win  be  of  but  little  service  to  humanity, 
and  as  long  as  learned  societies  called  to  the 
Erection  of  human  knowledge,  fail  to  employ 
rigorously  this  means  of  investigation,  this 
proud  conquest  of  modem  surgery  will  re- 
main tainted  with  a  kind  of  cretenism  by 
which  its  growth  is  now  impeded. 

In  conclusion^  a  man  of  science  should 
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require  of  an  author  who  has  confitnitfted  'a 
lithotritic  apparatus,  a  demonstration  first ,  and 
afterwards  the  facts,  and  only  believe  in  the 
existence  of  the  fact  where  the  demonstration 
proves  it  possible. 

This  is  the  only  way  of  cutting  short  dia- 
Gussious,  which  will  last  as  long  as  those  who 
are  not  guided  by  any  sense  of  honour,  have 
not  before  them  the  fear  of  being  unable  to 
execute  under  the  eyes  of  honourable  men 
that  which  they  pretend  to  have  done  unseen. 

Here  we  will  conclude  these  observations, 
which  we  leave  to  the  consideration  of  those 
to  whom  the  instruction  of  the  public  is  con- 
fided, and  will  proceed  to  explain  the  inten- 
tions by  which  we  have  been  guided  in 
writing  this  book. 

Whatever  may  be  the  nature  of  the  labours 
I  have  undertaken,  and  the  advantageous  re- 
sults I  attribute  to  them,  I  do  not  think,  nor 
do  I  hope,  that  litbotrity,  such  as  I  have  made 
it,  has  no  farther  need  of  additions,  or  cannot 
become  more  perfect.     Though  at  present  I 
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do  not  Me  how  each  of  the  problems  X  hav^ 
described  can  be  more  advantageously  solved* 
I  an.  &r  from  pretending  to  set  the  same 
limits  to  the  j&culties  of  my  medical  brethren 
which  mark  my  own.  Hence  it  follows,  that 
I  give  this  work  only  as  a  faithful  explana* 
tion  of  the  best  1  have  been  able  to  effidct, 
and  not  as  a  description  of  that  which  is 
perfect.  All  that  I  can  say  is,  that  I  have 
laboured  long  and  arduously  at  the  instru- 
meots  which  are  now  described,  and  that  J 
have  neither  spared  time  nor  expense  in  the 
endeavour  to  make  them  satisfactory ;  that 
very  far  from  having  been  satisfied  with  my 
first  attempts^  ^[have  only  stopped  when  very 
evidently  and  certainly  each  of  these  com- 
binations appeared  to  me  to  have  made  as 
near  an  approach  to  perfection  as  I  believed 
thaon  susceptible  of. 

Perhaps  this  remark  may  induce  authors, 
who  have  spoken  lightly  of  them  without 
sufficient  knowledge,  to  retract  their  opinions, 
and  perhaps  also  it  may  prevent  some  prac- 
titioners from  admitting,  with  a  iaciUty  that 
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dpes  not  always  indicate  modesty,  the  necfes- 
Mty  of  making  alterations  in  them.* 

•  I  cannot  here  omit  making  some  observations  on  the  haste 
with  which  some  medical  men  propose  alterations  in  ihe  combina- 
lium  which  each  author  presenls  as  fitted  for  any  operalioD.  In 
general  lliese  changes,  which  the  pubUc,  but  little  informed  on  ihe 
subject,  too  often  receives  as  an  improvement,  sets  aside  all  that  the 
original  combination  presented  of  real  utility,  and  ihia  itcommooly 
happens  ihat  a  useful  invention  is  converted  into  a  dangerous  one- 
It  is  in  this  manner  I  have  seen  transformed,  not  only  the  greater 
part  of  the  instruments  which  1  employ  in  the  practice  of  liihotriiy, 
but  also  the  bed  and  fixed  point,  which  lavail  myself  of.  Truly,  I 
am  too  great  a  friend  to  science  not  to  desire  tttat  others  should 
attempt  to  improve  anything  useful  ihal  I  may  have  imagined;  but  I 
think  that  these  improve  me  ills  can  only  be  effected  afier  matured 
thought  and  numerous  attempts,  and  not  in  the  same  manner  as  a 
woman  would  change  a  ribbon  or  a  feather  in  her  head-dress.  Litho- 
irity  is  not  a  subject  that  can  be  thus  lightly  treated  ;  and  as  I  have 
only  decided  on  publishing  my  instruments,  after  having  laboured 
seven  years  to  bring  ibero  to  iheir  present  state  of  perfection — after 
having  subjected  them  to  trisls  of  every  description  on  numerous 
stones,  artificial  and  natural,  within  and  without  the  organ,  in  which 
they  were  destined  to  act,  in  patients  and  in  subjects,  I  (bink  I 
have  some  right  to  expect,  thai  any  change  that  may  be  proposed 
sbookl  be  founded  on  something  substantially  imporiani,  and  ehould 
be  the  resultof  experience,  and  not  of  caprice,  or  of  a  too  vivid 
imagiDatioD. 

In  conclusion,  lo  put  all  on  tlicir  guard  against  pretended  in>- 
provemeQls,  I  ought  to  say  that,  in  general,  those  which  have  been 
proposed  iu  the  buuks  already  published  on  litjjolrily,  have  for  ibe 
most  part  been  errors,  which  i  had  myself  passed  through,  and  ihis 
is  quite  natural,  for  the  same  problem  given  to  solve  leads  neces- 
sarily to  anali^us  ideas  in  tlic  authon  who  devote  themselves  lo  it. 
Il  would  be  distressing  to  me  lo  see  received  as  novelties,  and  slill 
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n«ve  endeavoured  to  present  the  iirinary 
organs,  and  the  calculi  which  form  in  the 
bladder,  in  their  proper  relation  to  the  new 
art.  In  this,  as  in  my  instruments,  I  have 
sought  to  do  the  best,  but  I  am  far  from 
believing  I  have  avoided  all  error ;  perhaps 
even  these  erroi"s  may  be  numerous ;  never- 
theless, I  have  written  with  confidence,  for  I 
am   persuaded  all  who  read  will  take  into 

more  a«  useful  novelties,  changes  which  will  destroy  the  fruits  of 
so  much  study,  and  which,  when  accurately  analysed,  are  found  to 
consist  of  the  faults  I  have  only  worked  through  myself,  after 
EMrcessive  and  continued  labours  and  combination  a. 

After  innovations,  that  which  I  most  fear  for  my  system  of  litho- 
trity  is  the  bad  construction  of  instmmenfi.  In  general  too  little 
trouble  is  taken  to  ascertain  if  the  instruments  procured  are  accu- 
rately and  property  adapted  ;  so  that  the  surgeoa  who  purposes  to 
practise  lithotrity,  hndinga  general  resemblance  to  ihogeinstrumeDls 
which  are  published,  supposes,  with  fatal  facility,  that  his  insiru- 
nienis  are  as  perfect  as  can  be  desired,  and  ihe  unfortunate  attempts 
he  makes  with  them  he  flings  back  upon  the  author  who  constructed 
ihrif  originslsi  instead  of  attaching  his  failure  to  the  workman  who 
manufactured  the  copies, 

A  workman  may  make  instruments  highly  polished,  well  finished, 
and  even  very  ingenious,  but  alone  he  will  never  be  able  to  make 
a  scientific  instrument ;  it  is  absolutely  necessary  that  this  work- 
man should  be  direaed,  for  there  are  a  host  of  indications  to  fiilfil, 
which  have  been  revealed  to  the  inventor,  and  to  the  inventor 
only,  who  has  from  deep  study  and  long  experience  drawn  forth 
£  jnateriala  which  coQBtitute  the  perfccdon  of  hi 
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acooimt  l^e  difficult  nature  cf  tke  undoftak^ 
ing,  and  not  exaot  tibat  a  new  nubjict,  hitherto 
without  any  anak^  in  science,  should  hit 
treated  with  all  desirable  perfection^  Com^ 
pelled,  besides,  by  the  silence  of  those  who 
have  preceded  me  on  this  subject^  to  search 
ibr  and  chaise  myself  with  aU  thet  truths  that 
ttiay  refer  to  Uthotrity ,  my  labcnird  must  neceir 
sarily  suffer  from  this  default  of  assistance 
and  predecessors. 

\  I  have  experienced  great  difficulty  in>  givf* 
ing  a  precke  idea  of  my  instruments,  for^  on 
ihe  one  side,  it  was  necesi^ry  to  avoid  a  de- 
fecriptidn  so  minute  as  to  Migue  the  reader; 
and,  on  the  other,  one  so  laconic  as  not  to  be 
understood.  Placed  between  these  two  rocks, 
I  have  endeavoured  to  steer  exactly  in  the 
middle,  and  enough,  I  trust,  has  been  said 
to  convey  to  surgeons  a  sufficiently  precise 
idea  of  these  combinations.  Study,  and  more 
especially  experience,  can  alone  give  them  a 
perfect  knowledge. 

In  the  description  of  these  instruments,  I 
have  avoided  giving  to  each  of  the  parts  the 


larim  used  ia  ueohAoicfl,  and  this  for  two 
i«BOUi:-'^The  fint  is,  that  mechanics  form  a 
faiaiKift  ai  science  with  which  I  am  by  m) 
meam  fenriliar,  and  ite  yocabalary  I  am  un- 
acquainted  with ;  the  second  is,  that  I  should 
not  be  nnderatood  by  the  greater  ninnber  of 
anrg^m^  for  whom  my  book  is  especially 
desdned,  I  have  simply  given  to  the  dif> 
ferent  principal  parts,  which  compose  the 
apparatus,  names  which  indicate  as  much  as 
possible  their  use,  in  order  that,  in  the  second 
part  of  this  work,  when  I  describe  the  ma- 
nceuvres  of  ^e  instruments,  I  may  be  clear 
and  ooneise.  Without  this  precaution  I 
should  have  been  obliged  to  employ  far 
toa  many  periphrases  to  make  myself  suffi- 
cienitiy  understood. 

Akhooght  as  I  have  said  in  the  commence- 
ment of  this  Pre&ce,  I  do  not  consider  the 
examples  of  cure  as  a  necessary  proof  of 
the  exceUenoe  of  a  means,  1  have  however 
thought  it  desirable  to  add  to  this  treatise  a 
certain  nnmber  of  cases :  they  are  offered  to 
the  puUicy  not  to  prove  the  superiority  of  my 


rnstrum^nls— jzwcc  tfie  aemofaimttoncm  titom 
furnish  that  proof- — but  with  the  intention 
of  giving;  to  these  combinations  the  rank 
that  befits  them,  by  proving  that  they  have 
been  employed,  and  have  served  to  cure 
patients.  Without  these  cases,  my  instru- 
ments could  not  be  considered  as  occupying 
a  place  in  the  science,  and  would  risk  being 
classed  with  those  numerous  attempts  which 
rest  without  ever  having  been  employed,  and 
which  have  been  forgotten  after  attracting 
an  ephemeral  attention.  My  intention  is, 
besides,  not  to  command  the  opinion  of  the 
medical  profession,  by  presenting  facts  which 
they  may  suppose  have  been  ill  observed,  or 
presented  under  a  favourable  aspect,  to  give 
value  to  a  system,  or  serve  a  private  interest; 
I  prefer  convincing  them  by  addressing  my- 
self to  their  understanding,  and  in  demon- 
stratiug  the  possibility  of  doing  whatever  I 
advance.  This  mode  of  proceeding  is  more 
in  harmony  with  the  respect  I  entertain  for 
the  profession,  and  with  the  opinion  of  one 
of  our  best  philosophers,  who  has  said,  that 


one  single  demonstration  carried^  more  cpn- 
■victiou  than  fifty  facts.*  ^      ^   •      ^_^^    ^  -^ 

Farther,  if  we  reflect  fully  upon  this  sub- 
ject, the  moment  is  not  yet  come  for  drawing 
from  facts  which  are  at  present  springing  into 
existence,  the  expression  of  what  lithotrity 
may  become.  This  science  is  yet  too  young 
to  allow  us  to  imagine  that  it  has  not  still  to 
grow  and  produce  fruits  even  more  consoling 
to  humanity  than  those  hitherto  obtained. t 

i  shall  postpone  then  to  a  time,  which  at 
present  1  cannot  indicate,  the  publication  of 
facts,  which  I  may  be  allowed  to  consider  as 
the  expression  or  measure — the  most  advan- 
tagepus  possible  of  the  power  of  lithotrity; 


•  "  Uoe  demonstration  me  froppe  plus  que  cinquanle  fuils;  grice 
a  rextreme  coDfirmce  que  j'ai  en  ma  raison,  ma  foi  n'esl  point  k  la 
raerci  do  premier  sail!  mban que," — Dfderof,  Petuces  Philosophiques. 

t  For  example,  the  Tads  which  we  now  present  can  only  give  a 
\ety  imperfect  idea  of  our  means;  for  these  cures  having  been  ob- 
tained at  diiTerent  periods  of  my  labours,  each  can  only  form  ihe 
meaiure  of  what  1  coold  effect  at  the  moment  in  which  the  patient 
was  treated.  I  relieve  palienis  now  which  I  could  not  have  cured 
ihree  years  back,  and  perhaps  three  years  hence  I  may  cure  pa- 
lients  who  are  now  beyond  ilie  scope  of  my  means— flod  this  ii 
^bable,  for  1  continue  my  studies. 
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for  this  power  can  only  be  developed  when 
study  and  experience  shaU  have  stamped  the 
respective  vaiue  of  each  of  the  mechanical  com- 
binations invented  for  its  practice,  and  the  rela-^ 
tive  goodness  of  each  of  the  manoeuvres  destined 
to  draw  from  each  of  these  combinations  the 
greatest  possible  ejffect.  To  arrive  at  this  re- 
sult, I  shall  always  bear  in  mind  the  formula 
which  results  from  certain  considerations 
placed  in  this  Preface :  The  object  is  not  now 
to  practise  lithotrity — but  to  practise  it  well. 


TREATISE    ON    LITHOTRITY. 
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Since  medicine  has  become  a  science,  many 
diseases,  which  had  previously  been  considered  as 
among  the  most  dangerous,  have  assumed  a  leas 
important  station  in  the  list  of  human  infirmities. 

Many  of  these  have  become  of  a  less  serious 
nature  by  being  changed  in  their  character,  biit 
there  are  others  which  are  no  longer  so  severe, 
since  we  have  discovered  the  means  of  arresting 
their  progress,  and  counteracting  their  effects. 

Of  late  years,  the  stone,  that  most  serious 
complaint,  has  experienced  one  of  those  happy 
revolutions  in  its  mode  of  treatment ;  and  most 
assuredly  this  is  not  the  least  important  of  those 
benefits,  for  which  human  nature  is  indebted  to 
medicine. 

There  were,  in  fact,  few  diseases  which  excited 
more  terrors  in  the  mind  of  the  patient ;  he  had 
formerly  only  the  choice  between  a  life  of  pain 
and  suffering,  and  the  risk  of  an  operation,  too 
frequently  terminating  fatally. 
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Witli  such  an  alternative,  the  patient  was  unable 
to  decide  till  the  severity  of  his  sufferings  over- 
came his  irresolution,  and  then  as  a  last  resource 
he  placed  himself  under  the  care  of  the  lithoto- 
mist.     What  was  the  consequence  of  this  delay  ? 

The  bladder  became  diseased,  and  sometimes 
disorganized,  the  stone  increased  in  size,  and  the 
constitution  became  seriously  atlected,  thus  ren- 
dering the  success  of  the  operation  still  more  un- 
certain than  it  would  have  been,  had  the  patient 
submitted  to  it  soon  after  the  first  formation  of 
the  stone. 

The  invention  of  a  milder  method,  and  one 
which  did  not  require  the  gloomy  apparatus  of 
lithotomy,  and  above  all,  which  was  exempt  from 
its  fearful  risks,  ought  then  to  remedy  so  grievous 
a  condition. 

Lithotrity,  or  the  pulverization  of  calculi  in  the 
bladder,  was  the  means  by  which  this  desirable 
change  in  the  treatment  of  calculous  patients  was 
to  be  accomplished :  it  consisted,  in  fact,  of  in- 
struments so  constructed  as  to  be  introduced  into 
the  bladder,  through  the  urethra,  and  to  reduce 
the  stones  formed  in  this  organ  into  powder,  or 
fragments  sufficiently  small  to  be  expelled  through 
the  natural  passage.  These  means,  by  which  nu- 
merous cures  have  been  already  obtained,  will, 
when  generally  known,  studied  and  adopted,  have 
the  most  desirable  and  happy  results  for  human 
nature,  in  saving  it,  with  very  few  exceptions, 
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from  the  melancholy  consequeoces  of  the  double 
affliction  of  stone  and  lithotomy. 

The  first  and  most  happy  result  of  lithotrity  will 
be  then,  to  banish  from  the  minds  of  patients  that 
dread  which  lithotomy  has  produced,  and  to  induce 
persons  thus  suffering  to  have  tlie  calculi  removed 
at  the  commencement  of  their  formation,  and  not 
to  wait  till  the  bladder  becomes  diseased,  and 
diminishes  the  chances  of  success. 

The  second  consequence  of  this  operation,  wliich 
results  from  the  first,  will  be  to  prevent  these 
patients  passing  many  years  of  their  lives  in  suf- 
fering and  misery ;  for,  not  recoiling  from  an  ope- 
ration, the  performance  of  which  they  know  to  be 
almost  entirely  free  from  danger,  and  generally 
little,  or  not  at  all  painful,  they  will  readily  offer 
to  submit  themselves  to  it,  without  being  com- 
pelled. 

If,  however,  lithotrity  includes,  in  its  general 
results,  so  many  advantages  over  lithotomy,  it  also 
presents  secondary  ones,  which  are  most  im- 
portant. A  few  observations  on  these  two  opera- 
tions, compared  with  each  other,  will  demonstrate 
this  most  unanswerably. 

Lithotomy  requires  to  be  performed  in  a  favour- 
able season ;  lithotrity  may  be  performed  at  all 
times,  with  equal  chance  of  success  :  the  former 
requires  that  the  patient  should  remain  in  bed  for 
a  month  or  six  weeks  after  the  operation,  the  lat- 
ter needs  no  confinement,  and  often  allows  the 
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for  we  make  it  disappear  by  forming  a  supposition 
which  is  unfounded,  and  would  not  be  admitted  if 
we  referred  to  known  facts — will  the  other  be  more 
so  ?  Let  us  offer,  in  opposition  to  it,  facts  and  rea- 
sonings. Complete  cures  have  been  obtained,  for 
in  the  first  place  a  great  number  of  calculous  pa- 
tients, who  were  treated  a  long  time  since,  have 
had  no  return,  which  proves  that  in  their  cases  no 
fragments  could  have  been  left  to  form  the  nuclei  of 
other  calculi ;  secondly,  patients  treated  and  cured 
by  lithotrity,  have  died  a  long  time  afterwards  from 
some  other  cause,  and  on  examination  no  vestige 
of  any  calculus  conld  be  discovered. 

But  in  admitting,  that  which  is  certainly  pos- 
sible, that  one  or  two  fragments  do  remain  in  the 
bladder  of  a  patient  who  has  undergone  this  ope- 
ration, these  fragments  will  give  rise  to  fresh 
symptoms  of  stone,  which  will  only  require  ano- 
ther and  last  application  of  the  instrument,  and 
which  cannot  produce  any  great  inconvenience. 

If,  besides,  we  bear  in  mind  that  litiiotrity  must 
not  be  considered  in  an  absolute  manner,  but 
relatively  to  lithotomy,  we  shall  say  that  frag- 
ments of  stone,  and  even  whole  calculi  have  been 


nii;tal  artcr  a  certain  lime :  for  example— do  not  axle-trees  some- 
limes  gice  way  notwithstandiDe;  their  great  strength  and  size  ?  And 
can  this  be  projiosed  as  an  objection  lo  liihottity  ?  A  surgeon  who 
operates  with  insirumenb  which  have  been  well  tried,  and  who 
renews  ihem  as  often  as  is  necesiary,  will  never  meet  with  anch 
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left  in  the  bladder  after  this  latter  operation, 
which  necessarily  leads,  not  to  the  harmless  re-in- 
troduction of  the  instruments  of  lithotrity,  but  to  a 
second  operation  of  hthotomy,  an  operation  of 
much  greater  severity. 

Thus  lithotrity  still  maintains  its  advantages  in 
every  respect. 

Of  aU  the  means  which  art  has  devised  for  the 
relief  of  mankind,  there  is  perhaps  not  a  single  one 
that  has  been  received  with  more  astonishment,  or 
more  slowly  understood,  than  lithotrity.  Having 
for  its  basis,  a  law  in  direct  opposition  to  the  pre- 
judice generally  received  among  surgeons,  it  did 
and  still  does  meet  with  much  incredulity  from 
those  who  have  not  seen  it  employed. 

Having  been  accustomed  to  sound  the  bladder 
with  curved  instruments,  they  believed  that  this 
curvature  was  absolutely  necessary  for  the  instru- 
ment to  pass  into  the  bladder,  and  thought  that 
this  form  was  too  great  an  obstacle  to  the  develop- 
ment of  sufficient  power  to  destroy  calculi,  some- 
times extremely  hard  and  of  considerable  size. 

Before  the  destruction  of  stones  in  the  bladder, 
by  an  instrument  passed  through  the  urethra, 
could  be  undertaken  with  success,  it  became  ne- 
cessary to  prove  that  a  perfectly  straight  sound  of 
three  or  four  lines  in  diameter  could  be  passed 
into  that  organ. 

Lithotrity,  founded  upon  this  principle,  must 
have  been  comprehended  with  difficulty  by  the 
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generality  of  surgeons,  and  the  more  so  as  the 
seizing  ol"  the  stone,  and  reducing  it  to  powder, 
was  to  them  a  problem  difhcult  to  solve,  if  not 
quite  impossible.  Not  being  able  to  derive 
assistance  from  any  analogy  in  science,  they  had 
some  difficulty  in  understanding  how  a  stone 
which  could  scarcely  be  felt  in  the  bladder  with 
the  sound,  was  to  be  seized  and  reduced  to  powder 
in  that  organ. 

If  lithotrity  could  not  be  comprehended  at  its 
commencement,  if  at  tlie  present  time,  after  such 
great  success,  so  imperfect  and  confused  an  idea 
is  formed  of  its  powers,  how  can  the  advantageous 
changes  it  has  undergone  be  duly  appreciated  ? 
An  entirely  new  science,  it  has  advanced  too 
rapidly  to  be  closely  followed  in  its  progress. 

In  fact,  lithotrity,  though  scarcely  known  six 
years  since,  and  wliich,  at  first,  consisted  only 
in  the  employment  of  an  instrument  possessing 
the  simple  power  of  grasping  a  stone  and  per- 
forating it,  has  arrived  at  such  a  degree  of  per- 
fection, that  it  may  be  considered  as  forming  a 
set  of  doctrines,  as  capable  of  being  examined  and 
developed  as  any  of  the  other  branches  of  surgery, 
whicii,  from  their  extent  and  importance,  have 
required  particular  study. 

It  is  with  the  desire  to  explain  this  system,  that 
I  have  undertaken  this  work ;  but  before  entering 
into  it,  I  shall  seek  to  give,  by  a  rapid  sketch, 
some  idea  of  the  state  in  which  lithotrity  was,  in 
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the  hands  of  those  who  preceded  me,  and  what  it 
HOW  is,  after  the  attempts  I  liave  made  to  bring  it 
to  its  present  state. 

Man  suffering  from  stone,  must  have  been  a 
long  time  without  knowing  the  cause  of  his  suf- 
ferings. The  presence  of  one  of  these  foreign 
bodies  in  the  interior  of  a  hollow  and  large  cavity, 
could  only  have  been  ascertained  by  examination 
after  death,  or  what  is  more  probable,  when,  by 
some  effort  of  nature,  these  foreign  bodies  sud- 
denly escaped  by  the  ordinary  passage.  When 
these  patients,  in  the  earlier  ages,  endeavoured  to 
get  rid  of  this  afflicting  complaint,  they  doubtless 
sought  to  be  cured  in  the  same  manner,  and  as- 
.fisted  as  much  as  they  were  able,  in  increasing  the 
chances  of  a  recovery  which  might  be  purchased 
without  much  suffering,  and,  above  all,  without 
the  risk  attendant  upon  the  cutting  process. 

The  ancient  Egyptians  were  those  who  studied 
these  means  witli  most  success ;  the  principal  aim 
they  had  in  view  was  to  dilate  the  urethra,  in 
order  that  the  calculi  formed  within  the  bladder 
should  be  carried  out  through  this  canal.  By 
these  means  they  succeeded  in  curing  patients  of 
the  stone  ;  ibis  method  was  afterwards  abandoned, 
for  it  was  found  to  be  only  applicable  when  the 
stone  was  small.  Art  was,  however,  soon  enriched 
by  means  more  suitable  for  the  extraction  of  large 
calculi.  Compelled  by  the  sufferings  of  the  patients 
to  cut  into  the  bladder,  which  could  not  then  be 
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otherwise  relieved  from  the  stone,  the  surgeon 
soon  found  that  this  operation  was  more  shewy, 
more  expeditious,  and  above  all  more  easy :  and 
he  abandoned  the  old,  but  safe  practice  of  the 
ancient  Egyptians,  whose  patient  and  practised 
followers  would  have  restored  to  health  many 
persons  afflicted  with  small  stones,  who  since  that 
early  period  have  fallen  victims  to  the  knife  of  the 
lithotomist. 

It  was  a  great  misfortune  for  human  nature, 
that  this  primitive  idea  of  extracting  calculi  from 
the  bladder,  through  the  urethra,  was  so  long 
abandoned ;  doubtless,  if  this  idea  had  been 
cherished,  we  should  long  since  have  been  in 
possession  of  means  similar  to  those  with  which 
we  are  now  occupied. 

The  natural  expulsion  of  stones  of  large  size, 
might  have  shewn  how  great  a  diameter  the 
urethra  sometimes  had;  the  accidental  breaking  of 
these  stones  during  their  extraction  through  the 
urethra,  mie;ht  have  given  rise  to  the  idea  of 
breaking  them  in  the  canal,  and  even  aflerwarda 
in  the  bladder;  in  short,  these  combined  ideas, 
joined  to  the  practical  knowledge  of  the  straight 
sound  which  some  of  the  ancients  possessed, 
would  long  ago  have  shewn  that  it  was  possible 
to  attack  stones  in  the  bladder,  and  even  to  ex- 
tract them  from  this  organ  tlirough  the  urethra. 

It  grieves  us  to  reflect  that  tliese  means,  by 
which  so  important  an  object  has  been  obtained. 


i 


INTRODUCTORY    OBSERVATIONS.  U 

existed  so  many  years  without  being  brought  into 
action;  accustomed  to  subject  the  unfortunate 
patients  to  an  operation,  expeditious,  but  at  the 
same  time  painful  and  hazardous,  the  surgeon  occu  ■ 
pied  himself  in  devising  means  by  which  he  might 
render  it  less  dangerous,  entirely  forgetting  that 
in  former  times  it  was  possible  altogether  to  avoid 
its  dreadful  consequences. 

To  render  justice  to  tlie  surgeons  of  those  times 
we  must,  however,  refer  to  some  passages  in  their 
works,  which  prove  that  several  among  them  had 
formed  some  ideas  relative  to  the  subject  now 
under  consideration. 

In  J519,  Alsaharavius  expresses  the  idea  only, 
of  breaking  small  friable  stones  in  the  bladder 
with  an  instrument,  (instrumentum  subtile)  of 
wbich^  however,  he  gives  us  no  description.  In 
1G26,  Sanctorius  gives  the  plan  of  an  instrument 
composed  of  a  tube,  one  extremity  of  which  divides 
into  three  flexible  branches.*  He  says  that  if  a 
fragment  of  a  stone,  or  an  entire  calculus,  de- 
scended from  the  kidneys,  and  was  not  expelled 
with  the  urine  soon  afler  its  descent  into  the 


*  Al<  these  primitive  instrumenlB  are  drawn  in  ihe  plates  of  M. 
Lvroy'a  intereEting  work,  cniillcd,  ■'  J^xpcsc:  des  divers  procedes 
employeB  jusqu'd  ce  jour  jxiur  guerir  de  la  pieirc  sans  avoir 
recours  a  I'opcralion  de  la  laille  (Paris,  1825)."  Tbis  work  may 
be  procured  at  Baillere's,  219,  Regent  Street. 

The  instrutnenl  of  Sanctorius  is  drawn  (PI.  I.,  figures  16,  17, 
and  1«). 
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bladder,  it  might  be  extracted  by  first  filling  this 
organ  with  water,  and  then  introducing  the  in- 
strument lie  speaks  of  through  the  urethra,  the 
branches  of  which,  when  arrived  in  the  bladder, 
should  be  expanded,  and  applied  close  to  the 
neck ;  he  thinks  that  by  then  letting  the  water 
escape,  the  stone  would  be  carried  forward  to- 
wards'the  three  branches,  seized  by  them,  and 
extracted  by  withdrawing  the  instrument  from 
the  bladder.  This  author  proposed  also,  and  it  is 
Haller  that  relates  it,  that  if  the  stone  should  be 
too  large  to  be  extracted,  it  should  be  perforated 
with  a  stylet.* 

Sanctorius  does  not  mention  of  what  material 
his  instrument  is  to  be  composed,  but  the  drawing 
he  gives  of  it,  and  more  especially  the  mechanism 
by  which  it  acts,  clearly  prove  that  it  must  have 
been  soft  and  flexible.  This  circumstance  dis- 
tinctly shews  that  he  had  no  thoughts  of  rectilinear 
catheterism. 

Some  time  afterwards  Severinus  stated  that 
Joannes  Germanus  had  proposed  to  him  an 
instrument  to  seize  the  stone  in  the  bladder,  and 


*  Haller  rclalcB  this  or  Sanctorius,  but  we  do  not  lind  in  his 
work  any  iiiea  of  ihe  kind;  Haller  thought  be  had  seen  it  in 
Sanctorius,  because  he  mistook  the  Hgiire,  and  took  the  stylet 
which  Sanctorius  deslines  to  reunite  his  triple  branches,  for  a 
perforator.  It  results,  ihefefore,  that  Haller,  without  being  aware 
of  it,  invented  hlhotrity,  whilst  at  the  same  time  he  believed  it  ifflh 
practicable,  for  he  adds — S|)eculationem  pulo  meram.     >   ivioti 
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to  extract  it ;  this  instrament  had  three  branches 
serrated  internally  and  slightly  curved  inwards ; 
Sererinus  only  gives  a  very  imperfect  description 
of  the  mechanism  of  this  instrument,  and  does  not 
mention  how  it  is  to  be  constructed,  or  whether 
it  should  be  curved  or  straight.* 

Thus  Prosper  Alpinus,  who  described  the  Egyp* 
tian  mode  of  operating,  Alsaharavius,  Sanctorius, 
and  Joannes  German  us,  are  the  only  ancient 
authon,  whom  a  reasonable  analogy  would  lead 
OS  to  acknowledge  as  having  conduced  to  the  art 
of  seizing  the  stone  in  the  bladder,  and  reducing  it 
to  fragments. 

Without  attaching  any  great  importance  to  the 
ideas  of  these  authors,  which  doubtless  were  en- 
tertained  by  many  others  who  did  not  publish 
them,  we  quote  their  names,  as  they  will  make  an 
honourable  figure  in  the  history  of  the  method 
we  are  now  discussing. 

Science  only  possessed,  in  mechanical  means  for 
enabling  calculous  patients  to  avoid  lithotomy, 
the  very  slight  resource  we  have  just  mentioned, 
when  a  new  series  of  ideas  arose,  and  gave  a 
fresh  impulse  to  this  branch  of  surgery. 

Constant  and  long  attention  to  those  whose 
nrinary  systems  were  diseased,  brought  to  light 

*  '1  here  is  every  Tcaion  to  suppose  that  it  was  not  to  be  straight, 
far  mxhwBL  innoratioo  would  have  been  still  more  surprising;  to  Seve- 
tfaaa  the  inatrument  itaelf,  and  be  would  without  doubt  have 
it. 
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many  important  facts  concerning  the  bladder  and 
the  urethra,  the  knowledge  of  which  only  required 
an  ingenious  application,  to  render  them  of  infinite 
service. 

There  were  found,  by  Dr.  Edmund  Clarke,  in 
the  ruins  of  Herculaneum,  straight  stylets,  which 
it  is  believed  were  employed  in  catheterism. 
Lieutaud,  Morand,  SantereUi  of  Rome,  Lassus 
and  some  others,  had  affirmed  that  it  was  possible 
to  pass  a  perfectly  straight  sound  into  the  bladder ; 
and  further  daily  practice  shewed,  that  the  male 
bladder  might  be  examined  with  the  sounds  em- 
ployed for  females,  which  are  nearly  straight; 
the  treatment  of  strictures  in  the  urethra  had 
proved,  that  a  sound  of  four  lines  and  even  more 
might  be  introduced  into  this  canal ;  small  cal- 
culi had  been  sought  for  at  the  neck  of  the 
bladder,  and  even  in  the  organ  itself,  i'roni  which 
they  had  been  extracted;  and  lastly,  two  indi- 
viduals,* strangers  to  the  profession  of  surgery, 
but  whose  sufferings  had  rendered  them  ingenious, 
had,  with  instruments,  certainly  very  imperfect, 
attacked  the  stones  in  their  own  bladders,  and 
had  succeeded,  probably  without  perfecting  a 
cure,  in  extracting  some  portions. 

All   these   unconnected  facts  led  to  no  con- 


•  Colonel  Martin  and  a  monk  of  Citeaux.  If  we  refer  to  tlie 
1st  pi.  19  fig.  of  M.  I.croy's  work,  we  shall  find  a  dranini;  of  the 
insirutnent  made  use  of  by  Colonel  Martin  :  it  is  simply  n  curved 
steel  sound,  sliglilly  serrated  at  its  conveiiiy. 
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elusions  of  any  service  to  science,  until  the  year 
1813,  when  a  Bavarian  physician,  Doctor  Gruith- 
uisen,  constructed  from  them  the  basis  of  a  mode 
of  operating,  the  result  of  which  has  been  the 
scientific  cure  of  calculous  patients  by  mechanical 
means,  and  without  making  any  incision.  Op- 
posing facts  to  prejudice,  he  publicly,  before 
cvperienced  ■persons,  performed  catheterism  with  a 
large  straight  sound,  upon  the  living  subject. 

Beginning  with  this  fact,  which  he  stated  to  be 
the  foundation  and  the  basis  of  his  new  doctrine, 
he  conceived  it  possible  to  attack  stones  in  the 
bladder,  by  mechanical  power,  and  pointed  out 
the  mode  that  he  should  employ  to  accomplish 
this  purpose. 

Through  his  straight  and  hollow  tube  first  intro- 
duced into  the  bladder,  he  recommends  another 
to  be  passed,  conveying  a  metallic  wire  nicely 
adapted  to  encircle  the  stone,  and  fix  it  against 
the  open  mouth  of  the  second  tube ;  he  then  re- 
commends the  small  crown  of  a  trephine  to  be 
introduced  through  this  second  tube ;  and,  lastly, 
he  recommends  to  perforate  the  stone,  which  is 
kept  fixed  by  the  loop  of  metallic  wire,  with  the 
trephine,  to  the  handle  of  which  a  pulley  is  to  be 
attached,  to  be  worked  by  means  of  a  drill  bow.* 


^Cddn 


The  instrumeDt  proposed  by  Dr.  Gruilhuisen  may  be  seen 
the  Iranslaiion  of  hia  "  Meiiioire,"  in  ihe  plates  of  my  letter 

Iressed  to  ihe  Academy  of  Sciences,  page  3(5.     M.  Leroy  also 


i. 
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But  the  service  Dr.  Oruithuisen  has  rendered 
to  science,  is  limited  to  the  description  only  of 
his  ingenious  ideas^  after  having  proved  by  e<rp^- 
riment  the  Jundamental  and  important  fact^  that 
catheterism  might  be  performed  with  a  large  and 
straight  sound.* 

gives  a  drawing  of  them  in  his  work  (PI.  L  fig.  1,  2,  4, 5»  8). 
But  it  is  better  to  consult  my  plate,  which  is  traced  exactly  from 
the  German  work. 

*  The  Institute  of  France  awarded  in  1828,  to  Dr.  Gruithuisen, 
a  gold  medal  of  the  value  of  1,000  francs,  in  the  intention  of 
rendering  to  all  who  had  contributed  to  establish  the  operation  of 
lithotrity,  the  justice  which  was  due  to  their  exertions.* 

I  esteem  myself  happy  in  having,  by  my  writings,  and  more 
especially  by  my  letter  to  the  Academy,  given  rise  to  a  more 
attentive  investigation  of  Dr.  Gruithuisen*s  claims  to  the  invention 
of  lithotrity,  and  the  judgment  recorded  by  the  Academy  in  favour 
of  this  foreign  physician,  proves,  so  much  the  more  fully,  his 

*  The  Commission  of  the  Institute  express  themselves  in  the  follow- 
ing manner  relative  to  M.  Gruithuisen :  *'  La  commission  dans  Tinten^ 
tion,  en  ce  qui  regarde  la  lithotritie,  de  rendre  &  tous  ceux  qui  oot 
concouru  k  criet  cette  utile  operation  la  justice  qui  leur  est  dfte,  et 
syant  acquis  la  certitude  que  M.  le  Docteur  Gruithuisen,  d^  I'ann^ 
1813,  a  propose  un  syst^me  d'instrumens  qui  montrait  la  possibility  de 
parvenir  un  jour  k  broyer  la  pierre  dans  la  vessie,  qu*il  a  employ^  sur  le 
vivant  k  plusieuis  reprises  det  tonde$  droUes  d'un  grot  eaUbre^  et  que  par 
U  il  a  une  part  non  douteuse  dans  les  inventions  relatives  &  la  lithotritie, 
a  dic\d6  qu*une  mMaille  d*or  de  la  valeur  de  1,000  francs  serait  adresste 
k  M.  le  Docteur  Gruithuisen/' 

Now  relative  to  thb,  we  would  remark  that  the  most  ancient  docu- 
ments which  M.  Civiale  brings  forward  among  hia  proo&,  goes  no 
further  back  than  1817,  and  the  memoir  of  Dr.  Gruithuisen  dates  from 
181S.  Even  setting  this  aside,  M«  Qviale's  prooft  ave  not  of  the  most 
convincing  nature. 
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\f.,  From  this  moment  the  skill  of  professional  men, 

which,  during  so  long  a  period,  had  effected  little  to- 

'  wards  treating  calculous  patients  without  incision. 


claims,  and  the  justice  of  the  Institute,  that  ihe  6rst  ( 
which  that  learned  body  appointed  to  report  on  the  new  opetation, 
failed  in  fully  appreciating  all  the  service  Dr.  Gruilhiiisen  had  ren- 
dered science,  when  they  described  his  labours  as  entirely  iheoretictd 
and  speculative.  It  is  evident  that  this  commission  in  thus  ex- 
pressing iheir  opinion  had  not  sufficiently  investigated  the  subject, 
since  it  is  clear  that  Dr.  Gruithuisen  having  passed  a  atraiglu  sound 
of  large  calibre  in  a  patient,  was  not  a  mere  theorist  and  sptcalalor, 
but  an  op^atoT. 

Besides,  this  idea  that  the  project  of  Dr.  Gruithuisen  existed  only 
in  titany  and  tpeculatiim  did  not  appear  to  us,  at  the  time  in  which 
it  was  republished  with  so  much  ostentation  by  M.  Civiale,  to 
effect  the  purpose  which  the  latter  had  in  view — that  of  depriving 
Dr.  Gruithuisen  of  his  claims  as  author  of  the  method  of  breaking 
up  the  stone  in  the  bladder.  For  it  appears  to  us,  that  liieory  and 
EpeculalioD  precede  the  fact  with  ail  ingenious  men — for  whatever 
is  not  the  result  of  speculation  must  be  the  effect  of  chance.  Dr. 
Gruithuisen  could  only  be  justly  considered  as  the  author  of  theories 

Lvf  slight  importance  or  value  if  (hey  had  not  been  realized — Ihc 
SBtrary  is  the  (act. 

'  M.  Civiale,  in  the  preface  to  his  work,  quarrels  with  my  endea- 
■s  lo  render  justice  to  Dr.  Gruithuisen,  by  giving  to  this  phy- 
Gician  the  honour  of  the  invention  of  lithotrity ;  and  thinks  it 
deplorable  that  I  should  seek  to  deprive  French  surgery  of  the 
honour  appertaining  lo  the  discovery  of  this  new  method.  While 
on  our  part,  we  are  extremely  edified  by  the  disinterested  anxiety 

M.  Civiale  evinces  for  his  country,  we  think  we  honour  it  quite  as 

^^^^irall.  by  shewing  ourselves  just  and  true ;  by  attributing  to  foreign- 
^^^|bl  that  which  is  their  due,  more  especially  when  tlic  press  has 
^^^Hbrnished  incontestible  proofs  in  tlieir  fiivour.  To  act  otherwise 
^^^nnuld  justify  the  belief  that  we  are  capable  of  envying  foreigners 

L__ 
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received  an  impulse,  and  the  annals  of  science 
soon  announced  the  fruits  of  new  conceptions. 
In  1819»  an  English  surgeon,   of  the  name  of 


their  claims  to  honour  and  glory— and  certainly  we  possess  enough 
to  allow  others  their  share. 

If  a  Bavarian  has  invented  the  method  of  breaking  up  calculi  in 
the  bladder.  Frenchmen  have  discovered  the  means  by  which  it 
is  rendered  practicable.  In  this  there  is  a  division  of  glory  from 
which  M.  Civiale  is  not  excluded.  At  all  events  Si.  Civiale  will 
doubtless  admit  that  our  opinion  was  not  so  utterly  deficient  in 
justice,  since  it  has  evidently  been  shared  by  the  Institute. 

In  the  same  preface,  M.  Civiale  asserts  that  it  ha*  been  published 
m  Paris  that  Dr.  Gruithuisen  was  the  only  and  sole  author  of 
Uthotrity.  Here  M.  Civiale  misquotes^  probably  in  the  hope  of 
exciting  compassion,  by  shewing  himself  the  victim  of  injustice. 
Aind  since  this  physician  alludes  to  my  letter  addressed  to  the 
'*  Archives  de  Medecine,"  in  March,  1826, 1  feel  it  my  duty  to  rectify 
his  quotation.  I  said : — '<  If  M.  Civiale  refuses  to  accord  to  Dr. 
Gruithuisen  that  which  he  merits,  and  especially  if  he  seeks  to 
rob  that  author  of  the  favourable  opinion  he  has  won,  by  seeking 
among  the  ancients  the  starting  point  of  what  he  calls  lithotrity, 
he  does  it  with  the  desire  of  not  finding  in  a  contemporary,  not  a 
rival,  but  the  only  author  of  the  method,  and  first  steps  for 
extracting  calculi  through  the  urethra." 

Thus  I  have  not  written  that  Gruithuisen  was  the  sole  author  of 
Uthotrity^  which  includes  the  complex  idea  of  the  invention  of 
the  methodt  and  the  invention  of  the  different  means  for  putting  it 
into  practice.  Gruithuisen  has  invented  the  method,  and  pointed 
out  the  first  steps  towards  carrying  the  method  into  effect ;  and 
we  Frenchmen  have  pointed  out  other  steps  and  means  which 
have  over  the  former  ones,  the  advantage  of  being  practicable  and 
of  effecting  the  cure  of  patients.  The  whole  is  to  be  understood, 
but  weshall  never  come  to  an  understanding  respecting  the  inven- 
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Egeiton,propo0ed  an  instrument  for  breakingdown 
stones  in  the  bladder,  but  in  the  construction  of  it 
he  deviated  from  the  plan  laid  down  by  Dr.  Grui- 
thuisen ;  his  instrument  is  curved,  and  although  in- 
geniously conceived,  it  cannot  fulfil  the  object  for 
which  it  was  invented,  and  therefore  remains  use- 
less.* 
In   1823,  during  the  month  of  May,  two  sur* 


coofoyndifiy 


He  who  has  fint  made  the  public  reoognixe  the  hei  thata  airaigki 
9tmmd  €f  \arft  oalAn  may  be  introduced  with  &ci1ity  into  the 
bladder  of  a  patient,  and  who  hat  improved  on  this  &ct  by  coo- 
cetnng  a  plan  for  the  destruction  of  Tesical  calculi,  by  mcmns  of 
this  straigfat  tube,  has  iuTented  the  mdhod^^mod  this  Dr.  Gruithuiseo 
has  done.  Why  ars  we  compelled  to  exphun  things  so  clear  and 
simple? 

The  memoir  of  Dr.Gruithuisen  is  inserted  in  the  Medico-Chinir- 
pcal  Gazette  of  Saltzbuig  (Bfarch,  1813),  and  bears  a  very  signifi- 
cant title :  ^  Owghi  we  to  rentrnmoe  tKt  hopft  enteriamed  in  former 
Hams  of  detfirojimg  sUmee  m  the  biadder  by  hmohj— €irA^  me- 
dbonaea/or  e4«anoa/?**  I  have  published  a  French  translation  in 
my  letter  to  the  Acadhmie  du  Sdenoei, 

*  I  am  now  only  writing  historically  and  simply  state  &cts,  and 
do  not  in  any  way  condemn  M.  Egerton*s  idea  of  constructing 
carved  instruments,  since  it  »  possible,  in  my  opinion,  to  succeed 
in  destroying  vesical  calculi,  by  means  of  instruments  presenting  a 
uytatme ;  but  I  think  I  may  now  give  as  a  rule,  that  they  roust 
be  perfectly  straight  in  that  portion  which  is  to  remain  in  the 
uretlua  during  the  operation.  I  have  laid  down  this  rule  in  full 
amoi^  the  geneimhties  which  precede  the  description  of  the  instru- 
BKnis.  For  If.  Egerton*8  instrument,  see  M.  Leroy's  work  (PI.  I. 
%.»,10.11). 

c  2 


20  INTRODUCTORY   OBSERVATIONS. 

geons,  Messrs.  Amussatand  Leroy  (D'Etiolle)  pre- 
sented at  the  same  time,  the  result  of  their  labours 
to  the  Academy  of  Medicine.  M .  Amussat,  after 
having  proved  by  his  anatomical  researches  th^ 
facility  with  which  a  straight  sound  may  be  intro- 
duced, which  Dr.  Gruithuisen  had  already  victo- 
riously demonstrated  in  the  fact,  proposed  also  an 
instrument  for  breaking  down  stones  in  the  blad- 
der ;  this  instrument  is  straight,  but  by  its  mecha- 
nism he  does  not  appear  to  have  availed  himself  of 
Dr.  Gruithuisen's  idea,  which  was  to  destroy  the 
stone  by  means  of  a  trephine,  made  to  act  in  the 
bladder  by  means  of  a  drill  bow.  In  the  instrument 
of  M.  Amussat,  the  destruction  of  the  stone  is 
entirely  effected  by  the  pressure  of  the  branches 
of  which  it  is  composed,  which  are  made  to  act 
alternately  by  means  of  a  lever,  and  thus  ought  to 
crush  any  foreign  substance  placed  between  them. 
This  instrument  also  remains  useless,*  but,  as  well 
as  M.  Egerton's,  it  will  perpetuate  to  posterity 
the  laudable  endeavours  of  two  scientific  men  to 
invent  a  method  of  relief  for  the  sufferings  of 
mankind. 

M.  James  Leroy  (D'Etiolle),  after  having  caused 
several  instruments  to  be  constructed  in  order 
to  attain  the  object  to  which  he  had  long 
aspired,  thought  he  had  at  last  accomplished  all 


*  M.  Amussal's  instrument  is  drawn  in  the  plates  of  M.  Leroy's 
work  (PL  IL  fig.  9). 
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the  indications  he  considered  requisite ;  he  judged 
one  of  his  instruments  well  adapted  to  destroy 
urinary  calculi,  and  gave  it  the  name  of  Uthopriane. 
This  instrument  is  composed  of  a  hollow  straight 
sound,  through  which  M.  Leroy  wished  to  per* 
forate  the  stone  by  means  of  a  metallic  rod,^ 
turned  by  a  winch  handle.  In  the  construction  of 
this  instrument,  M.  Leroy,  although  beginning  to 
put  into  execution  ideas  analogous  to  those  of  Dr. 
Gruithuisen,  improves  upon  the  conceptions  of  this 
physician.  He  substituted  for  the  metallic  wire 
which  the  latter  destined  to  secure  the  stone,  four 
watch-springs,  united  together  at  one  end  by  a 
kind  of  button,  which  when  the  instrument  is 
shut,  forms  the  extremity  of  the  sound ,  these  four 
springs,  introduced  through  four  grooves  made  in 
the  interior  of  the  sound,  formed,  when  pushed 
out,  two  loops  crossed,  between  which  he  proposed 
to  seize  the  stone. *f 

M.  Leroy  used  this  instrument  before  the  com- 
missioners appointed  by  the  Academy  of  Medi« 
cine  for  the  Department  of  the  Seine,  and  was  the 
first  who  proved  by  grasping  a  stone  in  the  blad- 
der of  a  dead  subject,  and  perforating  it,  that  an 
operation  which  before  his  time  had  been  consi- 


♦  Sec  M.  Lcroy's  work  (PI.  III.  fig.  2). 

t  PL   IIL  fig.  1  and  3,  of  M.  Leroy*t  work,  represent  this 
initruiiieDt ;  and  the  5th  figure  represents  the  winch  handle. 
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dered  impracticable,  was  now  by  evidence  rendered 
practicable. 

Experiments,  however,  made  in  organs  devoid 
of  sensibility,  did  not  appear  sufficiently  con- 
clusive to  M.  Leroy;  he  did  not  find  that  he 
could  grasp  the  stone  with  sufficient  facility,  and 
his  destroying  power  appeared  too  feeble  for  the 
application  of  this  instrument  to  be  attended  with 
any  satisfactory  results  if  employed  on  the  living 
subject.  These  faults,  which  he  discovered  in  his 
first  litfioprioiie,  induced  him  to  make  new  trials. 

He  soon  discovered  in  an  old  instrument  in- 
vented by  Alphonso  Feri,  for  the  extraction  of 
balls,  a  construction  adapted  to  accomplish  the 
object  he  had  now  in  view.  This  instrument  was 
composed  of  a  steel  tube,  supporting  three  branches 
of  the  same  metal,  diverging  from  each  other  by 
their  own  elasticity,  and  closing  again  by  means  of 
the  external  tube  which  drew  them  together  like 
a  slide ;  this  appeared  to  M.  Leroy  particularly 
well  calculated  to  assist  in  obtaining  the  object  of 
seizing  the  stone,  which  he  himself,  and  especially 
Dr.  Gruithuisen,  had  only  very  imperfectly  ac-  i 
complished.*  ' 

Modifying  first  the  forceps  of  Alphonso  Feri, 
so  as  to  make  it  easier  in  its  application  as 
to  grasping  the  stone,  he  then  made  a  central 

*  The  instrument  invented    by  Aiphotiso  Feii,    it    dn« 
M.  Leruy's  work  (PI.  i.  fig.  13,  li,  and  15). 
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canal  through  the  whole  length  of  the  tube  which 
supports  the  three  branches,  in  order  that  he  might 
introduce  perforators  and  elastic  drills,*  which  he 
intended  for  the  destruction  of  the  stone ;  he  fitted 
to  this  instrument  a  chevakt\  (hand  vice)  in  order 
to  render  the  action  of  the  bow  upon  the  per- 
forating stylet  more  efficient,  and  he  then  presented 
the  result  of  his  labours  to  the  Academy  of  Sur- 
gery, at  the  sitting  of  April  the  10th,  18234 

Some  months  later  in  the  same  year,  a  book  ap- 
peared by  M.  Civiale,  among  the  last  pages  of 
which  was  the  drawing  of  an  instrument  that  he 
also  intended  for  breaking  down  stones  in  the 
bladder.  This  instrument,^  very  similar  to  the 
one  presented  to  the  Academy  by  M.  Leroy, 
differed  from  it  however  in  many  respects. 


*  For  the  elastic  drills,  turn  to  M.  Leroy*8  work  (PL  III.  fig.  6, 
7,  and  8).  The  (IVth  pi.  fig.  9  and  10)  of  the  same  work, 
represent  elastic  files,  by  means  of  which  he  sought  to  excavate 
the  stooe.  But  it  is  easy  to  perceive  that  the  action  of  all  these 
instruments  must  be  very  inefficient. 

t  See  PI.  ni.  fig.  4,  of  M.  Lcroy's  worL 

^  This  work  then  consisted  of  M.  Leroy's  instruments,  of  which 
there  are  drawings  in  his  own  book,  namely :— the  forceps  (PL  IV. 
fig.  11,  12, and  14),  the  "  chevalet"  (PL  IIL  fig.  4),  the  perforator 
(PL  IIL  fig.  2),  and,  finally,  the  elastic  drills  and  files  (PI.  HI.  fig. 
6,  7,  and  8,  and  PI.  IV.  fig.  9  and  10). 

§  See  the  drawing  of  this  instrument  in  M.  Leroy*8  work  (PL  II. 
fig.  1,2,  3,  4,  and  5),  and  also  in  the  plates  of  my  letter  to  the 
of 
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The  branches  in  M.  Leroy's  instrument  are 
three  in  number,  and  elastic ;  whilst  they  are  re- 
presented in  M.  Civiale's  plate  as  consisting  of 
four,  each  composed  of  three  pieces,  jointed  toge- 
ther by  means  of  bolts.  The  drill  destined  to 
perforate  the  stone,  which  in  M.  Leroy's  instru- 
ment consists  of  a  simple  stylet,  having  one  end 
armed  with  teeth,  and  which  as  soon  as  it  has 
made  a  hole  in  the  stone,  is  to  be  changed  for 
elastic  drills  to  enlarge  this  opening,  is,  in  M.  Ci- 
viale's  drawing,  represented  as  consisting  of  a  me- 
tallic rod,  like  the  perforator  of  Dr.  Gruithuisen, 
having  at  its  end  a  knob  of  the  shape  of  a  trephine 
or  borer,  which  by  being  drawn  between  the 
branches  makes  them  expand  and  keeps  them 
apart ;  it  also  at  once  makes  a  larger  perforation 
in  the  stone  than  the  simple  stylet  of  M .  Leroy. 
Besides  these  differences  in  the  instrument  con- 
structed by  M.  Leroy,  and  the  one  drawn  by 
M.  Civiale,  the  first  of  these  surgeons  proposed  to 
turn  the  drill  by  means  of  a  bow,  with  a  vice 
held  in  the  hand,  as  when  he  presented  his  first 
lithopriane  to  the  Academy,  and  the  latter  recom- 
mends the  use  of  a  simple  winch-handle,  adding 
however,  that  the  bow  employed  by  Leroy  might 
be  used,  although  the  hand  answered  better. 

Although  we  may  suppose  it  possible  to  act  on 
the  stones  in  the  bladder  of  the  dead  subject  with 
M.  Civiale's  instrument,  no  minutes  of  the  Aca- 
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demy  record  that  this  surgeon  made  any  trials  to 
prove  the  utility  of  his  instruments.* 

Such  was  all  that,  up  to  the  year  1824,  perse- 


*  Bj  this  statement  it  will  be  seen  that  the  right  of  M.  Civiale 
to  the  iDfentioii  of  tithotrity  (including  the  method  and  the  means 
of  operating),  **  m^thode  et  proc^6»'*  are  bj  no  means  evident ; 
this  medical  gentleman  has  thought  he  could  let  up 
which  have  been  the  cause  of  a  controveny  between 
him  and  M.  Leroy  (D*Etiolle)»  relative  to  this  three-branched 
instnnnent,  with  which  the  first  operation  of  litholritj  was  per- 


IL  Leroy,  with  the  view  of  establishing  his  rights  to  the  inven- 
tion^  has  published  a  book,  entitled,  **  Explanation  of  the  rartovj 
Means  emplnyed  up  to  the  pretent  time  for  Curing  the  Stone 
wiihomt  Indnon.**^  In  this  book,  which  is  very  interesting,  M. 
Leroy  goes  over,  with  remarkable  critical  talent,  every  thing  which 
asDoog  the  ancienti  could  have  led  to  the  idea  of  breaking  up 
calcoli  in  the  bladder.  This  surgeon  sets  forth  his  rights  with  clear- 
ness and  method,  and  renders  evident  to  every  just  and  unprejudiced 
person  that  he  is  the  author  of  the  instrument  in  question,  and 
that  M.  Civiale  is  only  the  imitator. 

HaTing  some  time  ago  given  an  account  of  M.  Leroy*8  work, 
in  the  *'  Archives  de  Medecine,**  and  accorded  to  that  surgeon 
all  the  jostice  he  merits,  M.  Civiale  put  in  a  claim,  but  with  very 
fittle  success,  as  the  greater  number  of  French  medical  gentlemen  at 
present  attribute  to  M.  Leroy  (D*Etiolle)  the  invention  of  the 
three-branched  instrument,  "  perce-pierre.** 

Be  this  as  it  may,  M.  Civiale  baring  lost  his  cause  before  the 
generality  of  men  of  science,  appeals  to  the  public,  an  incompe- 
tent judge  in  medical  matters,  and  has  recourse  to  daily  advertise- 
ments in  political  journals. 

The  delicacy  of  M.  Leroy  forbids  his  replying  to  such  publica- 

*  This  work  may  be  procured  at  BaiUi^re's,  No.  219,  Regentmtrcet. 
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verance  and  mechanical  ingenuity  had  been  able 
to  accomplish  towards  breaking  down  and  extract- 
ing stones  from  the  bladder  through  the  urethra. 


lions,  and  I  would  not  advise  him  to  do  so,  as  it  would  compro- 
mise him  in  the  opinion  of  those  medical  men  who  know  how  to 
support  the  dignity  of  their  profession. 

Besides,  as  soon  as  I  became  acquainted  with  the  reasons  on 
which  M.  Leroy  grounded  his  just  pretensions^  I  was  called  upon 
to  support  him,  and  that  so  much  the  more,  as  M.  Civiale,  taking 
uni&ir  advantages  of  circumstances  which  enabled  him  the  first  to 
apply  M.  Leroy*s  instrument,  has  endeavoured  to  thrust  himself 
forward  as  the  inventor,  not  only  of  M.  Leroy's  process,  but  also 
of  the  method  of  breaking  the  stone  which  appertains  to  the  Bava- 
rian physician,  Gruithuisen. 

There  is  no  doubt  whatever  respecting  the  right  of  this  last  phy- 
sician to  the  invention  of  the  method,  as  is  proved  in  the  historical 
part  of  our  work,  and  as  will  be  rendered  evident  to  those  who  take 
the  pains  to  read  the  two  papers  I  have  already  mentioned :  namely, 
his  German  manuscript  inserted  in  the  Medico-Chirurgical  Gazette 
of  Saltzburg,  1813 ;  or  the  French  translation,  inserted  in  my  letter 
to  the  Academy  of  Sciences,  1827. 

As  for  the  first  means  employed  for  breaking  up  the  stone,  and 
the  invention  of  which  M.  Civiale  claims,  to  the  disadvantage  of 
M.  Leroy,  the  following  reasons  induce  me  to  reject  M.  Civiale't 
pretensions,  and  support  his  competitor's. 

M.  Leroy  has  in  his  possession  the  whole  series  of  attempts  and 
combinations  by  means  of  which  he  arrived  at  perfecting  each  of  his 
two  instruments,  of  which  I  convey  an  idea  in  the  historical  part  of  my 
treatise,  and  M.  Civiale  produces  nothing  indicative  of  his  having 
been  led  by  a  series  of  ideas  and  experiments  to  the  construction 
of  the  instrument ;  he  must  therefore  have  constructed  it  off-hand, 
and  this  we  consider  as  next  to  an  impossibility,  for  we  know  by 
personal  experience  how  many  attempts  and  oombinattona  are 
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Science,  although  it  then  only  poesessed  very 
slender  and  imperfect  means  for  relieving  man- 
kind,  had  made  in  this  respect  very  rapid  progress. 

reqaisite  to  arrive  at  tbe  eiecQtion  of  the  moat  simple  mechanka] 
idea  which  haa  a  mrgical  cad  for  ita  object.* 

M.  Leroy  had  twice  perfimned  before  committionen  appointed 
by  learned  bodiea,  previowl  j  to  the  performance  of  the  6rst  opera- 
boo.  BL  Ciriale  hat  never  done  any  thing  of  the  kind ;  the  firtt 
time  be  appeared  in  the  science  was  when  be  operated  on  his  first 
patient.  Now,  I  say  ag;ain,  it  is  not  natural  to  arrive  at  such  a 
conceptioD  as  that  of  tbe  **  perce-pierre/*  at  the  first  attempt, 
witboat  preliminary  essays. 

)L  Leroy  is  known  in  France  by  ingenious  memoirs,  and  by 
other  inventions  besides  that  relative  to  lithotrity.  M.  Civiak,  with 
tbe  exception  of  tbe  invention  of  the  process  in  dispute,  and  ita 
consequences,  has  not  as  yet  done  any  thing  to  attract  attention ; 
this  dfcnmslanoe,  although  only  accessory,  induces  me  to  believe 
that  tbe  inventor  of  the  instruments  in  question  is  rather  M.  Leroy 
tbsn  SL  Civiale. 

Since  tbe  invention  of  lithotrity,  M.  Leroy  has  perfected  his 
"  percfr>pierre,**  and  rendered  it  more  energetic  by  adding  to  it 


*  M.  GviAle  certAinly  gives,  in  his  work,  a  historj  of  tbe  tuccewivc 
rhicb  led  him  to  the  construction  of  his  **  perce-pterre,^  but  were 
we  to  give  ourselves  tbe  trouble,  we  could  give  tbe  most  convincing 
cndcDoe  that  this  history  is  a  romance  made  at  pleasure ;  besides,  it  is 
■ot  eaoogfa  to  say  that  one  has  made, — tbe  assertion  must  be  proved,  and 
the  proofr  to  be  given  are  the  firtt  attempts,  similar  to  those  which  M. 
henj  shews  to  any  one  who  desires  to  see  them.  Besides  this,  the 
hbterj  of  IC.  Civiale  appears  to  me  to  be  the  more  inexact,  inasmuch 
as  tbe  author  takes  for  the  ground.work  of  his  narrative  mj  ^*  pince 
i  Sweeps,**  of  which  he  shews  one  part  of  the  mechanism.  I  £eel 
tnilj  bappj  to  have  proved  uscAil  to  M.  Civiale,  in  furnishing  him  with 
soBM  idess ;  finr  had  it  not  been  fbr  my  **  pince  i  forceps,**  his  history 


28  INTRODUCTORY   0BSERVATI0N8. 

The  introduction  of  a  large  straight  sound,  due  to 
Dr.  Gruithuisen,  and  the  perforation  of  a  stone  in 
the  bladder  of  a  dead  subject,  due  to  M.  Leroy, 

the  power  of  excavadng  the  stone.  M.  Civiale  confines  himself  to 
the  **  perce-pierrey**  for  the  attempts  he  has  made  to  go  heyond 
it,  and  which  he  has  published  in  his  book,  are  rather  of  a 

■ 

nature  to  display  his  limited  capacities  than  to  give  any  idea  to  the 
contrary.* 

M.  Leroy  acknowledges  having  borrowed  the  three-branched 
forceps  from  Alphonso  Feri.  M.  Civiale  pretends  to  have  designed 
it.  Now  it  is  more  natural  to  believe  him  who  says  that  he  borrows, 
than  him  who  pretends  to  invent. 

M •  Civiale,  whom  the  Academy  of  Sciences,  in  a  first  report, 
had  regarded  as  the  inventor  of  the  process  in  question,  is,  in  sub- 
sequent reports,  considered  no  more  than  a  simple  operator,  and 
all  the  honours  of  the  invention  seem,  on  the  other  hand,  to  be 
accorded  to  M.  Leroy.  Now  the  Academy  must  have  had  serions 
motives  for  thus  retracting  their  first  decision.f 

M.  Leroy,  in  his  writings,  has  always  displayed  candour  and  frank- 

*  These  iiuitruments  of  M.  Civiale  are  drawn  in  the  third  plate  of  his 
book,  figures  1»  4,  and  6. 

t  The  report  of  Messrs.  Chaussier  and  Percy,  in  which  these  two 
academicians,  for  want  of  having  sufficiently  investigated  the  question, 
considered  M.  Civiale  as  the  inventor  of  the  method  of  breaking  stones 
in  the  bladder,  is  dated  22d  March,  1824. 

Well,  since  that  period,  whenever  any  thing  has  been  said  about 
lithotrity,  in  the  reports  of  the  Institute,  this  is  the  manner  in  which 
the  members  of  the  commission  nominated  to  take  cognizance  of  it, 
expressed  themselves  with  regard  to  M.  Leroy. 

^^  In  1825,  in  the  ''  stance*'  of  30th  May,  the  Academy  made  honour- 
able  mention  of  M.  Leroy  for  having  invented  lilhotritic  instrumenis^ 
^^  les  instrumens  lithontripteurs,**  for  having  executed  them,  and  made 
known  successively  the  improvements  which  his  experiments  had  sug- 
gested to  him. 

^^  In  1826,  in  the  month  of  June,  the  academy  awards  a  recompense 
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were  fitcts  too  conclusive  to  leave  much  to  be  done 
towards  efiecting  the  cure  of  calculous  patients  by 
those  means.    It  was  M.  Civiale  who  had  the  ad* 


d  onfiMtimatdy  H.  Gnale  may  be  reprotcbed  with  having 

pwbfithed  instnanents  wfaidi  be  nefer  employed  ;*  and  this  circum* 

of  which  we  forbear  to  meotioQ  the  deCaik,  is,  in  our  esti- 

sufficieotly  important  to  make  us  receive  with  reserve  what 

M .  Civiale  may  think  fit  to  ny  in  his  own  interest. 

Oa  the  whole,  to  pot  an  end  to  this  parallel,  so  disadvantageous 


iTMiafimcs  tolLLsfoy  (D'EtioUe),  who  published  in  188&,sworkon 
the  breakiiiK  up  of  the  ftone  in  the  bUddeff  snd  who  had  been  iMeJint 
*^  le  premier**  to  make  known,  in  1822,  the  instruments  be  bad  invented.** 

Flnallj,  in  1828,  in  the  report  which  concerns  my  own  labours,  the 
Academy  expresses  its  opinion  still  more  clearlj,  in  saying,  ^  Bj  means 
if  thsa  proccdnre,  of  which  the  first  idea  evidently  belongs  to  M.  I^eroy, 
aimdy  known  to  the  academy  as  the  ftrimeipai  imrtnior,  ^  le  principal  fai« 
fCBtenr**  of  the  lithotiitie  instruments,  but  which  Dr.  Heurtekmp  has 
iCDdered  applicable  by  the  power  of  resistance  which  he  has  finmd  the 
■cans  of  giving  to  his  ^  ^videur,**  stones  of  considerable  size  can  be 
ittark*^  and  broken  to  pieces  in  a  few  instants.**  (The  Academy  b  here 
•Hi^Kng  to  my  apparatus,  ^*  ^videur  i  forceps.**) 

If  now  we  consider  that  in  1827  the  academj  awarded  a  prize  to  M. 
Chiale,  merely  for  having  ^  the  first  performed  the  operation  of  litbo- 
trit J  on  the  living  subject,  and  for  having  applied  this  new  method  with 
soecem  on  a  great  number  of  patients,**  there  will  not  remain  any 
doubt  as  to  the  opinion  of  this  learned  bodj  on  the  respective  rights  of 
Kesara.  Jjearoj  (D'Etiolle)  and  Civiale  to  the  contested  invention. 

Should  any  persons  still  continue  to  consider  M.  Civiale  as  the  inven* 
tor  of  the  first  applicable  process  for  lithotrity,  we  can  only  attribute  it 
to  the  seal  with  which  that  medical  gentleman  propagated  the  error  in 
the  public  papers. 

AH  the  reports  here  quoted  may  be  seen,  in  part,  in  the  Medical 
Bcview,  and  may  be  there  referred  ta 

*  These  are  the  instruments  of  which  I  made  mention  in  a  pre« 
csfing  note,  and  sie  drawn  in  the  third  pkte  of  his  work,  figures  1,  4, 


30  INTaODUCTORY   OBSERVATIONS. 

vantage  of  being  the  first  to  bring  into  actual  prac- 
tice the  ingenious  inventions  of  his  predecessors. 

Renouncing  all  idea  of  using  the  defective  in- 
strument engraved  in  his  work  of  1823^  he  had  an 
apparatus  constructed  similar  to  that  presented  to 
the  Academy  by  M.  Leroy.  Following  the  ideas 
of  that  surgeon,  he  adopted  as  the  principle  of 
his  instrument,  the  large  straight  sound,  with  the 
bow  and  pullet/  of  Dr.  Gruithuisen,  the  forceps  and 
elastic  branches  similar  to  those  ofAlphonso  Feri,  and 
lastly^  the  hand  vice  of  M.  Leroy ^  the  advantages 
of  which  he  had  not  at  first  fully  appreciated. 

Modifying  however,  this  apparatus  in  its  con- 
struction,  he  did  not,  like  M.  Leroy,  employ  a 
simple  perforating  stylet,  and  elastic  drill  to  enlarge 
the  opening  previously  made,  but  he  retained  the 
drill  with  the  enlarged  head,  similar  to  that  proposed 
by  Dr.  Gruithuisen,  and  which  he  had  adapted 
to  the  instrument  he  now  renounced.  He  made 
use  of  it  to  expand  the  branches  of  the  forceps, 
and  to  make  a  larger  hole  in  the  stone  every  time 
it  was  laid  hold  of  than  could  be  done  by  the  sim- 
ple stylet  of  Leroy  ;  and  in  1 824,  he  effected  by 
means  of  this  '*  perce-pierre"  which  he  named 


to  M.  Civiale,  but  which  he  calls  forth  with  all  his  might,  by  the 
obstinacy  with  which  he  persists  in  his  ill-founded  pretensions,  we 
will  refer  our  readers  to  the  two  competitors  themselves,  which  is 
the  surest  method  of  having  a  precise  idea  on  the  respective  aptitude 
of  these  two  sufgeons  for  inventing  any  thing. 
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"*'  litkotriteur,"  the  first  cure  of  a  calculous  patient 
by  this  method.* 

Such  was  the  state  in  which  I  found  Hthotrity 
when  I  commenced  my  labours  ;  it  consisted,  as  I 
have  already  described,  of  an  instrument  capable 
of  grasping  a  calculus,  and  making  a  simple  hole 
in  it.  This  instrument  must  have  created  surprise 
and  have  appeared  satisfactory  when  the  first  ope- 
rations were  performed,  but  it  was  far  from  meet- 
ing the  exigencies  of  this  disease ;  it  was  sufii- 
cient  to  cure  those  who  only  had  small  stnncs,  but 
the  relief  of  those  who  had  calculi  of  some  size, 
either  had  not  been  accomplished,  although  the 
patients  had  quietly  submitted  to  several  attempts, 
and  the  stone  had  been  repeatedly  pertbrated  ;  or 
if  a  cure  had  been  obtained,  it  was  only  at  the  risk 
of  all  the  dangers  and  accidents  which  must  ne- 
cessarily result  from  the  slowness  of  tliis  mode  of 

•  This  instrumeat  is  exaclly  similar  to  the  "  perce-pierre"  as 
seen  (PI.  I.  fig.  1  and  2  of  this  work),  except  an  important  addition 
which  I  have  made,  cunsisting  in  a  canal  carried  through  the 
inEtniment,  affording  the  facility  of  injecting  water  into  the  bladder 
during  the  operation. 

I  have  also  modified  this  instrument  in  what  relates  to  the  per- 
formance of  secondary  indications,  by  sometimes  only  having  one 
branch  wiih  a  hooked  extremity,  by  rounding  off  ihe  drill ;  but 
these  alterations  being  only  requisite  under  certain  circumstances, 
such,  for  example,  as  searching;  for  fragments  in  an  irregular 
bladder,  and  seizing  ihem,  notwithstanding  its  soft  and  fungous 
parietes,  cannot  be  considered  as  belonging  to  the  "  perce-pierre" 
in  its  general  application. 
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operating,  and  from  the  fatigue  of  the  patient. 
In  fact^  from  its  nature  it  required  the  repeated 
introduction  of  the  instrument,  and  a  repetition  of 
long  and  painful  attempts  to  search  for  the  stone, 
and  grasp  it  each  time  of  its  being  perforated. 

To  seize  a  stone,  to  make  a  hole  in  it,  to  drop  it^ 
to  search  for  and  retake  it  in  the  bladder,  in  order 
to  make  another  hole  in  it,  to  repeat  this  operation 
until  it  is  broken,  and  afterwards  to  submit  each 
of  these  broken  portions  to  the  perforation  or 
pressure  of  the  instrument,  in  order  to  render 
them  small  enough  to  be  expelled — ^all  this  cer- 
tainly appears  a  slow  process,  and  one  often  painful 
in  its  application.  ^ 

An  instrument  capable  only  of  making  a  simple 
hole  in  the  stone,  appeared  to  me  one  of  the 
smallest  results  that  might  be  obtained  by  mecha- 
nical ingenuity,  founded  on  the  possibility  of  in- 
troducing through  the  urethra  into  the  bladder  a 
tube  of  three  or  four  lines  in  diameter.  This 
was,  in  my  opinion,  only  the  first  step  of  science 
in  a  new  path. 

It  struck  me  that  the  "  perce-pierre'*  was  only 
sufficient  when  the  stone  did  not  exceed,  or  only 
slightly  exceeded  the  diameter  of  the  central 
drill,  which  was  to  perforate  it,  but  that  it  became 
insufficient  in  proportion  to  the  diameter  of  the 
calculus,  which,  as  it  became  larger,  would  require 
a  more  frequent  repetition  of  the  perforations. 

I  apprehended,  and  many  experiments  after- 
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wards  proved  it  to  me,  tliat  this  instrument,  besides 
its  inefficiency,  was  not  devoid  of  danger  in  its 
iqipKcation  ;  such  for  instance  as  fixing  the  hooked 
extremity  of  one  of  the  branches  in  one  of  the 
holes  made  in  the  stone,  and  that  also  of  engaging 
one  of  these  hooks  in  the  sinuses  existing  in  some 
bladders.  I  was  also  convinced  that  the  action  of 
this  instrument  was  often  very  deceitful,  from  the 
perforator  falling  into  one  of  the  holes  made  in 
a  previous  attempt.  I  saw  that  when  the  frag- 
meota  were  to  be  destroyed  it  too  frequently  hap- 
pened that  the  portion  was  only  grasped  between 
two  branches,  so  that  it  could  scarcely  be  touched 
by  the  drill,  which  only  acts  in  the  centre.* 


*  This  will  be  the  opinion  of  all  those  persons  who  examine  the 
^  peroe-pieiTe,**  with  a  view  of  discovering  its  perfections  and 
defects,  and  who,  in  order  to  ascertain  its  real  value,  try  its  action 
of  all  shapes  and  sizes.  I  am  induced,  in  the  interest  of 
*9  to  inaert  in  this  note,  word  for  word,  what  was  said  con« 
CRiiiiig  the  ^  peroe-pierre,'*  in  the  report  of  the  year  1827,  by  a 
commission  chosen  to  distribute  the  prizes  of  surgery,  founded  by 
IL  de  Montyon.  This  report,  after  reproaching  the  "  perce- 
pierre^  with  the  following  defects,  confers  on  me  the  6rst  prize  of 
svgery  for  my  laboiirs  in  lithotrity.     The  report  runs  thus  :— 

^  Lhhotrity,  or  the  art  of  destroying  calculi  in  the  bladder, 
having  been,  from  its  infancy,  received  with  eagerness  by  the 
Academy  (of  France),  has  already  been  the  object  of  many  of  the 
prispt  and  rewards  which  it  confers.  But  whatever  be  the  actual 
adtantaget  of  this  novel  mode  of  operating,  it  is  for  from  having 
attained  that  stale  of  perfection  which  we  may  reasonably  look  for, 
widMMiigoiag  beyond  the  limits  of  ofdinary  and  moderate  tspeda- 

D 
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More  labour  was  therefore  required  to  bring 
lithotrity  to  that  state  of  perfection  of  which  it 
was  capable }  I  devoted  myself  to  the  task  with 


tions.  Let  it  therefore  be  the  object  of  sargeons  to  remedy  ita 
chief  defects,  which  are  as  follows  :*- 

*M«  It  necessitates  a  gradual  dilating  of  the  urethra  by  means  of 
sounds,  which  sometimes  produces  accidents  of  so  serious  a  nature 
as  to  prohibit  the  operation  of  lithotrity* 

"  2.  It  requires  that  the  branches  destined  to  grasp  the  calculus 
should  be  made  to  project  to  a  considerable  extent  from  the  tube 
which  contains  them,  before  there  is  sufficient  expansion  to  seize 
the  stone.  This  condition  renders  the  operation  inadmissible  in 
cases  of  small  bladders. 

*^  3.  It  affords  ground  for  apprehension  in  all  cases,  and  more 
especially  in  cases  of  large  calculi,  and  bladders  with  irregular 
parietes,  that  the  coats  of  the  bladder  may  be  pinched  between  the 
calculus  and  the  hook  of  one  of  the  branches,  which  is  liable  to 
entangle  in  the  cavities  of  such  bladders  and  perforate  them. 

**  4.  When  the  calculus  is  large,  it  requires  violent  manoeuvres 
and  a  considerable  degree  of  friction  of  the, instrument  against  the 
neck  of  the  bladder,  in  order  to  place  the  stone  conveniently  for  its 
being  seized;  this  is  often  attended  with  serious  inconveniences^ 
and  above  all  in  cases  of  diseased  and  extremely  sensitive  bladders. 

**  5.  Its  destructive  action  on  the  calculus  is  limited  to  a  simple 
perforation  no  laiger  than  the  drill  head,  this  action  must,  therefor^ 
be  firequently  repeated  before  the  stone  can  be  broken ;  and,  con* 
sequently,  requires  a  more  or  less  frequent  repetition  of  the  opera- 
tion. When  a  calculus  has  been  perforated  in  many  places  the 
action  of  the  instrument  is  often  quite  fruitless,  for  when  the  drill 
is  rotated,  it  enters  into  one  of  the  holes  made  previously,  and  the 
stone  is  thus  sometimes  left  entire,  although  perforated  in  many 
parts  of  its  circumference ;  this  circumstance  has  often  oompelled 
soigeons  to  abundon  the  operation  of  litbotrity,  after  having  acted 
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ardour,  and  sought  to  overcome  those  difficulties 
ill  surgical  mechanism  which  would  lead  me  to 
this  important  object. 


on  tbe  calculus  hy  numerous  perforalioos.  Experience  has  also 
taoght  us,  and  it  is  easy  lo  conceive,  tbat  these  holes  fill  rapidly 
with  fresh  lit  hie  depositions. 

"  6.  During  the  roiaiion  of  the  drill  by  means  of  the  bow,  the 
patient  is  liable  to  experience  painful  shocks,  on  account  of  the 
instrument  only  being  maintained  fay  the  hand  of  an  assistant. 

*'  7.  It  often  allows  the  foreign  body  to  escape  from  the  grasp 
of  tbe  forceps,  and  thus  renders  useless  all  the  researches  and 
manteuwea  which  its  seizure  demanded. 

"  8.  Il  exposes  the  surgeon  lo  entangle  one  of  the  hooks  of  his 
branches  in  one  of  the  perforations  made  in  the  stone,  which  would 
hinder  him  from  withdrawing  the  insinimeDt ;  this  accident  bas  not 
yet  happened  on  the  living  subject,  but  having  once  been  met  with 
whilst  making  experiments  on  a  dead  subject,  it  is  right  lo 
notice  it. 

"  9.  Its  action  is  in  general  fur  too  tedions,  either  on  account  of 
the  numerous  operations  required  lo  break  a  calculus,  or  else  from 
ihe  necessity  of  going  through  the  same  proceedings  for  comminut- 
ing each  one  of  ihe  fragments,  as  for  breaking  the  stone  itself. 

"  Dr.  Heurletoup,  who  has  already  been  honourably  rewarded  by 
the  Academy  for  the  perfection  to  which  he  has  carried  his  in- 
struments of  litliotrity,  has  remedied  most  of  the  above-named 
defects,"  &c.  fitc. 

M.  Civiale  has  thought  proper  to  cast  certain  reflections  on  the 
judgment  of  ibe  Instiiuie,  in  defence  of  the  "  perce-pierre,"  but 
all  his  reasoning  can  never  add  to  the  action  of  this  instrument, 
whic^i  consists  in  making  a  simple  hole,  and  the  faults  which  the 
Academy  discovered,  especially  in  its  action  on  calculi,  and  in 
tbedaji|ers  resulting  from  this  action,  subsist  in  all  their  evidence. 
The  anihor  of  the  reflections  ought  to  have  considered  before  he 

Kade  ihein,  that  men,  such  as  formed  the  c 
D  2 
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I  considered  that  if  instead  of  breaking  the 
stone  by  repeated  perforations,  I  could  devise 
some  means  of  gradually  and  progressively  en- 
larging a  hole  previously  made,  I  should  succeed 
in  destroying  the  calculus  at  once,  and  by  only 
seizing  it  once  in  the  bladder ;  the  centre  being 
thus  excavated  and  reduced  to  powder,  the  rest  of 
the  stone  would  fall  in  the  form  of  a  shell.* 

I  considered  also  that  if  after  having  reduced  the 
stone  to  this  shell,  I  could  invent  an  instrument 
capable  of  crushing  these  flat  and  concave  frag- 


demy,  only  gave  their  opinion  on  the  worth  of  the  "  perce-pierre," 
after  a  deliberate  examination,*  and  ocular  evidence  ;  and  it  is  im- 
possible to  be  deceived  in  a  mechanical  action,  such  as  that  of  the 
"  perce-pierre;*'  we  may,  however,  further  add,  that  the  opinion 
of  the  Academy  would  have  been  far  more  disadvantageous  for  this 
instrument,  had  the  commission  examined  its  action  on  oval  and 
more  especially  on  flat  calculi. 

I  will  also  remark,  that  M.  Civiale  prudently  avoids  this  subject. 
He  is  well  aware  that  the  **  Institut"  is  alluding  to  the  action  of 
his  instrument  on  calculi  which  can  only  be  destroyed  by  several 
perforations,  and  not  to  its  action  on  small  stones;  M.  Civiale, 
on  the  contrary,  has  founded  all  his  argument  in  defence  of  the 
"  perce-pierre,*'  on  its  action  on  small  calculi.  To  these  argu- 
ments we  did  not  think  it  necessary  to  answer  when  they  first 
appeared. 

*  The  original  idea  of  excavating  the  stone  is,  as  we  before 
stated,  due  to  M.  Leroy  (D*£tiolle),  but  the  elastic  files  he  intended 
for  this  purpose,  act  very  inefficiently  on  the  calculus.  The 
primitive  idea  might  have  been  entertained  by  many  persons  ;  the 
difficulty,  which  I  have  been  able  to  surmount,  was  to  put  this 
idea  into  execution. 
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ments  with  facility,  as  soon  as  they  were  taken,  and 
without  much  time  being  spent  in  manoeuvring, 
I  should  then  have  completed  a  system  of  destroy- 
ing vesical  calculi,  which  approached  as  near  as 
possible  to  perfection ;  for  on  the  one  side  I  should 
have  found  the  most  rapid  means  of  destroying 
whole  stones  and  reducing  them  to  fragments,  and 
on  the  other,  of  again  reducing  these  fragments 
sufficiently,  for  them  to  be  easily  expelled  through 
the  urethra. 

I  considered  also,  that  if  instead  of  operating 
with  the  patient  on  a  common  bed,  on  which  he 
is  always  inconveniently  situated,  both  for  himself 
and  the  surgeon,  I  placed  him  on  a  small  bed, 
expressly  constructed  in  such  a  manner  that  he 
might  lie  at  perfect  ease,  and  if  at  the  same  time  I 
was  able  to  alter  the  position  of  the  pelvis  at  will,  I 
thought  I  should  proceed  more  conveniently  with 
the  destruction  of  the  stone,  and  should  add  to 
the  chances  of  success  all  the  advantages  resulting 
from  a  position  convenient  both  to  the  patient  and 
to  the  surgeon ;  and  lastly,  I  considered  that  if  I 
could  contrive  some  method  of  holding  the  in- 
strument during  its  action  upon  the  stone, 
more  firmly  than  by  the  chevalet  proposed  by  M. 
Leroy,  I  should  add  still  more  to  the  improve- 
ment of  this  art,  as  without  a  firmer  support  than 
the  chevalet,  held  in  the  hand  of  an  assistant,  my 
system  of  excavating  the  stone  was  impracticable. 

I  have  by  degrees  achieved  all  these  objects. 
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and  with  sufficient  success  to  hi^ve  obtained  seve* 
ral  rewards  from  the  *<  Institut  de  France," 
and  particularly  the  great  prize  of  surgery  for  the 
year  1828. 

Thus  in  the  first  place  I  have  substituted  for  the 
**  perce-pierre**  which  only  destroys  calculi  of  a  cer- 
tain  size,  by  making  repeated  perforations  in  them, 
and  which  requires  frequent  attempts  and  much 
searching  in  the  bladder,  a  system  of  excavating, 
which  only  requires  the  stone,  especially  when 
nearly  spherical,  to  be  once  seized,  in  order  to 
break  it  into  pieces.* 

Secondly,  I  have  advantageously  substituted 
for  the  same  instrument,  another  peculiarly  well 
adapted  for  destro3dng  flat  or  concave  fragments 
resulting  from  the  action  of  the  excavating  in- 
struments, and  flat  stones,  which  from  their  shape 
are  extremely  unfavourable  for  the  "  perce-pierre." 

Thirdly,  I  have  advantageously  substituted  for 
the  inconvenient  position  of  the  patient  on  a  com- 
mon bed,  a  position  which  may  be  altered  and 
adapted  at  will  to  the  comfort  of  the  patient, 
and  the  convenience  of  the  surgeon,  and  ceteris 
paribus  renders  the  operation  more  expeditious  and 
more  gentle. 


*  The  '*  trois  branches  d  virgule"  is  used  for  spherical  calculi 
of  from  8  to  12  lines  in  diameter;  and  the  apparatus  *^  evideur  ^ 
forceps*'  for  those  of  from  12  to  24.  (The  former  of  these  instru- 
menlB  is  fepresenled  H.  I.,  and  the  other  PI.  II.  of  my  work.) 
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Fourthly  and  lastly,  I  have  advantageously  sub- 
stituted for  the  unsteady  support  of  an  assistant 
to  maintain  the  instrument  during  the  operation, 
a  firm  and  immoveable  ''point  d'appui/'  (fixed 
point,)  useful  when  operating  with  the  ''  perce- 
pierre,"  but  indispensably  necessary  when  operating 
with  my  excavating  instruments. 

Such  is  a  most  concise  sketch  of  the  four  prin- 
cipal objects  I  have  had  in  view.  These,  added  to 
some  new  ideas  with  regard  to  the  accessory  treat- 
ment, such  for  instance  as  ascertaining  the  form 
of  the  bladder  and  stone  before  commencing  the 
operation,  that  of  injecting,  that  of  producing 
the  expulsion  of  the  fragments  from  inert  blad- 
ders, or  the  extracting  them  when  lodged  in  the 
urethra,  the  means  of  discovering  small  stones  or 
fragments  in  the  bladder  by  a  different  method 
from  that  generally  pursued,  complete  all  the 
lithotritic  apparatus  of  which  I  am  the  inventor. 
The  means  by  which  I  have  been  enabled  to  ac- 
complish all  these  objects  will  be  explained  in  the 
course  of  this  work. 

Thus  it  will  be  easily  perceived  from  this  sketch, 
which  I  have  endeavoured  to  render  as  concise  as 
the  subject  would  allow,  that  my  mode  of  operating 
does  not  consist  in  the  employment  of  one  single 
instrument,  which,  however  perfect,  can  never  be 
equally  applicable  to  stones  of  all  shapes  and  sizes, 
but  that  it  consists  rather  in  the  application  of  a 
partiadar  and  competent  sj^tem  of  means^  the  dif- 
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fereni  farts   of  w/iich  are   applicable  to  different 
cases. 

If  we  reflect  on  the  nature  of  lithotrity,  and 
consider  under  what  a  diversity  of  circumstances 
patients  present  themselves  to  be  submitted  to  the 
operation,  as  regards  the  concretions  to  be  de- 
stroyed, and  the  organs  in  which  their  destruction 
is  to  be  accomplished,  it  will  be  readily  conceived 
that  a  great  variety  of  means  must  be  indispensa- 
bly required  to  perform  lithotrity  well. 

Again,  if  we  remark  that  the  success  of  the  ope- 
ration depends  upon  the  prompt  and  energetic 
action  of  the  instrument  on  the  calculus,  in  order 
that  the  number  of  attempts  may  be  as  few  as 
possible,  and  on  the  delicacy  of  the  manoeuvres, 
we  shall  readily  understand  that  any  method  which 
will  lessen  the  number  of  attempts  and  the  painful 
sensations  of  the  patient,  which  invariably  result 
from  long  searching  for  the  stone,  will  be  an  ad- 
mirable and  invaluable  change  in  our  art. 

I  shall  endeavour  to  shew  in  this  work  that  all 
my  endeavours  have  been  to  obtain  this  object ; 
the  instruments,  the  double  combination  of  their 
action  to  seize  and  break  down  the  stone,  the 
mode  of  proceeding  in  the  operation,  the  position 
of  the  patient,  the  possibility  of  changing '  that 
position,  the  firmness  with  which  the  destroying 
agents  of  the  stone  are  maintained,  and  lastly,  the 
different  means  of  meeting  those  secondary  cir- 
cumstances which   I  have  mentioned,  and  which 
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often  become  more  important  in  certain  cases  than 
tbe  pulverization  of  the  stone  itself. 

In  wriUng  this  work  I  have  communicated,  as 
&r  as  possible,  the  knowledge  I  have  been  able  to 
acquire  by  the  researches  I  have  made  in  litho- 
trity.  After  having  in  some  degree  extended  the 
means  of  this  new  art,  I  feel  it  my  duty  to  endea- 
vour to  difiuse  that  knowledge,  with  all  its  atten- 
dant considerations,  both  with  regard  to  the 
organs  to  be  operated  in,  and  the  method  of  per- 
forming the  operation. 

This  is  what  I  am  about  to  undertake,  and  be- 
fore entering  upon  the  subject  I  shall  give  a  sketch 
of  the  different  part?  of  which  this  book  will  be 
composed. 

I  shall  commence  by  examining  the  organs  in 
which  we  are  to  operate,  for  it  is  their  form  and 
dimensions  which  regulate  the  form  and  dimen- 
sions of  the  instruments  of  lithotrity. 

In  the  second  division  I  shall  treat  of  calculi, 
and  shall  consider  them  with  regard  to  lithotrity ; 
consequently  I  shall  explain  their  physical  condi- 
tions, and  I  shall  particularly  describe  the  first 
symptoms  by  which  the  existence  of  a  stone  may 
be  detected. 

In  the  third  division  I  shall  describe  the  con- 
struction of  the  instruments  calculated  to  destroy 
calculi :  these  will  be  divided  into  lithotritic  in- 
struments, properly  so  called ;  that  is  to  say,  those 
which  are  destined  to  brei^  down  the  stone ;  into 
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accessory  instruments,  which  are  destined  to  ac- 
complish secondary  indications ;  and  into  instru- 
ments, which  are  destined  to  support  the  patient, 
and  to  hold  the  lithotritic  instrument  during  the 
operation.  In  this  chapter  I  shall  give  those  details 
which  will  shew  the  motive  for  which  each  instru- 
ment was  constructed  ;  I  shall  explain  the  mecha- 
nical construction  of  each,  and  its  action  upon  the 
stone:  this  examination  will  be  made  separately 
and  independently  of  all  connection  with  the  or- 
gans in  which  they  are  brought  into  action. 

In  the  fourth  division  I  shall  treat  of  the  cir- 
cumstances which  may  add  to  the  success  of  the 
operation,  or  which  may  render  it  difficult,  or  alto- 
gether inadmissible. 

And  lastly,  in  the  fifth  division,  which  is  con- 
fined  to  the  consideration  of  the  operation,  I  shall 
describe  the  instruments  in  relation  with  the 
urinary  organs,  and  with  the  calculi.  I  shall  also 
treat  of  what  the  surgeon  has  to  do  before  theopera^ 
tion^  during  the  operation^  and  after  the  operation. 
All  the  manoeuvres  will  be  explained,  and  the  sur- 
gical part  of  lithotrity  will  be  taught,  and  in  that 
part  which  treats  of  what  is  to  be  done  before  and 
after  the  operation,  the  medico-chirurgical  part  of 
the  treatment  will  be  shewn  •♦ 

Lastly,  I  shall  conclude  my  work  by  some  un- 

*  This  dmsion,  from  its  nature  being  very  extensive,  will  con- 
stitute the  second  volume  of  my  work. 
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connected  observations :  some  in  the  form  of  re- 
flections, some  in  the  form  of  discussions,  others 
in  the  form  of  aphorisms,  and  lastly,  others  as 
notes  for  the  purpose  of  elucidating  some  parts  of 
the  work.* 

It  is  probable  that  at  some  future  period  these 
observations  may  be  better  arranged  in  the  body 
of  the  work,  but  at  present  I  publish  them  sepa- 
rately and  without  arrangement,  just  as  they  arc 
suggested  by  the  subject ;  perhaps  some  will  be 
found  sufficiently  important  to  raise  some  questions 
of  interest,  and  with  this  idea  I  consider  it  useful 
to  add  them  to  the  present  work. 

*  These  obiervatioDS  will  be  inserted  at  the  end  of  the  Second 
Vaii  of  diis  work. 


THE 


EXAMINATION 


OF  THE 


URETHRA  AND  THE  BLADDER, 


AS  REGARDS  THEIR  CONNECTION  WITH 


LITHOTRITY. 


These  organs,  examined  in  a  purely  anatomical 
point  of  view,  are  already  so  well  understood  as 
to  render  it  unnecessary  to  say  any  thing  respect- 
ing their  structure.  It  is  not  my  intention  to  give 
the  descriptive  anatomy  of  these  parts,  which 
would  lead  me  too  far  from  my  present  purpose, 
but  simply  to  direct  the  attention  to  those  points 
which  may  throw  some  light  upon  our  subject. 

Before  it  was  known  that  it  was  possible  to  in- 
troduce with  facility  a  large  and  straight  instru- 
ment into  the  urethra,  in  order  to  examine  the 
bladder,  or  to  seize  and  break  any  substance  con- 
tained within  its  cavity,  it  was  doubtless  of  little 
importance  to  study  these  parts  further  than  to 
have  a  general  idea  of  their  internal  structure ; 
but  now,  when  the  aim  of  science  is  to  produce  a 
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cure  in  those  suffering  from  stone,  without  having 
recourse  to  the  operation  of  lithotomy,  it  is  evi- 
dent  that  such  being  our  object,  a  more  minute 
examination  of  these  organs  is  indispensably  re- 
quisite. 

In  order  to  do  this  with  greater  advantage,  we 
shall  employ  not  only  our  anatomical  knowledge, 
but  also  those  data  which  we  have  acquired  from 
our  operations,  and  which  have  led  us  to  a  know- 
ledge of  the  action  and  structure  of  these  organs, 
at  the  very  time  of  their  acting.  It  is  necessary 
to  join  these  two  elements  of  study  together,  for 
separately  they  would  lead  us  to  imperfect  and 
incorrect  conclusions.  The  surgeon  practising 
lithotrity  ought  to  be  well  acquainted  with  the 
internal  form  of  these  hollow  organs,  and  also  with 
their  size  ;  anatomy  teaches  us  both  the  one  and 
the  other,  but  as  these  two  physical  conditions  are 
considerably  modified  by  the  effect  of  the  contrac- 
tility of  the  urethra  and  bladder,  it  follows  that 
the  anatomical  examination  is  not  alone  sufficient, 
but  that  we  must  add  to  it  the  study  of  those  laws 
which  influence  the  contraction  of  these  organs. 
This  manner  of  considering  the  bladder  and  ure- 
thra, will  oblige  me  to  use  sometimes  the  words 
absolute  size  and  form^  to  mark  the  capacity  and 
form  these  organs  possess,  independently  of  their 
contraction,  and  at  other  times  the  words  relative 
size  and  fornij  to  mark  the  form  and  size  of  these 
(»gans  when  under  the  influence  of  contractira. 


4f6 


ON   THE   URETHRA. 

Viewed  by  the  surgeon  who  practises  lithotrity, 
the  urethra  is  destined  to  two  purposes ;  first,  to 
allow  of  the  introduction  of  those  instruments 
which  are  calculated  to  crush  the  stone,  and  se* 
condly,  to  allow  of  the  passage  of  the  broken 
fragments  from  the  bladder. 

We  will  therefore  examine  this  canal  in  its 
relation  with  a  straight  sound,  and  with  frag- 
ments of  stone,  taking  for  our  model  the  healthy 
and  well-formed  urethra  of  a  male  adult,  in  the 
horizontal  position,  that  is,  lying  on  the  back. 

If  after  removing  the  urinary  system  from  a 
subject  in  whom  these  organs  are  healthy,  we  lay 
open  the  urethra  from  its  orifice  to  the  neck  of 
the  bladder,  we  shall  perceive  by  the  width  of  the 
exposed  mucous  membrane,  that  this  canal  is  in 
the  whole  of  the  anterior  part,  nearly  twice  as  wide 
as  it  is  in  the  posterior  portion,  which  appears 
very  much  contracted,  particularly  those  parts  of 
it  which  have  been  named  the  membranous  and 
prostatic  portions. 

On  the  contrary,  if  on  the  living  subject  we  in- 
troduce a  straight  sound  of  that  diameter  which 
the  anterior  part  of  the  urethra  admits  of,  the  in- 
strument at  first  passes  slowly,  but  when  its 
extremity  reaches  that  portion  of  the  canal  imme- 
diately beneath  the  symphysis  of  the  pubis,  it  passes 
with  the  greatest  ease,  and  is  as  it  were  drawn 
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into  the  bladder  without  the  assistance  of  the 
surgeon,  except  in  as  much  as  he  must  keep  the 
instrument  parallel  with  the  canal,  and  its  ex- 
tremity in  that  position  most  suitable  for  its  intro- 
duction. 

From  this  it  appears  that  there  is  an  evident 
contradiction  between  our  anatomical  and  our 
practical  conclusions ;  anatomy  shewing  us  that  the 
anterior  part  of  the  urethra  is  larger  than  the  pos- 
terior, practice  on  the  contrary  giving  the  sensa- 
tion of  greater  width  at  the  posterior  portion. 

If  we  seek  for  the  cause  of  this  phenomenon, 
we  shall  find  it  in  the  different  organization  of 
these  two  parts ;  we  shall  perceive  that  the  poste- 
rior portion  is  formed  of  a  fibro-muscular  tissue, 
which  is  peculiar  to  it,  and  which  is  susceptible  of 
being  dilated  or  contracted ;  independently  of 
this  it  has  a  powerful  muscular  apparatus  to  assist 
the  contraction  ;  hence  it  follows  that  according  as 
these  fibro-muscular,  and  muscular  tissues  dilate  or 
contract,  the  mucous  membrane  is  dilated  or  con. 
tracted,  and  lines  a  canal  sometimes  larger  and 
sometimes  smaller  than  the  anterior  part  of  the 
urethra. 

If,  OQ  the  contrary,  we  search  for  a  similar  struc- 
ture surrounding  the  mucous  membrane  which 
lines  the  anterior  part  of  the  canal,  we  shall  find 
very  little  of  this  fibrous  tissue,  and  that  the  only 
muscle  connected  with  it  is  the  accelerator  urina^ 
which  is  destined  to  compress  slightly  this  part 
of  the  canal,  and  which,  besides,   only  enters 
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completely  into  action  during  the  erection  of  the 
penis,  when  its  attachments  have  sufficient  pur- 
chase to  allow  this  action  to  take  place. 

From  this  arrangement  we  are  led  to  conclude : 
that  it  is  the  anterior  part  of  the  canal,  which,  in 
the  generality  of  cases  ought  to  give  the  measure 
of  its  absolute  size,  and  that  when  we  have  with 
facility  introduced  a  large  sound  into  this  portion 
of  the  urethra,  we  may  conclude  that  it  will  with- 
out  difficulty  pass  through  the  remainder ;  that  if 
it  does  not  do  so  with  facility,  it  is  not  because 
the  canal  is  not  large  enough,  but  because  there 
is  more  or  less  muscular  contraction  in  some  part 
of  it. 

Now,  the  absolute  size  of  the  urethra  in  the 
adult,  is  from  three  lines  and  a  half  to  four  lines, 
and  we  can  estimate  its  calibre  by  measuring  the 
anterior  part  with  a  cylinder ;  it  however  often 
happens  that  at  the  first  attempt  we  cannot  ascer- 
tain the  size  of  this  part  of  the  urethra,  because 
its  orifice,  known  by  the  name  of  the  meatus  uri- 
nariuSy  is  sometimes  small,  although  the  canal 
itself  be  very  large,  and  this  prevents  our  at  once 
appreciating  the  chance  of  success  which  a  large 
canal  can  give  to  the  operation  of  lithotrity. 

Two  anatomical  dispositions  contribute  to  con- 
tract the  orifice  of  the  urethra ;  first,  we  remark 
that  this  contraction  may  be  caused  by  a  fold  of 
the  mucous  membrane,  which  unites  the  two  lips 
of  the  meatus  at  its  inferior  angle,  and  according 
as  this  fold  is  large  or  small,  so  is  the  entrance  of 
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the  canal :  this  is  sometimes  the  only  cause;  but 
it  occasionally  happens  that  this  membrane  being 
divided,  the  orifice  is  no  larger,  and  does  not  allow 
us  to  estimate  the  size  of  the  urethra  below  the 
meatus.  The  additional  obstacle  is  a  kind  of  pro- 
jection»  formed  by  the  two  extremities  of  the 
erectile  tissue  which  composes  the  glans  penis ; 
this,  in  some,  projects  considerably  into  the  urethra ; 
in  others,  though  not  so  evident,  still  it  impedes 
more  or  less  the  free  introduction  of  the  sound 
into  the  canal.  It  is  on  this  projecting  point  that 
the  sort  of  sensitive  senthwl  is  placed,  which 
warns  the  healthy  person  of  the  desire  to  void  his 
urine,  and  the  patient  of  the  presence  of  a  stone 
in  his  bladder,  or  of  an  inflammation  of  this  organ  ; 
and  it  is  this  point  which  sympathizes  in  the  affec- 
tions of  the  other  extremity  of  the  canal. 

The  knowledge  of  this  form  of  the  meatus  uri- 
narius  will  afibrd  us  some  useful  precepts,  which 
will  be  of  service  in  those  cases  in  which  it  is 
necessary  to  enlarge  this  opening. 

The  urethra  is  nearly  of  the  same  diameter  from 
the  orifice  to  its  membranous  portion ;  it  however 
enlarges  a  little  as  the  bulb  increases ;  near  the 
termination  of  the  bulb,  it  presents,  at  its  inferior 
part,  a  depression  or  kind  of  cul  de  sac,  which  be- 
comes the  more  evident  the  greater  the  contrac- 
tion of  the  membranous  portion,  which  is  close 
behind  it :  when  the  fibro-muscular  tube,  which 
fonm  this  membranous  portion  is  relaxed,  there 
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is  very  little  cul  de  sac  of  the  bulbous  portion,  and 
the  urethra  is  of  the  same  diameter  throughout  its 
whole  extent — at  least  this  is  the  sensation  which 
this  portion  of  the  canal  gives  on  the  introduction 
of  a  large  straight  sound.  Immediately  behind 
'  the  cul  de  sac,  we  have  the  membranous  portion, 
eight  or  ten  lines  in  length,  of  the  same  diameter 
throughout,  composed  of  a  fibro-muscular  tissue, 
which  contracts  very  powerfully,  its  office  being 
to  expel  the  semen  in  the  act  of  coition.  Physio- 
logy teaches  us  that  this  membranous  portion  has 
the  power  of  dilating  to  receive  the  semen,  as  well 
as  that  of  contracting  spasmodically  to  expel  it 
with  force,  so  that  according  as  this  portion  is  in 
one  or  other  of  these  two  conditions,  it  becomes 
the  largest  or  smallest  part  of  the  urethra. 

From  the  membranous  portion  of  the  urethra  to 
the  neck  of  the  bladder  the  canal  gradually  in- 
creases in  size :  this  is  the  part  named  by  anato- 
mists the  prostatic  portion ;  if  we  consider  its 
absolute  size,  we  should  suppose  that  the  instru- 
ment ought  to  pass  it  with  ease  after  having  tra- 
versed the  membranous  portion,  but  there  are 
some  circumstances  which  may  prevent  this,  and 
which  are  in  fact  sometimes  met  with.  This  part 
of  the  urethra  forms  a  cone,  the  larger  opening 
of  which  is  turned  towards  the  bladder,  and  the 
smaller  forms  a  continuation  with  the  membranous 
portion.  In  the  middle  and  lower  part  of  this  cone 
is  that  fleshy  eminence  named  the  veru  tnontanum ; 
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but  this  is  seldom  sufficiently  large  to  impede  the 
progress  of  the  sound,  and  besides  it  may  be 
easily  depressed  when  the  third  lobe  of  the  pros- 
tate, which  sometimes  exists,  is  not  enlarged. 

A  greater  obstacle  presents  itself  in  that  kind 
oi'cul  de  sac  which  terminates  the  prostatic  portion 
nearest  the  bladder ;  this  may  impede  the  progress 
of  the  sound,  and  does  so  the  more  frequently  in 
proportion  to  the  small  diameter  of  the  instrument, 
and  from  there  being  two  other  additional  causes 
which  add  to  this  difficulty. 

There  is  often  above  the  margin  of  the  cul  de 
sac  J  which  forms  the  lower  part  of  the  neck  of  the 
bladder,  a  kind  of  fold  of  the  mucous  membrane, 
in  the  form  of  a  crescent,  and  more  or  less  deve- 
loped in  different  individuals.  This  fold,  which 
is  a  sort  of  valve,  forms  the  posterior  boundary  oi 
the  cul  de  sac,  and  of  course  renders  it  deeper  the 
more  it  is  developed. 

Besides  this  mechanical  impediment  which  is 
still  more  augmented  by  the  slight  curve  which 
the  canal  makes  at  this  part,  the  introduction  of 
the  sound  may  be  also  impeded  by  another  cir- 
cumstance, namely,  the  contraction  of  the  circular 
fibres  of  the  neck  of  the  bladder,  and  still  more 
directly  by  the  contraction  of  those  muscles  which 
give  these  organs  the  motions  required  for  the 
due  performance  of  their  physiological  functions. 
The  levator  ani  muscle  may,  by  the  contraction 
of  its  anterior  fibres,  oppose  the  introduction  of 


52  ON   THE   UEETHRA. 

the  straight  sound,  its  action  being  to  raise  simul- 
taneously the  sphincter  ani  and  the  prostate ;  thus, 
when  it  contracts,  it  draws  the  gland  up,  and 
compresses  the  lower  part  of  the  canal  against  the 
upper,  by  which  means  it  is  contracted,  not  as 
in  the  membranous  portion  by  a  circular  con- 
striction, but,  by  being  as  it  were  in  some  de- 
gree flattened,  which  hinders  the  introduction  of 
the  sound. 

Thus,  after  taking  into  consideration  the  ob- 
stacles which  the  internal  structure  of  the  urethra^ 
and  the  laws  which  influence  the  contraction  of 
its  different  portions  offer  to  rectilinear  cathe* 
terism,  we  see  that,  in  the  generality  of  cases, 
when  the  urethra  is  in  a  perfectly  relaxed  state, 
a  straight  sound  of  three  or  four  lines  in  diameter 
ought  to  pass  with  facility. 

Let  us  now  examine  if  the  manner  in  which 
the  urethra  is  connected  to  its  surrounding  parts 
is  not  worthy  of  some  attention. 

From  the  meatus  urinarius  to  within  about 
two  inches  of  the  arch  of  the  pubis,  the  urethra 
is  free  and  unconfined,  accompanied  at  its  upper 
part  by  the  corpora  cavernosa,  which  proceed  to 
the  rami  of  the  pubis,  in  contact  at  its  lower  part 
with  the  integuments,  and  terminating  at  the 
glands,  it  forms  in  conjunction  with  these  struc- 
tures the  penis,  which  in  its  relaxed  state  may  be 
moved  in  any  direction.  But  when  the  penis 
reaches  even  with  the  middle  of  the  symphysis. 
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it  is  connected  to  the  surrounding  parts ;  by  which 
means  the  urethra  is  partly  fixed,  and  it  is  im- 
portant to  study  the  different  degrees  in  which 
this  takes  place,  in  order  to  estimate  the  degree 
of  mobility  which  a  straight  sound,  introduced 
into  the  bladder,  may  enjoy. 

The  penis,  composed  of  the  urethra  and  corpora 
cavernosa,  adheres  by  means  of  the  surrounding 
fibrous  tissue,  to  the  anterior  part  of  the  sym* 
phy^is  and  of  the  triangular  ligament,  but  this 
adhesion  does  not  immediately  include  the  urethra, 
as  the  corpora  cavernosa  are  placed  between  it 
and  the  symphysis. 

This  structure  is  advantageous,  for  if  the  ure- 
thra, instead  of  being  placed  beneath  the  corpora 
cavernosa,  was  placed  above  them  and  adhered  to 
the  symphysis,  rectilinear  catheterism  would  be 
impossible ;  for  we  are  only  able  to  accomplish  it, 
because  the  urethra  being  placed  beneath  the 
corpora  cavernosa  can,  by  the  straight  sound,  be 
brought  to  the  level  of  the  symphysis,  for  the  cor. 
pora  cavernosa,  although  attached  to  the  anterior 
part  of  the  symphysis  by  the  suspensory  ligament, 
yield  sufficiently.  This  is  the  reason  that, 
when  the  straight  sound  arrives  under  the  sym- 
physis  and  is  depressed  in  order  that  its  axis  may 
become  parallel  with  the  remainder  of  the  canal, 
the  penis  becomes  flattened  laterally,  for  the 
corpora  cavernosa  and  even  the  urethra  itself  are 
more  extended,  and  must  yield  the  more,  the 
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nearer  we  find  them  inserted  to  the  upper  part 
of  the  arch  of  the  pubis^  and  the  less  laxity  there.* 
is  in  the  suspensory  ligament. 

Now,  as  the  urethra  quits  the  corpora  caver- 
nosa about  an  inch  before  it  adheres  to  the 
triangular  ligament,  notwithstanding  the  size  of 
the  suspensory  ligament,  the  depression  of  the 
instrument  is  rendered  easy  by  the  laxity  of  the 
cellular  tissue,  which  at  this  spot  unites  the 
urethra  to  the  corpora  cavernosa. 

The  introduction  of  a  straight  sound  into  the 
canal,  alters  its  direction  in  that  portion  which 
corresponds  to  the  suspensory  ligament,  to  such 
an  extent,  that  we  may  conclude,  by  simple 
inspection,  that  the  patient  who  has  the  penis 
much  drawn  up  against  the  pubis,  will  offer 
some  difficulty,  and  experience  a  painful  sensation 
during  that  period  of  the  introduction  of  the 
instrument,  which  consists  in  depressing  it  suffi- 
ciently for  it  to  be  in  the  same  line  with  the 
remainder  of  the  canal.  When  the  corpora  caver- 
nosa have  an  extensive  attachment  along  the  sym- 
physis, and  when  the  part  of  the  triangular  liga- 
ment through  which  the  canal  passes,  is  situated 
low  down,  and  the  tissues  by  their  rigidity  relax 
but  little,  it  is  difficult  to  give  the  sound  the 
depression  we  are  speaking  of. 

Arrived  under  the  symphysis,  the  canal  leaves 
the  corpora  cavernosa  which  are  inserted  into 
the  rami  of  the  pubis,  and  continues  its  course 
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from  above  downwards  and  slightly  backwards; 
it  follows  the  direction  of  the  triangular  ligament, 
through  the  centre  of  which  it  passes,  and  is  so 
firmly  adherent  to  that  kind  of  hole  which  per- 
forates the  ligament,  that  it  is  more  correct  to 
describe  the  fibrous  tissue  which  surrounds  the 
canal  and  that  of  the  ligament  as  blended  to* 
gether. 

The  canal  is  by  these  means  fixed  where  it 
passes  through  the  triangular  ligament,  and  can 
neither  be  elevated,  depressed,  or  moved  laterally. 
We  are  unable  to  move  the  straight  sound,  and 
all  that  we  can  accomplish  is  to  make  it  turn  as 
on  a  pivot,  directing  the  point  in  any  direction, 
either  upwards,  downwards,  to  the  right  or  left, 
while  that  part  of  the  instrument  corresponding 
to  the  triangular  ligament,  always  remains  in  the 
same  place,  and  the  two  extremities  move  in  a 
contrary  direction ;  for  the  extensibility  of  the 
proper  tissue  of  the  urethra,  and  that  of  the  edges 
of  the  triangular  ligament,  notwithstanding  its 
great  strength,  allow  of  some  depression. 

Thus  then  there  are  many  causes  which  render 
it  difficult  to  pass  this  part  of  the  urethra,  first,  it 
is  exactly  the  spot  where  the  bulbous  portion  of 
the  urethra  ends,  and  consequently  where  we  find 
that  ctU  de  sac  before  mentioned.  It  is  the  spot 
where  the  membranous  portion  of  the  urethra, 
which  contracts  so  powerfully,  commences,  and 
lastly,  it  is  the  spot  where  the  canal  is  surrounded 
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by  the  aponeurotic  circle  formed  by  the  triangular 
ligament  of  the  symphysis,  and  against  which  the 
point  of  the  sound  so  frequently  strikes. 

Now  that  we  are  acquainted  with  those  circum- 
stances which  may  impede  the  passage  of  the 
sound  in  front  of  the  symphysis,  let  us  turn  our 
attention  to  what  may  affect  its  progress  behind 
that  part. 

The  distance  between  that  portion  of  the  canal 
which  is  surrounded  by  the  triangular  ligament, 
and  the  neck  of  the  bladder,  is  not  more  than  six- 
teen  or  eighteen   lines,   and  is  formed   by  the 
membranous  and  prostatic  portions.    The  mem- 
branous portion  is  nearly  free  from  any  attach- 
ments, but  the  prostatic  portion  is  in  immediate 
contact  with  the  prostate,  and  mediately  with  the 
levator  ani  muscle,  and  the  pelvic  fascia,  which 
from  their  connection  with  the  prostate  and  neck  of 
the  bladder,  restrain  the  movement  of  this  gland 
during  the  introduction  of  a  straight  sound.    With 
regard  to  the  levator  ani  muscle,  we  know  that 
many  of  its  fibres  are  attached  to  the  sides  of  the 
prostate,  which,  varying  in  size  in  different  sub- 
jects,  surrounds   the   vesical    extremity   of   the 
urethra,  and  the  neck  of  the  bladder,  and  even 
sometimes  when  enlarged  reaches  under  the  fun- 
dus of  that  organ,  so  that  we  find  this  part  of  the 
canal,  as  it  were  suspended  by  the  fibres  of  this 
muscle,  which  by  its  contraction  raises  the  anus, 
the  prostate,  and  also  the  tu'ethra. 
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The  cbubI,  although  surrounded  at  this  spot 
with  very  dense  organs,  and  very  closely  connected 
to  the  bladder,  of  which  it  assists  in  forming  the 
neck,  can  nevertheless  be  moved  sufficiently  to 
allow  the  extremity  of  a  straight  sound,  introduced 
into  the  bladder,  to  be  moved  in  every  direction 
in  the  interior  of  this  organ,  without  producing 
any  inconvenience.  We  see  that  this  desirable 
circumstance  results  not  only  from  the  organs 
themselves  admitting  of  a  limited  movement,  but 
also  because  they  allow  of  being  depressed  or 
directed  equally  to  the  right  or  to  the  left  towards 
the  pubis  or  towards  the  rectum ;  it  is  true  that 
this  is  only  to  a  certain  extent,  but  if  the  canal  was 
held  as  firmly  and  as  fixed  near  the  bladder  as  it 
is  in  its  passage  through  the  triangular  ligament  of 
the  pubis,  the  movement  would  be  more  restrained, 
and  consequently  the  operation  of  searching  for 
and  seizing  the  stone  or  fragment,  would  be  ren- 
dered much  more  difficult. 

The  possibility  of  introducing  a  straight  sound 
into  the  bladder,  proves  that  the  different  parts  of 
the  urethra  may  be  brought  to  a  straight  line,  and 
that  the  modification  thus  caused  is  not  very  con- 
siderable.  It  is  drawn  a  little  down  at  the  suspen- 
sory, ligament ;  in  the  remainder  of  its  extent  there 
is  no  alteration,  for  the  penis  in  front  of  the  pubis 
being  with  facility  moveable  in  any  direction,  the 
canal  can  be  easily  brought  to  a  straight  line. 
Behind  the  pubis  the  remainder  of  the  canal  is 
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naturally  straight,  except  the  slight  curve  in  the 
prostatic  portion,  which  causes  the  straight  sound 
to  depress  the  neck  of  the  bladder  to  a  trifling 
degree  j  but  these  inflections  of  the  canal  are  so 
slight,  and  the  canal  itself  yields  so  readily,  that, 
they  are  scarcely  perceptible  to  the  surgeon  who 
practices  rectilinear  catheterism  in  a  well-formed 
subject. 

If  the  straight  sound,  after  being  introduced  into 
the  bladder,  be  left  to  itself,  it  remains  nearly 
horizontal^  forming  with  the  horizon,  an  angle  of 
from  18  to  20  degrees. 

We  have  thus  pointed  out  those  circumstances, 
to  be  taken  into  consideration  with  regard  to  the 
urethra,  as  respecting  its  internal  structure,  its 
course,  its  relation  with  the  organs  which  sur- 
round it,  and  we  shall  apply  these  data  when  we 
lay  down  the  rules  for  practising  rectilinear  ca- 
theterism. 

Let  us  now  say  a  few  words  concerning  the 
urethra  as  it  regards  the  fragments.  When  the 
action  of  expelling  the  urine  from  the  bladder 
takes  place,  in  a  healthy  individual,  the  prostatic 
and  membranous  portions  of  the  urethra  dilate, 
and  thus  offer  a  large  opening  to  receive  the 
stream  ;  the  anterior  part  obeys  almost  like  an 
inert  tube  to  the  quantity  of  urine  which  forces 
itself  into  the  canal,  and  the  function  is  better 
accomplished  the  more  fully  the  urethra  is  filled 
and  dilated.     It  is  probable  that  nature,  in  order 
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to  assist  this  distension,  made  the  urethra  smaller 
at  its  anterior  extremity  than  elsewhere. 

But  this  active  dilatation  of  the  urethra  docs 
not  take  place  to  an  equal  degree  in  every  subject, 
and  more  especially  in  those  who  have  stones  or 
fragments  in  their  bladders,  for  the  canal  does  not 
distend  sufficiently  to  allow  of  the  free  passage 
of  the  urine,  except  there  is  more  of  this  fluid 
enters  into  the  neck  of  the  bladder,  than  can 
escape  at  the  meatus ;  hence  it  follows  that  if  the 
neck  of  the  bladder  does  not  open  sufficiently  to 
allow  a  large  flow  of  urine  into  the  urethra,  the  dis- 
tension will  not  take  place,  or  only  in  a  very  im- 
perfect manner,  and  this  is  in  fact  what  generally 
occurs.  If  we  consider  that  the  canal  most  com- 
monly fills  gradually,  and  that  the  stream  of  water 
does  not  acquire  its  full  size  for  some  seconds 
after  it  commences  to  flow,  we  may  conclude  that 
the  neck  of  the  bladder  does  not  dilate  entirely 
until  a  sufficient  quantity  of  urine  has  already 
passed  it,  and  it  has,  as  it  were,  become  accus- 
tomed to  the  presence  of  this  fluid.  Now,  if,  in 
the  natural  state,  when  there  is  neither  stone  nor 
fragment  in  the  bladder,  the  urethra,  in  order  that 
the  membranous  and  prostatic  portion  may  dilate 
sufficiently,  requires  to  be  accustomed  to  the  pas- 
sage of  the  urine,  it  follows  that  there  will  be 
greater  difficulty  in  its  complete  dilatation  when 
stimulated  and  excited  by  the  presence  of  a 
fragment.    Thus  we  see  that  those  who  have  a 
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fragment  of  stone  in  contact  with  the  neck  of 
the  bladder,  do  not  in  general  pass  their  urine  in 
a  full  stream.  The  stream  indeed  is  often  of  a 
certain  size,  but  evidently  not  so  full  as  if  the  neck 
of  the  bladder  were  freely  and  widely  dilated. 
Hence  this  disposition  of  the  neck  of  that  organ 
which  allows  it  to  dilate  for  the  urine  to  pass,  and 
to  contract  on  the  approach  of  a  fragment,  mo- 
difies in  a  very  important  degree  the  easy  passage 
of  the  fragments.  However,  this  difficulty  which 
the  neck  of  the  bladder  offers  to  the  passage  of 
fragments,  though  it  appears  disadvantageous  at 
first,  yet,  if  duly  considered,  presents  on  the  other 
side  a  great  advantage ;  it  prevents  those  frag- 
ments which  are  too  large  from  entering  the  canal, 
and  becoming  entangled  in  the  urethra :  a  circum- 
stance which  would  give  rise  to  measures  at  all 
times  disagreeable. 

Although  it  may  happen  that,  when  the  urine 
is  expelled  freely,  the  fragments,  if  they  are  suffi- 
ciently minute  to  pass  the  neck  of  the  bladder, 
are  carried  along  by  the  stream  of  water,  traverse 
the  canal  as  through  an  inert  tube,  and  are  imme- 
diately cast  out;  yet  if  this  expulsion  is  not  suffi- 
ciently free,  and  the  fragment,  instead  of  getting 
into  the  stream  when  it  commences  to  flow,  only 
passes  in  just  before  the  water  stops,  it  may  be 
impeded  in  some  spot  of  the  canal,  which  retains 
it  more  or  less  securely  according  to  its  degree  of 
contraction,  or  according  as  the  part  is  absolutely 
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smaller.  Grenerally  a  new  flow  of  urine  relieves 
the  patient ;  sometimes,  however,  the  canal  con* 
tracts  upon  the  fragment,  and  retains  it,  but  dilates 
sufficiently  for  the  urine  to  pass. 

The  canal,  like  the  neck  of  the  bladder,  pos- 
sesses the  ekaive  faculty  of  retaining  the  frag- 
ments, and  at  the  same  time  allowing  the  urine  to 
flow.  This  election  being  a  phenomenon  depen- 
dant on  sensibility,  will  lead  us  to  lay  down  some 
useful  rules  to  aid  the  expulsion  of  the  fragments^ 
Now,  in  considering  the  urethra  with  respect  to 
its  absolute  capacity,  that  is,  entirely  devoid  of 
contraction,  the  fragments  traverse  the  canal,  more 
or  less  rapidly,  according  as  the  part  through  which 
they  pass  is  of  greater  or  less  diameter,  or  accord- 
ing as  it  is  directed  upwards  or  downwards; 
thus,  they  are  frequently  lodged  at  the  entrance 
of  the  neck  of  the  bladder,  but  seldom  remain  in 
the  prostatic  portion,  which  is  large,  and  allows 
them  to  pass  rapidly  to  the  membranous  portion, 
and  the  more  so,  as,  when  the  patient  is  standing, 
the  direction  of  this  prostatic  portion  is  from  above 
downwards ;  they  often  lodge  in  the  membranous, 
but  quickly  traverse  the  bulbous  portion,  which, 
although  directed  upwards,  is  the  largest  part  of 
the  urethra  ;  lastly,  they  may  be  stopped  according 
to  their  size,  nearer  or  further  from  the  meatus,  for 
the  urethra  from  the  bulb  to  the  meatus  generally 
diminishes  in  size. 

When  the  fi:agment  is  stopped  in  the  canal,  its 
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progressive  motion,  towards  the  extremity  of  the 
passage,  is  produced  either  by  the  propulsion  given 
to  it  by  the  stream  of  urine,  or  by  that  expulsive 
contraction  which  the  whole  of  the  canal  possesses, 
and  which  belongs  to  its  physiological  structure ; 
fortunate  are  those  patients  in  whom  it  is  well 
developed,  and  more  especially  those  in  whom 
there  is  only  a  slight  degree  of  spasmodic  contrac- 
tion. When  we  treat  on  the  passage  of  the  frag- 
ments, we  shall  apply  the  generality  of  these 
considerations  to  practice*  Let  us  now  proceed 
to  the  examination  of  the  bladder. 

ON   THE   BLADDER. 

This  organ  has  not  been  so  well  studied  as  its 
excretory  canal.  The  surgeon,  being  often  called 
upon  to  restore  the  diminished  calibre  of  the  lat- 
ter, or  to  extract  some  foreign  substance  accident- 
ally obstructing  the  passage  necessary  for  the 
stream  of  urine,  must  be  well  acquainted  with  the 
structure  of  a  part,  the  action  of  which  he  may 
have  to  regulate ;  but  being  never  called  upon  to 
perform  any  delicate  operation  in  the  bladder,  he 
need  only  study  it  superficially :  it  was  sufficient  to 
know  that  it  was  a  hollow  membranous  viscus, 
when  persons  afflicted  with  the  stone  could  only 
be  relieved  by  means  of  an  incision.  But  now 
that  the  surgeon  wishes  to  make  use,  in  this  organ, 
of  mechanical  instruments  of  sufficient  power  to 
destroy  concretions,  sometimes  extremely  hard  and 
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of  considerable  size ;  now  that  he  wishes  to  search 
for,  and  to  seize  these  foreign  substances,  however 
small  they  may  be ;  now  that  he  requires  this  or- 
gan to  expel,  by  its  contraction,  the  powder  and 
fragments  which  result  from  the  action  of  his  in- 
struments upon  the  calculi,  he  must  study  more 
deeply  tlie  form,  and  the  laws  which  govern  the 
action  of  that  organ,  in  which  he  is  to  exert  all 
the  resources  of  his  skill,  and  all  the  delicacy  of 
his  tact.  He  must  study  the  bladder  well,  for  it 
is  its  form  and  its  proportions,  as  we  have  already 
remarked,  which  are  to  regulate  the  form  and  the 
proportion  of  those  instruments  destined  to  destroy 
vesical  calculi.  Let  us  therefore  enter  upon  this 
study. 

When  we  examine  the  bladder  on  a  dead  sub- 
ject, and  when  the  organ  is  quite  empty,  we  remark 
the  following  circumstances.  Having  removed  the 
small  intestines  which  dip  down  and  fill  the  cavity 
of  the  lesser  pelvis,  we  see  that  this  cavity  is 
empty,  and  that  its  walls  are  smooth  and  lined  with 
the  peritoneum  ;  that  this  membrane  afler  lining 
the  posterior  surface  of  the  abdominal  parietes, 
descends  into  the  pelvis«  covers  the  bladder,  and 
reascends  upon  the  rectum,  upon  the  concavity  of 
the  sacrum,  and  upon  the  sacro  lumbar  symphysis. 
If  we  examine  the  disposition  of  this  cavity  thus 
lined  with  the  peritoneum,  we  remark  first,  at  the 
bottom  and  on  the  median  line,  the  projection 
formed  by  the  termination  of  the  rectumt  according 
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1^  this  ]«tter  is  of  greater  or  smaller  size.  We  can 
hardly  discover  where  the  bladder  is,  for  it  lies 
close  behind  the  pubis,  and  its  posterior  part  is  com- 
pressed against  the  anterior,  so  that  it  forms  a  kind 
of  flat  disk  about  six  or  eight  lines  thick,  and  from 
two  inches  and  a  half  to  three  inches  in  each  dia- 
meter. We  can  accurately  ascertain  all  its  dimen-. 
sions,  by  examining  it  with  the  hand,  through  the 
peritoneum  ;  we  feel  that  we  can  move  its  anterior 
upon  its  posterior  part,  and  are  sensible  of  the 
friction  of  the  two  portions  of  its  mucous  mem- 
brane against  each  other,  they  being  in  contact. 
If  we  carry  the  finger  some  lines  above  the  centre 
of  the  disk  which  the  bladder  forms,  we  feel  dis- 
tinctly a  depression,  and  this  depression  is  the 
neck  of  the  organ. 

If,  in  this  empty  state  of  the  bladder,  we  intro- 
duce a  straight  sound  by  the  urethra,  the  extremity 
of  the  instrument  will  project  at  the  superior  third 
of  the  vertical  diameter  of  the  disk  formed  by  tJds 
viscus.  If  we  pass  water  into  this  organ,  when  it 
is  empty,  we  remark  the  following  circumstances. 
After  having  injected  about  four  ounces  of. fluid, 
the  posterior  portion  of  the  bladder  graduUy  re- 
cedes, more  especially  at  its  lower  part ;  at  one  or 
two  ounces  it  still  remains  flat,  at  four  ounces  it 
begins  to  become  round,  but  at  the  expense  of  its 
posterior  disk,  which  is  distended  more  freely  at 
the  lower  than  at  the  upper  part ;  it  then  forms 
behind  the  pubis,  a  hemispiyere^  the  convexity  of 
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which  is  turned  towards  the  sacrum,  the  lower  part 
of  this  hemisphere  rests  upon  the  extremity  of  the 
rectum,  and  the  peritoneum  prevents  our  distin- 
guishing the  boundary  of  it  If  we  inject  still 
more  water,  we  find  that  it  enlarges  in  proportion ; 
that  at  its  upper  part,  it  raises  up  the  peritoneum, 
whilst  at  its  lower  part,  it  pushes  it  back  towards 
the  sacrum,  so  that  this  membrane  forms  a  pouch, 
or  cul  de  sac.  The  small  intestines,  which  are 
situated  in  the  lesser  pelvis,  begin  to  be  compressed 
against  the  sacrum,  and  are  also  partly  forced  out 
at  the  upper  opening  of  the  pelvis. 

When  the  bladder  contains  from  eight  to  ten 
ounces  of  water  it  is  fully  distended,  and  most  re- 
sembles a  sphere ;  its  coats  are  already  considerably 
extended,  but  it  does  not  fill  tl)e  cavity  of  the 
lesser  pelvis ;  it  is  distended  at  its  lower  part  only 
to  that  degree  which  its  peritoneal  covering  allows, 
and  is  not  impressed  upon  the  sacrum,  being  so 
bound  down  by  this  membrane  that  it  cannot 
reach  so  far ;  it  only  rests  upon  this  bone  about  an 
inch  above  its  union  with  the  coccyx ;  its  highest 
part  is  then  level  with  the  superior  opening  of 
the  pelvis,  but  it  does  not  nearly  fill  the  whole 
space  of  this  opening.  Being  placed  between  the 
pubis  and  the  peritoneum,  which  latter  keeps  it 
in  contact  with  the  symphysis  and  the  parietes 
of  the  abdomen,  it  rises  in  that  direction,  and 
leaves  between  it,  the  lumbar  symphysis,  and 
the  two  superior  thirds  of  the  sacrum,  a  wide 
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empty  space,  which  is  occupied  by  the  mesorec- 
turn,  the  intestine  which  this  peritoneal  fold  con- 
tains,  and  the  small  intestines  which  can  never  be 
entirely  forced  out  of  the  pelvis*  If  we  continue 
the  injection,  the  bladder  after  it  reaches  level 
with  the  superior  opening,  begins  to  alter  its  form 
very  considerably ;  it  is  not  distended  any  more  at 
its  lower  part,  for  here,  its  parietes  are  bound  down 
by  the  peritoneum,  which  prevents  its  pressing 
upon  the  viscera  contained  in  the  pelvis ;  it  therer 
fore  only  becomes  enlarged  at  its  upper  part,  and 
if  we  have  taken  care  to  leave  the  parietes  of  the 
abdomen  untouched  as  high  as  the  umbilicus,  we 
shall  perceive  that  the  bladder,  when  very  much 
distended,  mounts  up  between  the  abdominal  pa* 
rietes  and  the  peritoneum,  and  that  the  more  it  is 
distended  the  more  the  upper  and  posterior  parts 
become  flattened  by  the  pressure  of  the  perito* 
neum.  When  the  bladder  is  thus  distended,  it 
exactly  resembles  an  egg,  the  smaller  end  of  which 
is  directed  upward,  and  its  axis  almost  perpen* 
dicular.  If  we  now  raise  the  abdominal  parietes, 
keeping  them  as  nearly  as  possible  in  their  natural 
position,  only  separating  them  sufficiently  to  allow 
the  introduction  of  the  hand,  we  shall  perceive 
that  the  bladder  in  thus  mounting  up  between  the 
abdominal  parietes  and  the  peritoneum,  forms  this 
membrane  into  an  inclined  plane,  the  line  of  whieh 
commences  in  the  middle  of  the  space  between  the  urn- 
biticus  and  pubis ^  and  descendifigy  termnates  at  the 
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cmdrt  of  the  eomcaoUy  of  the  sacrum.  This  leaves 
io  the  cavity  of  the  lesser  pel  vis»  a  space  of  some 
size,  which  we  have  already  roentioned»  and  to  the 
conaideratioD  of  which  we  again  return* 

If  we  press  the  mass  of  intestines  down  towarda 
the  pelvis,  we  remark  that  they  glide  easUy  between 
the  sacrum  and  tiie  bladder,  on  account  of  the  in« 
clioed  plane  which  this  latter  organ  forms  by  being 
bound  down  by  the  peritoneum.  After  having 
thus  fully  distended  the  bladder,  if  we  allow  the 
water  to  pass  out,  we  perceive  that  the  organ  again 
beccMnes  round,  that  it  no  longer  forms  so  great  an 
inclined  plane  for  the  intestines,  which  now  press 
more  upon  that  part  which  faces  the  diaphragm, 
than  on  that  which  corresponds  to  the  sacro  lumbar 
symphysis,  and  upper  third  of  the  sacrum. 

Now,  if  we  examine  the  bladder,  afler  having 
opened  its  posterior  part,  by  a  longitudinal  inci- 
sion, from  above  downwards,  and  after  having 
entirely  removed  the  water  which  it  contains,  we 
shall  perceive  that  its  neck,  or  rather,  that  species 
of  infundibulum,  which  is  called  the  neck,  is  at 
the  centre  of  a  nearly  flat  and  perpendicular  wide 
surface ;  when  we  draw  the  two  divided  edges  of 
the  bladder  towards  the  sacro  lumbar  symphysis, 
we  shall  perceive  that  the  part  of  the  viscus,  which 
encircles  the  neck,  is  adherent  to  the  surrounding 
parts  in  a  radius  of  nearly  an  inch  and  a  half, 
taking  for  its  centre  the  opening  of  the  neck ;  we 
shall  find  that,  by  this  movement,  we  can  draw 
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forward  all  the  mass  of  jparts  situated  iii  the  peri- 
neum, and  that  notwithstanding  this  dragging,  the 
neck  always  remains  the  central  point  of  a  circular 
flat  surface,  and  is  not  found  as  at  the  apes  of  a 
cone.* 

If  through  the  opening  we  have  made,  we  exa- 
mine the  bladder,  with  the  finger  introduced  into 
its  interior,  we  feel  that  we  can  depress  the  neck, 
and  draw  it  back  to  the  extent  of  eight  or  ten 
Knes ;  if  we  introduce  the  finger  into  the  interior 
of  the  neck,  until  it  is  compressed  by  its  parietes, 
and  then  draw  it  towards  the  concavity  of  the  sa^ 
crum,  we  shall  find  that  the  neck  may  be  brought 
forward  into  the  interior  of  the  bladder,  till  it  be- 
comes the  summit  of  a  pyramid,  with  a  large  base, 
composed  of  all  the  surrounding  parts  of  the 
bladder,  and  which  we  described  as  being  adhe^ 
rents  to  the  different  structures  which  form  the 
perineum.  If  we  carry  the  finger  under  the  neck 
of  the  bladder,  along  the  median  line,  we  feel  the 
slight  projection  formed  by  the  prostate,  when  of 
of  its  common  size;  and  beneath  we  feel  the  com- 
mencement of  the  rectum,  which,  even  when 
empty,  can  easily  be  distinguished  through  the 
coats  of  the  organ.  We  can  with  facility  depress 
the  bladder  at  that  part  where  the  prostate  adheres, 

*  See  the  plate  in  M.  Civiale*s  work,  which  represents  the 
bladder  having  the  disposition  of  a  cone ;  with  so  inaccurate  a  know- 
ledge of  this  organ,  it  is  not  surprising  that  this  surgeon  could  not 
comprehend  my  ideas  on  the  mode  of  pisctising  lithotrity. 
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bat  not  so  readily  its  lateral  portions,  where  we 
find  two  considerable  depressions,  which,  uniting 
at  the  median  line,  form  beneath  the  neck  of  the 
bladder  an  oval  cavity  of  some  size,  and  which 
becomes  more  evident,  the  more  forcibly  we  draw 
the  divided  edges  towards  the  sacrum.  We  have 
named  this  cavity,  the  upper  margin  of  which 
corresponds  to  the  direction  of  the  ureters,  the  aval 
annty  of  the  bladder.  It  ought  to  be  well  attended 
to  by  the  surgeon  lithotritist ;  for  when  it  is  very 
large,  the  stones  may  be  lodged  in  it,  and  thus 
removed  beyond  the  reach  of  his  instruments, 
especially  in  the  horizontal  position.  We  feel  at 
the  upper  part,  above  the  neck  of  the  bladder, 
and  on  the  median  line,  the  firm  symphysis  pubis  ; 
but  between  the  neck  and  the  under  part  of  the 
symphysis,  the  bladder  may  be  depressed  to  some 
extent ;  this  is  the  spot  which  corresponds  to  the 
triangular  ligament  through  which  the  urethra 
passes.  The  distance  from  this  ligament  to  the 
neck  of  the  bladder  is  from  ten  to  twelve  lines, 
and  there  is  between  these  parts  a  considerable 
quantity  of  loose  cellular  tissue,  which  renders 
the  extensive  depression  at  this  part  so  easy. 
Laterally,  and  at  the  upper  part,  we  have  the  obtura* 
tor  foramina,  and  corresponding  muscles,  and  lastly, 
by  the  side  of  the  neck  of  the  bladder,  we  have 
the  rami  of  the  pubis,  and  the  anterior  part  of  the 
levator  ani  muscle.  The  bladder  is  only  separated 
from  all  these  parts  by  the  pelvic  fascia,  to  which 
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it  adheres  by  a  ceUular  tissue,  more  or  less  lax, 
according  as  we  examine  it  further  from  the  neck. 

Such  is  the  disposition  of  those  parts  of  the 
blad(}er)  which  are  fixed  to  the  mass  forming  the 
perineum ;  we  have  seen  that  the  remainder  of 
the  organ  is  moveable,  and  also  the  manner  in 
which  it  changes  its  position,  according  as  it  is 
more  or  less  distended  with  a  fluid* 

We  remark  two  systems  of  muscles  in  the  blad^ 
der ;  the  one  destined  to  retain  the  urine  accumu- 
lated in  that  organ,  and  the  other  destined  to 
compress  that  fluid,  and  to  make  it  pass  out  by 
the  urethra.  Each  of  these  two  muscular  systems 
is  found  either  in  the  substance  of  the  bladder 
itself,  or  on  the  outside  of  the  organ.  The  mus** 
cular  agents  destined  to  retain  the  urine  consist  of 
circular  fibres,  sometimes  not  very  evident,  but 
more  numerous  the  nearer  we  approach  the  neck  of 
the  organ«  We  perceive  these  circular  fibres  in 
the  prostatic  portion,  but  they  are  still  more  fully 
developed  at  the  commencement  of  the  mem* 
branous  portion ;  their  action  is  to  contract  the 
neck.  This  contraction  is  assisted  sometimes,  but 
rarely,  by  a  small  fasciculus  of  muscular  fibres, 
which,  arising  from  the  two  extremities  of  the 
prostate,  pass  above  the  neck  of  the  organ,  and 
by  their  action  tend  to  draw  the  two  lobes  of  the 
prostate  together,  and  consequently  to  contract 
the  opening  of  the  neck.  Lastly,  the  most  power- 
fill  agent,  denned,  by  its  contraction,  to  retain 
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the  urine  in  the  bhulder^  is  the  anterior  part  of  the 
levator  ani  muscle,  the  fibres  of  which  being  at- 
tached to  the  fibrous  tissue  covering  the  prostatet 
and  being  blended  with  those  fibres  which  form 
the  anterior  part  of  the  sphincter  ani  muscle,  tend 
by  their  action  to  raise  the  fundus  of  the  bladder } 
hy  which  we  mean,  that  part  of  the  viscus  which 
corresponds  to  the  prostate,  and  to  the  anterior 
part  of  the  anus,  and  consequently  it  causes  the 
lower  part  of  the  neck  to  be  compressed  against 
the  upper ;  this  is,  as  we  see,  another  favourable 
disposition  by  which  the  neck  may  be  closed,  and 
opposed  to  the  passage  of  the  urine. 

The  muscular  agents  destined  to  expel  the  urine» 
are  the  middle  coat  of  the  bladder,  and  its  auxi* 
liaries ;  namely :  firsts  the  diaphragm  and  the  ab« 
dominal  muscles,  which,  in  their  action,  press 
down  the  mass  of  intestines  upon  and  behind  this 
organ,  and  diminish  its  cavity ;  secondly,  the  mid* 
die  and  posterior  fibres  of  the  levator  ani  muscle* 
These  fibres  are  attached  superiorly  to  the  pelvic 
fascia,  which  line  the  sides  of  the  pelvis,  and  are 
united  below  to  the  middle  and  posterior  part  of 
the  sphincter  ani  muscle,  so  that  they  tend  by  their 
action  to  carry  the  posterior  and  inferior  part  of 
the  bladder  towards  the  neck,  and  thus  give  it  an 
expulsive  action.  With  regard  to  the  muscular  coat 
of  the  bladder,  we  know  that  it  is  composed  of 
two  layers  of  muscular  fibres,  placed  one  upon  the 
oCher^  arinng  from  four  fasciculi  which  pass  from 
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around  the  neck,  and  form  the  acting  part  of  the 
bladder ;  we  know  that  these  fibres  are  sometimes 
3lender  and  numerous  enough  to  fdrm^  when  dis- 
tended^  a  fine  and  deli<iate  membrane»  and  are  ^at 
other  times  disposed  in  fasciculi  or  bands,  often  sa 
far  apart  as  to  constitute  a  kind  of  contractile  net* 
work,  by  which  the  mucous  membrane  is  irregu- 
larly supported ;  we  know  also  that  these  bands 
or  fleshy  fasciculi,  are  often  irregularly  distributed 
in  the  coat  which  they  form. 

When  the  bladder  of  a  dead  subject  is  filled 
with  as  much  water  as  it  can  contain,  without 
being  too  much  distended,  it  measures  about  three 
inches  from  the  fore  to  the  back  part,  that  is  to 
say,  from  the  neck  to  the  point  exactly  opposite  y 
its  width  is  nearly  the  same ;  its  depth  varies  fron^ 
three  and  a  half  to  four  and  a  half  inches ;  its  most 
sloping  point  will  be  found  to  correspond  to  the 
part  which  unites  the  anterior  and  middle  third  of 
its  antero-posterior  diameter. 

Such  are  the  documents  which  the  surgeon 
lithotritist  ascertains  by  examining  the  bladder  on 
the  dead  subject.  These  documents  are  un- 
doubtedly valuable,  but  if  the  surgeon  reckons 
upon  finding,  in  those  patients  he  would  submit  to 
lithotrity,  the  form  and  the  proportions  we  have 
just  described  in  the  viscus  under  consideration^ 
he  will  find  himself  much  deceived  and  much  dis- 
appointed. The  bladder  of  the  living  subject  is 
not  similar  to  the  bladder  of  the  dead  subject ;.  in 
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the  latter  it  is  iDert^  dilates  easily,  and  is  motion- 
le» ;  in  the  former  it  contracts  powerfully,  varies 
ia  its  dimensions,  and  in  its  degree  of  contraction, 
according  as  we  examine  it  comparatiTely  in  dif- 
ferent individuals,  or  study  it  separately  in  one 
single  person.  Before  we  bring  the  bladder  into 
contact  with  the  instruments  in  such  relations  as 
will  throw  some  light  upon  the  laws  which  govern 
its  cmitractility,  let  us  develop  some  of  its  phy- 
siolc^cal  functions. 

The  bladder  is  the  reservoir  of  urine ;  tliis  liquid 
gradually  secreted  in  the  kidnies,  descends  gra- 
dually into  the  bladder,  fills  it  by  degrees,  until  a 
particular  sensation  warns  the  individual  of  the 
necessity  of  voiding  it.  We  know  not  how  this 
sensation  is  produced.  Does  it  result  from  the 
distention  of  the  viscus  ? — No ;  for  the  desire  to 
make  water  is  frequently  felt  when  the  bladder  is 
not  distended.  Does  it  result  from  the  contact  of 
the  urine  with  an  organ  whose  office  is  to  produce 
this  sensation  ? — This  may  be  the  case  ;  but  may 
it  not  be  produced  simply  by  the  urine  being  in 
contact  with  the  neck  ?  This  does  not  appear  to 
us  an  unreasonable  supposition,  since  it  is  gene- 
rally in  those  parts  where  the  mucous  membranes 
are  contracted,  that  the  animal  sensibility  is  placed. 
The  sensation  of  a  desire  to  void  the  urine  is  felt, 
and  it  is  communicated  to  the  extremity  of  the 
urethra,  to  that  spot  which  we  mentioned  when 
qpeaking  of  the  canal. 
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If  the  individual  obeys  this  sensation  as  soon  as 
he  feels  it,  the  function  is  performed  slowly  &nd 
vrith  ease ;  the  neck  of  the  bladder  opens,  the  cbn^ 
traction  of  the  organ  is  moderate,  and  the  urine 
flows  with  hardly  any  effort,  in  a  full  and  conti- 
nued stream,  and  without  any  irregularity;  the 
abdominal  muscles  hardly  assisting  in  the  func^ 
tion. 

If  the  individual  resists  the  impulse,  and  wishes 
to  retain  his  urine,  the  bladder  fills  still  more ;  the 
desires  to  void  his  urine  succeed  each  other  ra- 
pidly :  they  cease,  and  are  again  felt ;  the  bladder 
contracts  with  pain ;  the  circular  fibres  of  the  neck, 
and  the  little  muscle  of  the  prostate  are  no  longer 
sufficient  to  retain  the  urine,  but  it  becomes  ne* 
cessary  for  the  anterior  fibres  of  the  levator  ani 
muscle -to  exert  their  action;  and  lastly,  the  indi-* 
vidual  assists  this  muscle,  by  placing  his  hand  on 
the  perineum  in  order  to  depress  it,  and  to  assist 
the  contraction  of  the  neck.  He  also  leans  forward 
to  deprive  the  muscular  coat  of  the  bladder  of  its 
auxiliaries  ;  he  hardly  breathes,  in  order  that  the 
chest,  containing  only  a  small  quantity  of  air,  may 
allow  the  diaphragm  to  become  more  concave,  so 
that  its  attachments  being  brought  nearer  together 
may  allow  less  purchase  for  its  contraction.  Lastly, 
the  abdominal  muscles  being  relaxed  by  the  bend- 
ing of  the  body  forwards,  no  longer  press  the 
intestines  upon  this  organ  :  it  however  soon  rebels, 
contracts  spasmodically,  and  taking  upon  itself 
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the  performance  of  the  act,  it  requires  imperiouBly 
that  the  individual  should  yield  to  the  impulse, 
and  allow  the  urine  to  flow  through  those  obsta* 
des  which  result  from  the  contraction  of  the  neck 
and  anterior  part  of  the  levator. 

This  is  the  external  appearance  of  an  individual 
under  the  influence  of  a  violent  desire  to  make 
water ;  let  us  now  consider  what  takes  place  in- 
ternally. 

As  long  as  there  is  only  a  slight  desire  to  void 
the  urine,  the  neck  closes  by  means  of  its  circular 
fibres  alone,  or  perhaps  by  the  small  muscle  of  the 
prostate,  when  it  exists.  From  an  examination  of 
the  disposition  of  these  fibres  during  their  con* 
traction,  we  should  tliink  that  the  muscular  circle 
which  is  called  the  neck,  becomes  elongated,  and 
projects  within  the  cavity  of  the  organ.  If  the 
desire  to  make  water  increases,  the  prostate  and 
the  anus  are  drawn  up  by  the  anterior  fibres  of  the 
levator  ani  muscle,  and  the  fore-part  of  the  fundus 
is  considerably  altered  by  this  contraction ;  its 
form  is  completely  changed — it  is  more  like  a  fun- 
nel,  more  raised,  and  becomes  nearly  level  with 
the  neck ;  the  antero-posterior  diameter  of  the  blad- 
der is  diminished  in  direct  proportion  to  the  con- 
traction of  the  sphincter  of  the  bladder,  and  in 
proportion  to  the  degree  of  elevation  of  the  fundus 
by  the  anterior  fibres  of  the  levator  ani  muscle. 

But  if  the  desire  to  make  water  still  increases, 
and  the  individual  still  wishes  to  retain  it,  then  a 
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struggle  arises  between  the  muscular  apparatus 
whose  action  is  to  expel  the  urine,  and  that  whose 
action  is  to  retain  it.  If,  on  the  one  side,  the  neck 
closes  itself,  if  the  anterior  fibres  of  the  levator 
ani,  and  the  small  muscle  of  the  prostate,  contract 
to  prevent  the  urine  passing  out ;  on  the  other 
side,  the  muscular  coat  of  the  bladder  comes  into 
action,  the  abdominal  muscles  lend  their  assistance, 
and  press  down  the  intestines,  which  obeying  the 
impulse  given  to  them,  glide  along  the  inclined 
plane  which  the  peritoneum  covering  the  distended 
bladder  presents  to  them,  insinuate  themselves 
between  this  viscus  and  the  sacrum,  accumulate 
in  the  space  left  between  these  two  parts,  and 
thus  compress  the  bladder  from  behind  forwards, 
and  from  above  downwards.  During  the  time 
that  the  bladder,  thus  acting  by  itself,  is  further 
assisted  above  by  means  of  the  abdominal  parietes, 
it  is  equally  assisted  and  contracted  below  by  the 
action  of  the  middle  and  posterior  fibres  of  the 
levator  ani,  which  raise  the  posterior  part  of  the 
fundus  to  expel  the  urine,  as  its  anterior  fibres 
raise  the  anterior  part  to  retain  it ;  thus  changing 
this  part  of  the  bladder  into  a  funnel  shape,  which 
is  elevated  according  to  the  contraction  of  the 
muscle. 

From  this  struggle,  in  which  we  perceive  an 
alternate  action  of  each  of  the  muscular  appa- 
ratuses engaged,  there  results  from  necessity  a 
change  of  form  in  the  viscus,  according  as  the 
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power  of  the  expulsive  apparatus  predoibiiiates 
over  the  retentive^  or  vice  versd. 

If  the  contraction  of  the  bladder  ceases,  the 
fibres  which  compose  its  middle  coat  become  less 
tense ;  if  the  abdominal  muscles  no  longer  act^ 
the  posterior  and  upper  parts  of  the  bladder  en« 
large ;  if  the  posterior  fibres  of  the  levator  ani 
discontinue  their  action,  the  fundus  of  the  bladder 
becomes  more  round  and  ci^acious ;  if  the  neck 
ceases  to  contract,  it  projects  less  into  the  blad^ 
der ;  and  lastly,  if  the  anterior  fibres  of  the  levator 
allow  the  prostate  to  be  depressed,  the  antero* 
postero  diameter  increases. 

When  tlie  muscles  renew  their  action,  either 
separately  or  collectively,  the  organ  changes  its 
form  under  the  influence  of  each  of  these  contrao* 
tions,  so  that  its  parietes  are,  as  it  were,  floating 
backwards  and  forwards.  Hence  it  results,  that 
during  the  operation  of  lithotrity  the  bladder  pre« 
sents  two  phenomena : — if  the  contractions  are 
separate,  it  frequently  changes  its  form ;  if  the 
contractions  are  general,  the  whole  size  is  dimi« 
nished.  We  see  how  important  it  is  for  the  sur« 
geon  to  know  all  these  phenomena,  and  to  ascer*- 
tain  with  rapidity  when  they  commence,  when 
they  augment,  and  when  they  cease,  since  they 
may  modify  each  of  his  manoeuvres. 

When  the  individual  wishes  to  make  water,  after 
having  resisted  the  desire  for  a  long  time,  the  urine 
does  not  flow  immediately  j  the  muscks  which 
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retain  it  must  recover  from  that  state  of  spasm^ 
which  their  long-continued  contraction  has  pfb* 
duced;  the  expelfing  powers  themselves  must 
recover  from  their  fatigue  and  resume  that  energy 
of  which  they  have  been  deprived^  by  their  long* 
continued  efforts  and  contractions ;  and  lastly,  the 
sensibility  of  the  organ  must  be  aroused  from  that 
state  of  torpor  into  which  it  has  fallen  from  the 
too  powerful  sensations  it  has  experienced*  Hence 
it  happens  that  the  stream  does  not  flow  imme* 
diately,  the  urine  is  at  first  expelled  by  jets,  and 
frequently  the  bladder  does  not  empty  itself  com- 
pletely. 

While  the  individual  is  thus  under  the  influence 
of  a  desire  to  void  his  urine,  there  are  two  phe* 
nomena  well  worthy  of  remark : — ^the  first  is  the 
intermittence  of  the  contractions  of  the  bladder, 
an  intermittance  which  makes  its  expulsive  efforts 
resemble  those  of  the  uterus  ;  the  second,  is  the 
great  force  with  which  the  urine  is  expelled  from 
the  bladder.  We  shall  return  to  the  consideration 
of  these  two  phenomena  when  we  speak  of  the 
operation. 

Now,  on  considering  the  resistance  which  the 
individual  makes  against  the  desire  to  void  his* 
urine,  we  find  him  in  an  exactly  similar  condition 
to  that  when  undergoing  the  operation  of  litho* 
trity,  and  we  have  concluded  that  the  bladder 
changes  its  form  under  the  influence  of  these  con- 
tracting powers;  we  have  also  been  led  to  this 
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coDclusion  from  the  anatomical  examinatioa  which 
allows  us  to  infer  what  may  be  the  nature  of  these 
changes ;  but  as  all  that  we  have  yet  said  is  merely 
theoretical*  since  we  cannot  have  the  organ  con* 
tracting  before  our  eyes,  let  us  see  if  we  shall  not 
find  in  practice  some  proof  that  our  theory  is  not 
entirely  devoid  of  foundation. 

When  we  inject  the  bladder  of  a  patient  to  such  a 
degree  that  he  feels  a  desire  to  make  water,  without 
this  desire  being  violent,  if  we  estimate  the  depth 
of  the  bladder  with  a  rccto<urvilinear  sound  (see 
this  sound.  Pi.  4.  fig.  L  2. 3.;,  which,  on  account  of 
the  manner  in  which  it  is  curved  is  well  adapted  to 
this  purpose,  we  shall  perceive  that,  in  the  gene* 
rality  of  cases,  the  bladder  is  not  more  than  three 
inches  deep,  and  three  inches  wide ;  and  that  it 
remains  in  the  same  state  as  long  as  we  do  not 
stimulate  it  by  moving  the  sound.  We  feel  dis- 
tinctly that  its  fibres,  although  extended,  do  not 
project,  and  are  not  vibrating  nor  hard ;  tliat  the 
aound  moves  easily  backwards  and  forwards,  that 
the  fundus  of  the  bladder  is  completely  round  and 
uniform,  that  the  neck  has  the  same  form  as  on 
the  dead  subject,  being  in  the  centre  of  a  perpen* 
dicular,  circular  surface ;  since  the  curvature  of  the 
sound  being  brought  to  this  part,  may  be  carried 
either  upwards  or  laterally,  and  often  even  down* 
wards,  provided  there  be  naturally  sufficient  depth 
beneath  the  neck  in  the  bladder  we  are  examining. 
If  we  stimulate  the  bladder  with  a  sound,  till 
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a  desire  to  make  water  is  produced,  and  this  organ 
contracts,  we  easily  perceive^  by  the  difficulty  we 
experience  in  moving  the  point  of  the  instrument 
in  every  direction,  as  we  did  before,  that  the  dia* 
meters  are  a  little  changed ;  and  particularly  that 
the  point  of  the  instrument,  when  it  approach^ 
the  neck,  cannot  be  directed  downwards ;  for  as 
soon  as  we  incline  it  laterally,  when  it  becomes 
level  with  the  neck,  it  encounters  the  anterior  part 
of  the  fundus :  from  this  it  is  evident  that  this  part 
is  elevated  during  the  simple  retentive  contraction. 

We  also  perceive  that  the  movement  backwards 
and  forwards  is  more  limited,  but  that  it  is  ren* 
dered  easier,  and  can  be  carried  to  a  greater  ex- 
tent the  more  we  depress  the  handle  of  the  sound, 
and  the  more  we  direct  the  point  towards  the  con* 
cavity  of  the  sacrum. 

If  we  endeavour  to  ascertain  at  the  expense  of 
what  part  the  antero-posterior  diameter  of  the 
bladder  is  thus  diminished,  we  shall  find  that  it  is 
at  the  expense  of  the  anterior  part  which  corres* 
ponds  to  the  neck ;  for  we  see  that  the  sound  passes 
in  quite  as  far  as  when  there  is  no  contraction,  but 
that  we  cannot  withdraw  it  as  far  out  of  the  canal, 
when  we  bring  its  curvature  towards  the  neck. 

If  we  remark  that  this  experiment  is  made 
before  the  desire  to  void  the  urine  is  very  violent, 
and  when  it  is  only  carried  to  a  sufficient  degree 
to  make  the  patient  feel  the  necessity  of  retaining 
it,  we  may  conclude,  that  whilst  the  desire  to  make 
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totter  is  moderate  ^  which  mdudt$  onfy  a  simple  rden^ 
tkfc  amlractionf  the  bladder  diminishes  in  its  antero- 
posterior  diameter^  at  the  expense  of  the  anterior 
pertiom. 

Now  if  after  having  injected  water  into  the 
Uaddtf,  in  so  amail  a  quantity  that  the  patient 
feels  no  desire  to  void  it,  and  after  having  exa- 
mined the  r^ularity  of  its  form,  and  more  espe- 
cially its  diameters,  as  we  did  in  the  preceding 
experiments,  we  throw  in  a  sufficient  quantity  of 
water  to  cause  an  extreme  desire  to  void  it,  we 
make  the  following  observations,  accorduig  as, 
first,  the  patient  wishes  to  retain  his  water;  and 
secondly,  according  as  he  yields  to  the  desire  he 
feelsp  without  assisting  the  expulsion  with  the  influ^ 
ence  of  his  will ;  or  thirdly  and  lastly,  according  as 
he  adds  to  the  expulsive  power  of  the  bladder  the 
mflucmx  of  hi.  wUi. 

If  the  patient  wishes  to  retain  his  water,  and 
does  not  contract  the  abdominal  muscles  and  dia* 
phragm,  we  perceive  that  the  sound  continues  to 
be  limited  in  its  movements  in  the  fore  part  of  the 
bladder  f  we  can  withdraw  it  less  out  of  the  ure- 
thra, and  it  is  impossible  to  bring  it  to  a  horizontal 
position,  not  only  in  the  fore  part  close  to  the  neck, 
but  sieo  in  the  whole  extent  of  the  fundus.  This 
inpoasibility  <^  turning  the  point  of  the  instru* 
ment  arises  from  the  elevation  of  the  fundus,  and 
is  iconsequently  a  proof  that  during  a  strong  desire 
impsms  the  watery  caused  hjf  the  infection  of  too  large 
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a  quantity  ofthisjtmd  (which  supposes  a  retentive 
and  an  expulsive  contraction  existing  at  the  same 
time)  the  fundus  is  contracted  and  elevated  in  its 
whole  content.  But  if,  besides  this  contraction  of 
the  neck,  and  of  the  levator  muscle,  which  causes 
the  neck  to  project,  and  raises  and  contracts  the 
fundus,  the  abdominal  muscles  and  the  diaphragm 
contract  also  ;  we  shall  perceive  by  directing  the 
curvature  of  the  sound  towards  the  fundus  of  the 
organ,  and  placing  the  instrument  in  a  horizontal 
position,  that  this  curvature  much  sooner  en« 
counters  the  posterior  part  of  the  organ,  whether 
we  direct  it  towards  the  concavity  of  the  sacrum^ 
or  towards  that  part  of  the  bladder  which  corre- 
sponds to  the  union  of  its  superior  and  posterior 
parts.  This  is  a  proof  that  during  the  violent  con-- 
traction  of  the  bladder j  .caused  by  the  injection  of  a 
large  quantity  of  fluid,  the  posterior  part,  particularly 
its  upper  portion,  advances  towards  the  neck.  This 
is,  as  we  already  know,  caused  by  the  contraction 
of  the  abdominal  muscles,  and  the  diaphragm 
pressing  down  the  intestines  to  this  part. 

From  this  it  follows,  that  if  during  the  violent 
contraction  of  the  bladder,  caused  by  the  injection 
of  a  large  quantity  of  water,  the  anterior  part  ad- 
vances towards  the  sacrum,  if  the  posterior  part 
advances  towards  the  neck,  and  if  the  fundus  is 
contracted  and  raised,  the  bladder,  instead  of  being 
enlarged  by  the  injection  of  a  large  quantity  of  water ^ 
as  would  be  the  case  were  it  an  inert  pouch. 
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dimmiskcs  in  capacity  towards  the  inferior  portion. 
Now  as  it  is  precisely  in  this  part  that  the  opera* 
tion  of  lithotritjr  is  performed,  we  can  readily 
conceive  how  important  the  knowledge  of  this 
fact  is. 

But  we  shall  become  better  acquainted  with 
this  fact,  if  we  continue  to  examine  what  takes 
place  when  the  patient  yields  to  the  impulse  to 
reid  the  water  when  the  bladder  is  thus  distended, 
and  when  the  water  is  allowed  to  flow  out.  If  afler 
having  carefully  ascertained  the  state  of  the  blad- 
der whilst  the  patient  retains  the  water,  we  desire 
him  to  yield  to  the  desire  he  feels,  without  how* 
ever  adding  the  influence  of  his  will,  we  observe, 
that  as  soon  as  the  water  begins  to  flow  out  be* 
tween  the  instrument  and  the  canal^  if  we  with- 
draw the  sound  towards  the  neck  of  the  bladder, 
we  find  it  comes  out  of  the  urethra  to  a  much 
greater  extent  (nearly  an  inch),  and  also  that  the 
turning  its  point  from  right  to  left  can  be  accom- 
plished with  much  greater  facility,  but  only  near 
the  neck. 

If  after  a  moment  we  direct  the  point  of  the 
instrument  to  the  right  and  to  the  left,  but  more 
deeply,  we  remark  that  this  inclination  becomes 
easier,  but  the  facility  of  turning  it  is  only  en- 
tirely regained  when  the  desire  to  void  the  water 
n  quite  subdued.  If  we  examine  the  fundus  of 
the  bladder  we  see  that  it  is  deeper,  that  it  is  more 
round,  and  more  equal,  which  proves  that  when 
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the  bladder  is  in  a  state  of  contraction,  if  ive  let  some 
of  the  water  which  it  contains  Jlow  out,  it  increases 
in  size  at  its  fundus.  This  is,  as  we  see,  in  direct 
opposition  to  the  generally  received  opinion. 

Now,  if  instead  of  desiring  the  patient  to  let 
liis  water  flow  out  without  the  influence  of  his 
will,  we  on  the  contrary  enjoin  him  to  expel  it,  we 
shall  perceive  that  tlie  neck  allows  the  sound  to 
pass  out  of  the  urethra  to  a  greater  extent,  and 
that  the  fundus  close  to  it  is  depressed,  but  that 
it  remains  elevated  at  that  portion  which  corres- 
ponds to  the  posterior  part  of  the  sphincter  ani 
and  to  the  beginning  of  the  rectum ;  we  shall  per- 
ceive also  that  the  part  of  the  bladder  turned  to- 
wards the  concavity  of  the  sacrum,  especially  at 
its  upper  part,  advances  towards  the  neck  accord- 
ing as  the  abdominal  muscles  and  diaphragm 
contract  under  the  influence  of  the  will.  Hence 
it  follows  that  the  bladder  assumes  a  different 
form  when  it  empties  itself  under  the  influence  of 
the  will,  or  under  that  of  its  organic  contractions. 

Let  it  be  understood  that  1  am  only  speaking 
of  the  organ  when  it  empties  itself  from  the  tenth 
to  the  seventh  ounce,  for  from  the  sixth  ounce  its 
form  continues  the  same  whether  the  water  is  dis- 
charged by  the  one  influence  or  the  other  j  the 
bladder  already  begins  to  assume  the  form  of  the 
disk  we  mentioned,  and  the  expulsion  of  the 
water  is  completed  by  the  posterior  fold  of  this 
disk  approaching  its  pelvic  or  anterior  portion. 
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It  results  from  the  facts  I  have  just  advanced^ 
that  the  bladder,  when  we  have  injected  a  large 
quantity  of  water  into  its  cavity,  often  contracts, 
and  that  when  we  diminish  this  quantity  it  in- 
creases in  size.  Now,  as  the  contrary  is  the  ge- 
neral opinion,  it  will  be  as  well  to  give  some 
explanation  of  this  £ict. 

It  appears  extraordinary  that  the  bladder  al- 
though distended  with  water,  can,  without  any 
of  this  water  escaping,  contract  to  such  a  degree, 
that  the  sound  can  only  be  moved  from  the  extent 
of  from  an  inch  to  an  inch-and-a-half  from  the 
fore  to  the  back  part,  and  to  about  an  equal 
extent  laterally.  As  the  water  is  incompressible, 
and  the  volume  of  the  fluid  in  the  organ  remains 
the  same,  it  must  of  necessity  change  its  position 
daring  the  state  of  contraction,  and  this  is  what 
in  reality  does  take  place ;  this  water  forced  from 
the  lower,  flows  towards  the  upper  part  of  the 
bladder,  or  as  I  commonly  express  it,  the  lower 
part  of  the  bladder^  by  its  contraction  injects  the 
upper.  Indeed,  if  we  compare  the  muscular  power 
<rf*  all  that  portion  of  the  bladder,  which  is  situ- 
ated above  a  horizontal  line  drawn  from  the  neck 
and  passing  round  the  viscus,  to  that  which  lies 
below  this  line,  we  shall  readily  conceive  that 
when  the  organ  contracts  throughout  its  whole 
extent,  one  of  these  parts  must  yield  to  the  other. 
In  the  upper  part  there  is  only  the  muscular  coat, 
and  even  this  is  weaker  at  the  apex  than  else- 
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\(rhere;  whilst  in  the  lower  portion  there  exists, 
not  only  the  muscular  coat,  which  is  itself  very 
much  developed,  but  also  powerful  auxiliaries; 
it  is  not,  therefore,  surprising  that  when  these 
two  halves  of  the  organ  are  contending  together, 
the  weaker  should  yield  to  the  stronger,  and  that 
that  portion  which  presses  least  upon  the  liquid, 
should  become  distended  notwithstanding  its  con- 
traction. 

If  now  we  consider  the  great  dilatation  which 
may  take  place  in  the  upper  part  of  the  bladder, 
as  is  proved  by  the  large  collection  of  fluid  in 
some  cases  of  retention  of  urine,  we  shall  come 
to  the  important  conclusion  that  the  bladder  may 
receive  a  large  quantity  of  fluid  ivithout  being  dilated 
at  its  lower  part. 

When  the  bladder  contracts  forcibly,  we  per- 
ceive, by  means  of  the  sound,  some  secondary 
dispositions,  depending  entirely  upon  the  mus- 
cular coat,  and  the  most  important  of  which  I 
think  it  right  to  notice. 

We  sometimes,  at  the  moment  of  contraction, 
have  the  sensation  of  hard  extended  cords,  on 
which  the  point  of  the  sound  strikes  and  rebounds, 
and  which  give  to  the  hand  a  shock  sometimes  so 
forcible  as  to  deceive  us,  and  induce  us  to  con- 
clude that  we  have  touched  a  stone.  We  know 
that  these  vibrating  cords  are  nothing  more  than 
columns  which  exist  in  certain  bladders.  If,  with 
the  end  of  the  sound,  we  examine  the  part  where 


ON  THE   BLADDER.  87 

we  experience  this  species  of  vibration,  we  find 
on  each  side  of  the  fleshy  pillar  which  produces 
ity  a  depression  which  is  sometimes  of  consider- 
able size,  and  into  which  the  point  of  the  sound 
passes ;  these  depressions  or  cells  are  necessarily 
produced  by  the  contraction  of  these  columnar 
Madders  upon  the  fluid  they  contain  :  the  mucous 
membrane  adhering  closely  to  the  kind  of  grating, 
which  is  formed  by  the  fleshy  bands  composing 
its  muscular  coat,  dips  down  where  it  is  not 
supported,  and  projects  where  the  muscular  fibres 
are  prominent  This,  although  a  natural  dispo- 
sition,  is  one  extremely  important  to  be  attended 
to  in  considering  the  operation  of  lithotrity ;  for 
when  the  muscular  coat  assumes  this  form  in  a 
very  powerful  manner,  the  simple  depressions  or 
cells  become  pouches  in  which  the  calculi  may 
be  lodged,  and  in  which,  moreover,  the  hooks  of 
the  forceps  of  an  unskilful,  careless,  or  unprac- 
tised operator  may  become  entangled. 

We  occasionally  perceive  with  the  sound  that 
some  bladders  do  not  preserve  a  regular  form 
during  their  contraction,  although  perfectly  regu- 
lar when  not  contracting;  the  sound  detects  a  space 
to  the  right  or  to  the  left,  whilst  the  space  on  the 
opposite  side  is  not  so  extensive.  The  contraction 
having  ceased,  this  irregularity  disappears.  On 
examination,  we  find  that  the  cause  of  this  dispo- 
sition arises  from  the  difference  in  some  bladders, 
with  regard  to  the  thickness  and  number  of  their 
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muscular  fibres,  which  being  unequally  distributed 
in  the  organ,  cause  the  greatest  contraction  in 
those  parts  where  they  are  in  the  greatest  num- 
ber; we  meet  with  thia  irregular  distribution  of 
the  muscular  fibres  more  particularly  in  those 
bladders  in  which  tlie  muscular  coat  is  arranged 
in  fasciculi,  and  this  adds  still  more  to  the  diffi- 
culties which  this  species  of  bladder  presents  to 
the  lithotritist. 

But  if  the  surgeon  who  examines  the  bladder 
discovers  its  different  contractions  with  the  recto- 
curvilinear  sound,  he  will  more  readily  perceive 
them  when,  having  introduced  the  lithotritic  for- 
ceps, he  tries  to  appreciate  the  different  sensations 
he  feels,  and  seeks  to  account  for  their  causes. 
In  fact  when  we  operate  with  the  three-branched 
forceps,  which  instrument  I  take  for  example 
because  it  is  more  generally  known  than  my  own 
instruments,  we  remark  the  following  circum- 
stances : — 

The  instrument  being  introduced  and  expanded 
in  a  bladder  naturally  capacious,  in  which  we  have 
injected  a  quantity  of  water  sufficient  to  distend 
it,  without  causing  its  contraction,  we  find  that  it 
can  be  moved  freely,  that  its  branches,  although 
projecting  nearly  two  inches  and  a  half  from  the 
tube,  may  be  carried  to  the  bottom  of  the  organ, 
and  may  be  brought  to  its  neck  in  an  extent  of 
half  an  inch,  so  that  we  can  easily  seize  any  cal- 
cuH  which  are  in  the  fundus ;  the  bladder  accord- 
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ing  to  its  degree  of  contractibility,  allows  the 
suigeon  to  seize  the  stones  two,  three  or  four 
times,  and  to  submit  them  to  be  perforated  or 
crushed  by  the  action  of  the  drill ;  but  afler  these 
manoeuvres,  which,  in  subjects  who  are  not  irrita- 
ble, are  accomplished  without  our  perceiving  any 
great  difference  in  the  capacity  of  the  bladder^  we 
find  that  the  instrument  can  no  longer  be  brought 
so  €ar  towards  the  neck,  that  the  stones  are  not  so 
easily  seized,  and  that  generally  they  are  in  a  more 
distant  part  of  the  organ.  If  the  surgeon  in- 
quires into  the  cause  of  this,  he  will  find  it  pro- 
duced by  the  circular  contraction  of  the  neck,  as 
well  as  by  that  of  the  anterior  fibres  of  the  leva- 
tor muscle. 

But  afler  a  short  time  the  movements,  which 
were  only  limited  from  the  fore  to  the  back  part 
(which  obliges  us  to  shorten  the  branches  of  the 
forceps),  become  limited  laterally;  the  instrument 
which  could  be  carried  to  the  right  or  to  the  lef^, 
is  kept  in  a  straight  position ;  it  is  compressed, 
and,  as  it  were,  surrounded  by  the  fundus  of  the 
bladder,  which  at  last  presses  upon  it  to  such  a 
il^ree,  that  if  the  operator  leaves  the  forceps  to 
itself,  he  will  see  the  handle  elevated  slowly  and 
alternately,  corresponding  to  the  alternate  move- 
ment of  contraction,  which,  although  permanent, 
experiences  different  degrees  in  its  force. 

If  the  surgeon  continues  his  endeavours  to  move 
the  instrument,  it  is  still  retained  with  the  same 
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force ;  if,  on  the  contrary,  he  remains  quiet,  the 
instrument  presently  becomes  free,  in*  the  same 
regular  manner  in  which  it  became  fixed  ;  it  can 
first  be  moved  laterally,  and  afterwards,  anteriorly 
and  posteriorly. 

Should  the  surgeon,  thinking  that  the  instru- 
ment has  thus  become  immoveable,  because  the 
bladder  does  not  contain  a  sufficient  quantity  of 
water,  inject  an  additional  quantity  through  the 
forceps,  the  contraction  and  immobility  of  the 
instrument  is  increased,  and  lasts  for  a  longer 
period. 

Now,  what  can  cause  this  immobility  of  the 
forceps  if  it  be  not  the  contraction  of  the  fundus 
in  its  antero-posterior  diameter,  and  also  laterally  ? 

If  the  surgeon  is  operating  in  a  bladder  which 
contains  a  number  of  fragments,  and  attempts  to 
close  his  forceps  during  these  contractions,  he 
will  find  that  it  is  frequently  impossible  to  do 
so,  notwithstanding  the  care  he  may  take  to 
raise  the  branches  of  his  forceps  in  order  to 
carry  them  from  the  fundus ;  he  is  often  unable 
to  close  them  without  taking  some  fragments, 
which  proves  that  the  fundus  is  elevated  during 
the  contractions,  since  it  brings  these  fragments 
within  the  instrument. 

In  some  patients  it  happens,  that  the  forceps, 
being  expanded  and  drawn  towards  the  neck  of 
the  bladder  to  seize  the  stones,  cannot  be  carried 
back  towards  the  posterior  part  of  the  organ. 
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but  is  retained  near  the  neck.  If  we  wish  to 
push  it  back  we  are  obliged  to  draw  the  branches 
together,  without  closing  them  completely ;  then 
the  forceps  passes  to  the  posterior  part  of  the 
bladder  with  facility.  When  the  branches,  drawn 
towards  the  neck,  are  thus  held  in  this  situation, 
the  forceps  is  nearly  motionless,  and  appears  placed 
in  a  pouch  anterior  to  the  bladder  itself. 

We  experience  this  sensation  still  more  fre* 
quently  when  the  forceps  is  charged  with  a  small 
stone,  or  with  a  fragment,  which  by  their  small 
dimensions  allow  the  branches  to  be  brought 
near  to  one  another ;  we  perceive  then,  but  only 
in  some  cased,  that  if  we  draw  these  branches 
towards  the  neck,  whether  inadvertently  or  in 
order  to  see  if  the  instrument  has  free  play  in  the 
interior  of  the  bladder,  we  cannot  carry  it  back 
again  into  the  organ  without  difficulty ;  wc  per- 
ceive that  the  slight  expansion  of  the  forceps 
gives  us  the  more  readily  this  sensation  of  two 
cavities,  one  anterior,  and  the  other  posterior,  se- 
parated from  each  other  by  a  membranous  sep- 
tum, and  this  sensation  is  felt  in  bladders  which, 
when  not  contracted,  appear  well  formed.  Now 
by  what  cause  can  this  phenomenon  be  produced, 
if  it  be  not  by  the  contraction  of  the  anterior  fibres 
of  the  levator  muscle,  to  which  we  have  already 
directed  the  attention,  and  which  raises  all  that 
portion  of  the  bladder  which  corresponds  to  the 
jHTostate,  and  to  the  extremity  of  the  anus  ?    This 
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part  of  the  organ  forms  behind  the  neck  a  cup, 
which  in  some  measure  lengthens  the  broad  part 
of  the  funnel  presented  by  the  prostatic  portion 
of  the  urethra,  and  also  forms  that  species  of  ca- 
Tity  of  which  we  are  speaking,  and  which  the 
surgeon  ought  to  be  acquainted  with  in  order  to 
avoid  being  entangled  in  it.* 

Let  us  now  return  to  the  examination  of  the 
bladder  on  the  dead  subject,  it  will  still  give  rise 
ta  some  considerations  of  great  importance,  for 
we  shall  consider  it  in  relation  to  a  straight  sound, 
a  curved  sound,  and  to  stones  of  different  dimen^ 
sions  and  different  shapes. 

We  remarked  at  the  commencement  of  the  exa- 
mination we  have  made,  that  if  a  straight  sound 
was  introduced  into  the  empty  bladder  of  a  dead 
subject,  the  point  of  this  sound  would  project  in 
the  centre  of  the  disk  which  the  organ  forms  behind 
the  pubis;  now  if  through  this  straight  sound  we 
inject  water  into  the  bladder  until  it  as  nearly  as 
possible  resembles  a  sphere,  we  see  that  the  sound 
traverses  the  organ  from  the  fore  to  the  back  part, 
so  that  it  may  be  considered  as  the  axis  of  the 


*  Examine  those  large  calculi  which  are  composed  of  two  lobes, 
one  anterior,  smaller^  the  other  posterior,  laiger.  The  circular  groore 
separating  these  two  lobes  is  produced  by  the  disposition  we  are 
here  alluding  to.  Might  we  not  almost  venture  to  say,  that  nature 
moulded  those  calculi  to  prove  the  existence  of  the  phenomenon  in 
question  f 
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sphere ;  there  is  below  the  sound  as  much  space 
as  above  it,  and  it  is  nearly  at  right  angles  with 
the  neck  and  the  surrounding  parts. 

If  we  wish  to  carry  the  extremity  of  the  sound 
io  different  directions  in  the  bladder,  in  order  to 
ascertain  what  parts  we  can  reach  with  facility ; 
we  find,  first,  that  it  is  impossible  to  touch  all  that 
part  which  immediately  surrounds  the  neck,  that 
to  reach  that  portion  where  the  fundus  begins  to 
be  horiz<Mital,  situated  about  an  inch  and  a  half 
below  the  neck,  we  must  raise  the  handle  of  the 
sound  considerably,  to  such  a  degree  as  to  place 
it  nearly  perpendicularly,  which  must  necessarily 
produce  considerable  depression  of  the  organs. 

If  we  do  not  wish  to  cause  this  depression^ 
which  would  be  too  painful  on  the  living  subject, 
we  then  find  that  the  point  of  tlie  sound  only 
attains  with  facility  the  horizontal  part  of  the 
fundus,  at  about  an  inch,  or  an  inch  and  a  half 
from  the  point  which  unites  this  portion  to  that 
flat  and  perpendicular  portion  surrounding  the 
neck*  From  this  disposition  it  results,  that  the 
sound  leaves  between  the  part  where  its  point 
touches,  and  the  neck  of  the  bladder,  a  consider- 
able space  in  which  stones  may  be  lodged ;  this 
space  is  larger  in  proportion  as  the  oval  depression 
which  we  mentioned  is  more  developed. 

We  find  that  between  this  point  where  the  ex- 
tremity of  the  sound  reaches  without  difficulty, 
and  the  point  where  the  posterior  part  of  the  blad* 
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der  becomes  perpendicular,  it  is  easier  to  depress 
the  sound  to  the  fundus,  the  further  the  point  we 
wish  to  reach  is  from  the  neck. 

If  we  direct  the  sound  to  the  right  or  to  the  left, 
the  spot  which  we  can  reach  laterally  is  much  fur- 
ther from  the  neck  than  when  we  carry  the  instru* 
ment  downwards.  There  are  two  ways  of  ac^ 
counting  for  this ;  the  first  is,  that  the  sides  of  the 
bladder  are  further  from  the  opening  of  the  neck 
than  the  inferior  part  of  the  organ  is,  and  the 
second,  that  the  thighs  limit  the  movement  of  the 
instrument ;  from  this  it  results  that  a  space  is  lef): 
between  that  point  to  which  the  sound  reaches 
laterally,  and  the  neck  of  the  bladder  in  which 
space  calculi  may  conceal  themselves. 

If  we  direct  the  extremity  of  the  sound  towards 
the  upper  part  of  the  organ,  we  find,  that  we  can, 
by  considerably  drawing  down  the  suspensory 
ligament  of  the  penis,  make  it  reach  as  high  or 
even  higher  than  the  sacro  lumbar  symphysis;  and 
if  we  imagine  the  fundus  of  the  organ  raised  by 
the  contraction  of  the  levator,  without  the  bladder 
being  diminished  in  its  diameter  by  the  contraction 
of  the  abdominal  muscles  and  diaphragm,  we  see 
that  by  directing  the  instrument  towards  the  sacro 
lumbar  symphysis,  the  forceps  charged  with  a 
stone  can  find  space  and  be  free  during  the  con- 
tractions. Tlie  knowledge  of  this  disposition  is  of 
the  greatest  importance,  for,  as  we  are  of);en 
obliged  to  relai^  our  hold  of  the  stones,  or  frag-- 
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ment8»  when  the  contractions  continue  for  a  length 
of  time,  we  must  not  only  know  the  parts  where  we 
can  separate  the  branches  of  the  forceps  to  accom- 
plish this  purpose,  but  must  also  know  that  part 
where  it  is  impossible  for  the  fundus  of  the  blad* 
der,  by  its  elevation,  to  bring  fragments  between 
the  open  forceps.  If,  instead  of  introducing  a 
simple  straight  sound  into  the  bladder,  we  pass  a 
three-branched  instrument,  and  make  the  branches 
project  about  two  inches  and  a  half  from  the  tube ; 
if  we  place  the  longest  and  the  shortest  branches 
inferiorly  and  on  a  horizontal  plane,  depressing 
the  extremities  of  these  branches  sufficiently  for 
them  to  be  in  contact  with  the  fundus,  we  shall 
perceive  first :  that  the  spot  where  the  branches 
]H'oject  from  the  external  tube  is  in  contact  with 
the  neck,  and  that  the  parietes  of  this  neck  project 
between  the  two  expanded  branches ;  secondly, 
that  the  hooks  of  these  two  branches,  carried  to  the 
fundus,  exactly  comprise  between  them  that  portion 
of  the  bladder  which  the  extremity  of  the  straight 
sound  reaches  with  facility ;  and  thirdly,  that  when 
we  raise  the  forceps  thus  expanded,  till  the  tube 
becomes  horizontal,  the  third  branch  of  the  in- 
strument being  carried  upwards,  approaches  nearer 
that  part  of  the  bladder  which  corresponds  to  the 
sacro  lumbar  symphysis,  the  more  this  part  is  de- 
pressed by  the  intestines  which  we  force  down 
upon  it,  in  order  to  imitate  the  effect  of  the  con- 
tractioa  of  the  abdominal  muscles  and  diapliragm^ 
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We  come  to  the  conclusions  then,  that  during 
the  operation,  we  must,  first :  avoid  pinching  the 
neck,  which  might  happen  if  care  be  not  taken  in 
manoeuvring,  and  if  the  good  construction  of  the 
instrument  does  not  prevent  it ;  secondly,  that  in 
common  cases,  if  the  stone  lies  at  that  spot  where 
the  extremity  of  a  straight  sound  reaches,  it  will 
be  easily  taken  between  the  two  branches  of  the 
instrument  placed  in  a  horizontal  direction ;  and 
thirdly,  that  during  the  contraction  of  the  abdo- 
minal mnscles  and  diaphragm,  which  by  their  ac- 
tion depress  the  upper  and  posterior  parts  of  the 
bladder,  the  hooked  extremity  of  the  superior 
branch  is  in  contact  with  that  part  of  the  organ, 
which  is  a  reason  why  we  should  be  doubly  cau- 
tious. All  these  facts  furnish  an  equal  number  of 
indications  to  the  lithotritist. 

Now,  if  instead  of  a  straight  instrument  we  in- 
troduce a  curved  sound  into  the  bladder,  we  shall 
find  that  its  point  is  directed  upwards  where  the 
stones  are  not  situated,  and  that  it  is  removed  from 
the  fundus  where  they  are  generally  found ;  this 
leads  us  to  the  natural  conclusion,  that  lithotrity 
cannot  be  properly  performed  with  instruments, 
presenting  a  curve  in  that  portion  of  them  which 
remains  in  the  canal  during  the  operation.* 


•  The  exclusion  of  curved  instruraenls  is  founded  on  the  iinpo». 
sibility  of  bhngiag  their  extremity  into  contact  with  the  fundus  of 
the  bladder  where  the  slonea  are  placed.     But  since  the  cui 
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In  order  to  continue  our  ezainination»  let  us  now 
place  some  stones  in  the  bladder,  and  consider  it 
in  relation  with  these  foreign  bodies.  If,  after 
having  laid  open  the  bladder  of  a  dead  subject  Ijring 
iiorizontalijy  so  as  to  give  the  fundus  a  form  similar 
to  that  it  possesses,  when  it  is  distended  with  ten 
ounces  of  water,  we  examine  which  is  the  lowest 
part  of  the  organ,  we  shall  find  that  it  is  at  nearly 
an  inch  and  a  quarter,  or  an  inch  and  a  half  from 
a  perpendicular  line  which  would  fall  level  with 
the  neck. 

If  we  let  any  round  body  drop  into  the  fundus, 
&x  instance  a  common  marble,  (a  child*s  play* 
thing,)  we  shall  see  it  roll  down  and  lie  exactly 
in  the  declivity  we  have  pointed  out.  If  we 
BMaaure^the  distance  from  the  neck  to  this  marble, 
which  we  suppose  to  be  six  lines  in  diameter,  we 
find  that  it  is  an  inch  and  a  half,  deducting  half 
the  diameter  of  the  marble,  which  makes  it  an 
inch  and  three  lines. 

If  now  we  consider  that  this  spot  where  the 


portkm,  when  h  ii  tmall,  can  be  deprfssed  upon  the  stone 
bf  briDging  this  partioo  to  m  horitontal  position,  it  foUowt  that  an 
mstnioieQC  coostnicted  on  the  principle  of  a  small  curvatare  may 
DDC  ooly  be  found  applicable,  but  may  in  many  cases  ofier  great  ad- 
fantagea.  That  portion  of  the  instrument,  however,  which,  during 
the  operation,  remains  in  the  csnal,  must  be  perfectly  straight.  This 
w3i  be  better  imderstood  after  having  read  Ibe  generaHtia  whidi 
fbt  dflMriplkm  of  the  iutrmneiita. 

H 
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marble  falls,  is  exactly  that  part  of  the  bladder 
where  the  point  of  the  straight  sound  reaches 
with  facility,  and  also  that  which  corresponds  to 
the  two  expanded  branches  of  the  forceps  en- 
closed in  a  straight  tube,  we  shall  conclude,  that 
it  is  just  at  this  spot  that  the  lithotritist  ougJU 
to  search  for  and  to  seize  a  small  stone,  for  in 
this  sittuUion  it  will  be  found  on  account  of  its 
roundness.  We  shall  arrive  at  this  conclusion  the 
more  readily  if  we  bear  in  mind  that  the  smaller 
the  stone  is,  the  further  it  is  situated  from  the 
neck  of  the  bladder,  and  consequently  more  exactly 
corresponds  to  that  spot  where  the  branches  are 
most  separated  from  each  other. 

Now,  if  instead  of  a  marble  of  six  hues  in 
diameter,  we  put  into  the  bladder  one  of  twelve 
lines,  we  shall  find  that  it  will  also  roll  to  the  lowest 
part,  and  that  its  distance  from  the  neck  will  be  an 
inch  and  a  half,  less  the  six  lines,  which  is  half  its 
diameter,  it  will  therefore  be  an  inch  from  the  neck, 
while  the  marble  of  six  lines  will  be  an  inch  and 
three  lines ;  now,  as  we  have  come  to  the  conclu- 
sion  that  the  stone  of  six  lines  in  diameter,  was, 
with  regard  to  its  distance  from  the  neck,  at  the 
exact  spot  where  the  two  branches  are  most  sepa- 
rated«  we  must  also  conclude  that  the  stone  of  an 
inch  in  diameter,  approaching  nearer  to  the  neck  on 
account  of  its  size,  will  not  be  so  easily  engaged 
between  the  expanded  branches ;  for,  if  on  the 
one  hand,  its  approaching  nearer  to  the  neck  makes 
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it  correspond  to  a  part  where  the  branches  are  less 
expanded,  on  the  other  side,  its  increased  size 
renders  this  want  of  space  still  more  perceptible. 

If  now  we  place  in  the  bladder  a  marble  of 
from  eighteen  to  twenty-four  lines  in  diameter, 
the  size  at  which  the  power  of  lithotrity  ceases 
for  round  stones,  and  above  which  we  ought  to 
give  up  all  hopes  of  destroying  calculi  of  this 
shape  by  these  means,  we  shall  find,  by  pro- 
ceeding in  the  same  way  as  with  the  others, 
that  the  distance  of  this  marble  from  the  neck  is 
only  nine  lines  in  the  first  case,  and  six  in  the 
second.  If  we  endeavour  to  seize  this  voluminous 
marble  of  from  eighteen  to  twenty-four  lines,  as 
we  did  the  others  between  the  two  expanded 
branches,  we  shall  find,  that  although  it  can  be 
embraced  by  the  branches  at  their  widest  point 
of  expansion,  it  cannot,  as  it  is  placed  in  the  blad- 
der, enter  between  them  ;  for,  on  account  of  its 
diameter,  it  is  too  near  the  neck,  and  nearly  cor- 
responds to  the  spot  where  the  two  branches  re- 
unite to  enter  into  the  tube  which  contains  them. 
Two  difficulties  then  prevent  our  accomplishing 
this  purpose  :  the  space  to  receive  the  marble  dimi- 
nishes in  proportion  as  the  marble  increases,  and 
in  order  to  seize  it  with  facility,  exactly  the  con- 
trary is  required. 

Let  us  bear  in  mind  this  disposition,  for  when 
we  speak  of  the  instruments,  we  shall  see  that  in 
order  to  seize  large  and  round  stones,  we  must 
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employ  a  mecbanism  quite  different  from  that 
which  consists  in  engaging  them  between  the  two 
branches  of  the  forceps  expanded  and  depressed 
upon  them^  as  we  described  in  the  three-branched 
instrument  properly  so  called. 

In  thus  employing  bodies  exactly  round,  we  see 
pretty  nearly  what  relations  exist  between  the 
bladder,  the  stones,  and  the  forceps  destined  to 
seize  them,  and  we  are  now  enabled  to  lay  down 
these  principles. 

First.  That  the  more  spherical  a  stone  is,  the  more 
immediately  it  becomes  placed  before  the  neck  of  the 
bladder,  and  consequently^  being  in  the  axis  of  the  in^ 
sttument,  is  more  easily  seized. 

Secondly.  That  the  smaller  a  round  stone  is,  the 
easier  it  is  seized,  since  its  small  size  keeps  it  at  a 
distance  from  the  neck,  and  consequently  it  is  at  the 
spot  where  the  branches  are  most  expanded. 

Do  not  let  us  forget,  however,  that  we  are  ex- 
amining these  relations  in  the  bladder  of  a  dead, 
but  healthy  subject,  which  always  presents  an  ab- 
solute capacity,  that  is  to  say,  which  does  not  alter 
from  contraction ;  for  we  must  not  imagine  that 
there  is  always  the  distance  we  have  mentioned 
between  the  neck  of  the  bladder  and  the  stones  : 
on  the  contrary,  it  is  seldom  the  case.  A  stone  of 
an  inch  in  diameter  is  mostly  found  quite  close  to 
the  neck,  and  consequently  is  seized  with  great 
difficulty,  since  the  lowest  point  of  the  fundus  is  at 
an  inch  and  a  half.    This  arises  not  only  from  the 
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of  the  organ,  and  from  the  diminution 
of  its  antero-posterior  diameter,  but  also  from  the 
absolute  size  of  the  bladder  diminishing  in  general, 
in  proportion  to  the  augmentation  in  the  size  of 
the  stone,  which  depends  upon  the  thickening  of 
the  coat  of  that  organ.  But  let  us  continue  our 
examination  on  the  dead  subject,  for  it  is  the  only 
means  we  have  of  speaking  to  the  eyesight :  when 
we  have  seen  what  takes  place  in  an  inert  bladder, 
we  shall  then  be  enabled  to  consider  it  under  the 
influence  of  contractility. 

We  have  examined  the  bladder  as  regards  its 
relation  with  round  stones,  let  us  now  consider 
what  are  its  relations  with  flat  ones. 

If  we  let  a  flat  stone  of  six  or  eight  lines  in  dia- 
meter, fall  into  the  organ,  we  shall  perceive  di- 
rectly that  this  stone  does  not  move  as  the  spheri« 
cal  one  did ;  that  it  remains  in  any  part  of  the 
fundus  in  which  we  place  it,  and  does  not  fall  into 
that  part  where  the  organ  has  its  greatest  declivity, 
that  spot  where  it  would  be  most  easily  laid  hold 
of  by  the  forceps.  We  remark  also,  that  even  if 
we  place  it  lengthwise,  and  resting  against  the 
sides  of  the  bladder,  it  remains  there  almost  as  if 
fixed ;  if  we  place  it  in  the  same  position  below 
the  neck  it  retains  its  place,  and  with  difficulty 
rolls  towards  the  lowest  part  of  the  organ. 

If  we  place  the  pelvis  of  the  subject  in  a  per- 
pendicular position,  and  lay  the  flat  stone  upon  the 
neck,  and  then  put  the  pelvis  in  the  horizontal  posi- 
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tion,  80  as  to  resemble  a  man  lying  on  his  back, 
we  shall  find  that  the  stone  quits  the  neck,  but  that 
it  does  not  descend  to  the  lowest  part  of  the  fun* 
dus,  but  remains  at  that  part  where  the  perpendi- 
cular portion  of  the  anterior  wall  of  the  bladder 
joins  the  horizontal  portion,  which  in  lithotrity 
ought  to  be  called  the  fundus.  Now  we  know 
that  it  is  diifficult  to  reach  this  spot  with  the  for- 
ceps, and  we  see  that  flat  stones  are  generally 
lodged  here,  but  we  see  also  that  if  the  stone  is 
small,  it  can  be  reached  by  the  recto- curvilinear 
sounds  and  that  by  the  means  it  can  be  easily 
moved. 

If  instead  of  a  flat  stone  of  six  lines,  we  put  in 
one  of  eighteen  or  twenty-four  lines,  we  find  that 
it  also  is  easily  placed  laterally  either  near  the  neck, 
or  far  back — we  can  make  it  lie  lengthwise,  resting 
against  the  sides  of  the  bladder ;  if,  however, 
having  simply  put  the  stone  into  the  organ,  we 
move  the  pelvis  several  times,  resembling  the  al- 
ternate motion  of  a  man  lying  down  and  getting 
up,  we  find  that  a  flat  stone  of  this  size  generally 
becomes  situated  in  such  a  manner  that  its  ante- 
rior edge  is  about  eight  or  ten  lines  from  the  neck, 
and  its  posterior  about  six  or  eight  from  the  most 
distant  part  of  the  bladder ;  if  we  endeavour  to 
move  it  from  this  situation,  we  find  some  difficulty 
in  doing  so,  on  account  of  its  lying  upon  its  flat 
surface,  and  this  difficulty  is  increased,  the  larger 
the  stone  is  ;    when    it  extends  two  inches  in 
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its  long  diameter,  its  extremities  generally  rest 
against  the  sides  of  the  bladder,  and  this  pre- 
vents its  being  moved. 

If  with  the  rccto-^urvilinear  sound  we  endeavour 
to  ascertain  what  will  be  the  feeling  given  to  us  by 
a  stone  of  this  nature  and  thus  situated,  we  shall 
find  it  will  give  us  the  sensation  of  a  large,  wide 
and  fixed  surface,  extending  from  the  neck  to  the 
fundus  of  the  organ. 

We,  however,  observe  that  the  recto^urviiinear 
sound  being  carried  to  the  most  distant  part  of 
the  stone,  and  its  point  brought  under  it,  can  in 
this  manner  be  brought  back  under  the  stone  even 
to  its  anterior  part,  and  can  raise  that  part  of  the 
stone  near  the  neck  of  the  bladder,  but  not  so  as 
to  turn  it  over,  which  would  be  of  the  greatest 
importance,  for  it  is  the  only  means  of  removing 
it  to  a  distance ;  this  turning  over  of  the  stone  is 
prevented,  by  the  fundus  on  which  it  rests  being 
too  horizontal ;  for  although  it  can  be  raised,  it 
is  not  to  a  sufficient  extent  to  allow  of  its  being 
placed  lengthwise,  in  which  position  it  must  be 
placed,  before  being  turned. 

If  we  attempt  to  turn  those  flat  stones  which  are 
less  than  twenty-four  lines  in  diameter,  we  find  that 
the  smallerthe  stone  is,  the  more  easily  this  is  done ; 
when,  however,  the  diameter  is  less  than  twelve 
lines,  it  is  performed  less  regularly,  on  account 
of  the  want  of  weight  in  the  stone,  and  the  greater 
relative  capacity  of  the  bladder,  and  consequently 
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ik^^  attobe,  a4^hougb  •  inisedv<  is  too  moveable,  Jtad 
canDoiiie  s&treadAjr  directed  by  the  sound. 

'  In  examining  the  relations  between  flat  stones 
and]  th^jtwat  expanded  branches  of  the  forceps, 
contained  in  a  straight  tube>  we  shall  find  that 
tisM]^  are  net  80  readSy  seized  as  the  round  ones. 
¥inti  dseiflat  stone,  when  small,  does  not  roUio  the 
lowectt  part  of  the  bladder,  and  therefore  is  rarely 
situated  in  the  axis  of  the  instrument ;  and  again, 
the  flat  storie,  when  larger,  is  hot  so  well  adapted 
to  be  received  in*  the  forceps  as  the  round ;  it  wants 
that  kind  of  dome,  which  renders  the  round  stone, 
although  of  a  large  size^  much  more  easy  to  lay 
hold  of  by  depressing  the  instrument  upon  it« 
We  see  th^t  the  branches  of  the  forceps  depre^ed 
upota  theflatstooc  do  not  embrace  it,  and  are  only 
applied  to  its  upper  surface;  we  can,  however, 
manage  to  seize  it,  by  passing  one  of  the  branches 
under  it,  but  to  do  this,  we  must  press  forcibly  on 
the  neck,  and  employ  a  manoeuvring,  impracticable 
on  the  living  subject. 

It  results  then,  from  what  we  have  just  said, 
that  flat  stones  are  not  so  easy  to  lay  hold  of  with 
the  forceps  destined  to  seize  them,  m  the  horizontal 
positiofti  as  round  ones;. 

first.  Because  they  are  not  so  easily  found  in 
the  axis  of  the  forceps,  especially  when  they  are 
smalL  Secondly,  Because  not  falling  to  the  lowest 
part  of  the  bladder,  they  are  more  likely  to  remain 
mthoseiisitaatioiis  which  we  have  painted  out,  as 
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bdog  beyond  the  reach  of  the  forceps.  Thirdly 
and  lastly.  Because  their  flat  form  is  not  so  favour- 
able, f<Mr  their  being  engaged  between  the  ex- 
panded branches  of  the  forceps  depressed  upon 
them* 

These  are  the  principal  observations  which  arise 
from  our  examination  of  the  relations  which  exist 
between  the  stones,  the  forceps,  and  the  bladder ; 
we  have  given  them  with  some  detail,  in  order  that 
the  mind  may  be  accustomed  to  analyse  all  the 
varieties  which  the  form  of  calculi  produces  in 
lithotrity. 

But  should  it  be  remarked  that  stones  are  not 
always  either  completely  round  or  absolutely  flat, 
as  those  employed  in  these  experiments,  we  reply, 
it  is  certainly  true,  but  in  order  to  express  our  ideas 
OQ  the  subject,  it  was  necessary  to  take  the  two 
extremes,  and  to  consider  the  stones  either  abso- 
lutely round,  or  absolutely  flat,  and  afterwards  to 
leave  it  to  the  discretion  of  the  surgeon  to  estimate 
what  influence  stones  of  any  intermediate  form 
may  have  with  regard  to  the  bladder  and  to  the 
Ibrceps. 

Id  fact,  if  we  put  out  of  the  question  the  very 
irregular  stones,  the  greater  number  we  meet 
with  are  of  a  flattened  oval  shape,  which  combines 
the  two  forms  we  have  mentioned,  and  which  we 
were  obliged  to  select  for  examples,  in  order 
to  make  ourselves  understood.  We  shall,  how- 
ever^ find,  under  the  article  stant^  that  there  are 
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some  calculi  which  are  absolutely  round  or  abso^ 
lutely  flat. 

Let  us  now  pass  to  a  very  important  subject. 

We  have  seen  that  the  spot  of  the  fundus, 
which  is  the  lowest  part  of  the  bladder,  has  a 
great  influence  on  the  degree  of  facility  with 
which  we  seize  the  stones,  whatever  may  be  their 
form ;  since  this  facility  is  in  direct  ratio  with 
the  space  between  the  stone  and  the  neck,  let  us 
see  if  this  space,  so  important  to  the  success  of  the 
operation,  can  be  increased.  If  instead  of  placing 
the  pelvis  in  the  horizontal  position,  we  raise  it 
a  few  degrees  only,  and  then  examine  what  may 
be  the  influence  on  a  marble  placed  in  the  bladder^ 
we  shall  find  that  this  marble  is  scarcely  moved  ; 
the  lowest  spot  of  the  bladder  not  being  of  a  great 
extent,  the  body  remains  there,  for  at  the  pos« 
terior  part  of  this  lowest  spot,  the  back  part  of 
the  bladder  becomes  too  suddenly  perpendicular 
for  the  fundus  to  be  much  modified  by  so  slight 
an  elevation  of  the  pelvis. 

In  order  then  to  alter  this  spot,  we  must  raise 
the  pelvis  still  more,  and  it  is  only  when  this 
elevation  has  reached  to  such  a  point  that  the 
axis  of  the  body  makes  an  angle  of  from  40  to 
45  degrees  with  the  horizon,  that  we  remark  the 
increased  facility  with  which  we  can  seize  the 
stone  from  the  alteration  in  this  spot. 

The  marble  then  rolls  towards  the  posterior 
part  of  the  bladder,  for  the  inclination  is  now  suf- 
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ficient  to  cause  that  part  which  corresponds  to  the 
centre  of  the  sacriun,  to  become  the  lowest  point 
of  the  organ. 

If  we  now  measure  the  distance  between  the 
neck  and  the  centre  of  this  lowest  part,  we  find  it 
two  inches  and  a  halt^  and  consequently  a  marble 
of  six  lines  rolls  at  two  inches  three  lines ;  a  mar- 
ble of  twelve  lines  rolls  at  two  inches;  and  a  mar- 
ble of  twenty-four  lines  rolls  at  an  inch  and  a  half. 
We  find  that  a  fiat  stone  of  small  diameter  be- 
comes better  placed,  with  regard  to  the  forceps ; 
that  a  flat  stone  of  large  diameter  is  easily  turned 
over,  since  by  moving  the  pelvis  it  is  no  longer 
situated  in  the  fundus  nearly  horizontally,  but 
that  like  the  pelvis  it  makes  with  the  horizon  an 
angle  of  45  degrees.  It  is  only  necessary  then 
to  make  it  turn  over  to  an  extent  of  45  degrees, 
in  order  to  place  it  lengthwise  or  perpendicu- 
larly, and  this  is  easily  accomplished  with  the 
sound. 

We  shall  see  in  the  sequel  what  great  advantage 
the  lithotritist  can  derive  from  this  elevation  of 
the  pelvis  to  an  angle  of  45  degrees,  when  he 
wishes  to  seize  stones  of  considerable  size.  We 
shall  see  that,  in  the  horizontal  position,  he  can 
only  accomplish  this  by  making  the  bladder  yield 
to  the  force  and  violence  of  his  manoeuvres,  while, 
in  the  position  inclined  to  the  degree  we  have  men- 
tioned, he  can  seize  the  stone  without  using  the 
slif^test  force,  which,  I  once  more  repeat,  ought 
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never  to  be  employed  in  any  of  the  manoeuvres  in 
lithotrity.  Lastly,  if,  when  the  pelvis  is  in  the 
horizontal  position,  we  put  into  the  bladder  some 
irregular  fragments  of  stone,  such  as  might  be  pro- 
duced by  the  action  of  the  instruments,  we  find  that 
these  fragments  roll  with  more  difficulty  towards 
the  lowest  part  of  the  bladder,  and  less  readily 
become  situated  in  the  axis  of  the  instrument, 
according  as  they  are  more  irregular,  and  accord* 
ing  as  their  irregularity  approaches  nearer  to  the 
flat  form,  or  presents  sharp  projections ;  we  see  that 
they  remain  readily  in  those  situations  where  the 
forceps  cannot  reach  them,  and  that  being  dis^ 
placed  from  the  lowest  part  of  the  organ,  they  have 
no  tendency  to  return  to  it. 

If,  whilst  the  fragments  are  thus  scattered  in 
the  fundus  of  the  bladder,  we  raise  the  pelvis 
to  an  angle  of  45  degrees,  we  find  that  many  of 
them  fall  to  that  part,  which  from  this  position 
becomes  the  lowest  spot :  but  that  many  which  are 
most  irregular  remain  in  those  spots  to  which  they 
have  become  slightly  adherent  by  their  asperities. 
If,  under  these  circumstances,  and  whilst  the 
pelvis  is  elevated  to  this  angle  of  45  degrees,  we 
give  a  shock  to  it  by  raising  the  table  on  which  it 
is  lying  a  few  inches  from  the  ground,  and  letting 
it  fall  again,  we  shall  find  that  all  the  fragments, 
however  flat,  and  however  irregular  they  may  be, 
fall  to  that  part  of  the  bladder  which  has  become 
the  lowest,  and  they  do  so  still  more  readily,  if 
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at  the  same  time  we  depress  this  portion  with 
the  recta-curvilinear  sound. 

If  we  DOW  replace  the  pelvis  in  the  horizontal 
position,  ail  these  firagments,  by  a  movement  from 
the  back  to  the  front  part,  become  situated  in  that 
part  of  the  bladder  which  is  naturally  the  lowest, 
that  is  to  say,  that  which  results  from  the  hori- 
zontal position,  and  which  we  know  is  the  spot 
where  the  branches  of  the  forceps  contained  in  a 
straight  tube  are  furthest  separated.  From  what 
has  been  said,  we  may  now  lay  down  these  impor- 
tant rules: 

first,  TTiot  it  is  extremely  advantageous  to  raise 
the  pelvis  to  an  angle  of  foriy^Jive  degrees^  in  order  to 
sdze  a  round  stone  of  an  inch  in  diameter  with  gentle- 
mess  to  the  organ^  hut  thai  it  is  absolutely  necessary 
tosh  sOf  in  order  to  seize  one  of  from  eighteen  to 
twenty-four  lines. 

Secondly,  That  this  elevation  is  necessary^  in  order 
to  seize  flat  stones^  in  direct  ratio  to  their  size. 

Thirdly,  That  in  order  to  seize  the  fragments  of  a 
stone  with  ease,  this  elevation  is  very  serviceable  for 
coileeting  tftem  in  that  part  of  the  organ  most  distant 
from  the  neck^  and  that  it  is  often  necessary  to  add  to 
these  means,  shocks  given  to  the  pelvis,  in  order  to 
become  master  of  the  most  irregular  of  these  frag- 
ments with  facility. 

Fourthly,  To  seize  a  stone  less  than  an  inch  in 
diameter,  the  elevation  of  the  pelvis  is  unnecessary, 
may  be  disadvantageous^  since  in  the  horizontal 
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position  a  stone  of  this  size  is  naturally  in  relatiott 
with  the  two  expanded  branches  cofUained  in  a  straight 
tube. 

To  give,  in  the  last  place,  some  further  idea  of 
the  advantages  of  the  elevation  of  the  pelvis  to 
45  degrees,  we  may  remark,  that  during  this 
elevation  the  intestines  no  longer  press  their 
weight  upon  the  upper  and  back  part  of  the  blad- 
der; this  induces  us  to  employ  these  means  in 
order  to  diminish  or  put  a  stop  to  the  too  violent 
contractions  of  the  organ,  since  this  position  de* 
prives,  or  at  least  lessens,  the  influence  of  one  of 
the  most  powerful  auxiliaries  which  add  to  its 
contraction. 

In  the  disposal  of  our  means,  as  far  as  regards 
the  position  of  the  patient,  it  will  be  seen  how  wq 
perform  all  the  indications  which  are  only  sug- 
gested by  common  sense. 

.  Such  are  the  dispositions  connected  with  the 
urinary  organs,  the  knowledge  of  which  may  lead 
us  to  a  successful  application  of  mechanical  power 
to  destroy  vesical  calculi.  When  well  studied, 
and  well  understood,  the  intention  and  nature  of 
our  labours  will  be  more  exactly  appreciated. 
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When  calculous  patients  were  treated  by  litho- 
tomy, it  was  customary  to  conceal  from  them  the 
disease  with  which  they  were  attacked ;  if  the 
surgeon  found  a  stone  in  a  healthy  subject,  who 
suffered  but  little,  he  avoided  telling  him,  and 
awaited  till  his  suffering,  becoming  extreme, 
obb'ged  him  to  make  the  melancholy  communica- 
tion. But  now,  that  we  are  acquainted  with  the 
art  of  lithotrity,  the  simplicity  of  which  is  the 
greater  the  earlier  it  is  performed,  it  must  be 
evident,  that  it  is  not  only  advantageous  that  the 
patient  should  be  early  acquainted  with  the  nature 
of  his  complaint,  but  also  in  order  that  lithotrity 
may  afford  all  the  advantages  possible  to  mankind, 
it  would  be  of  great  service  if  the  first  symptoms 
of  stone  were  so  well  known,  that  a  patient  could 
not  remain  long  in  a  deceitful  state  of  security 
with  all  the  inconveniences  which  this  disease 
produces  at  its  commencement. 
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It  is  then  with  the  express  intention  of  making 
the  knowledge  of  these  symptoms  more  general, 
that  I  give  a  rapid  sketch  of  their  nature  before  I 
proceed  to  the  consideration  of  vesical  calculi. 
This  sketch  will  be  more  carefully  deduced  from 
the  causes  which  produce  the  symptoms,  and  ar- 
ranged more  methodically  than  has  hitherto  been 
done ;  so  that  by  this  means  it  will  be  rendered 
more  easy  to  detect  them,  and  consequently  I 
shall  arrive  with  more  certainty  at  the  end  I  wish 
to  accomplish. 

An  Account  ofthejirst  Symptoms  of  Calculus. 

When,  from  some  circumstance  or  other,  there 
is  a  foreign  body  lodged  in  the  bladder,  and  it 
remains  there  a  short  time,  the  salts  contained  in 
the  urine  are  deposited  around  it,  covering  it  more 
or  less  rapidly,  and  thus  forming  those  concre- 
tions which  vary  in  size,  and  are  named  vesical 
calculi. 

It  is  necessary  then,  for  the  formation  of  these 
stones,  that  there  should  be  some  substance  in 
the  bladder  around  which  these  salts  may  be 
deposited. 

Now,  these  bodies  are  found  in  the  bladder, 
either  from  being  introduced  through  the  urethra, 
or  from  having  penetrated  through  its  parietes,  or 
they  may  have  been  formed  in  its  interior,  or, 
lastly,  they  may  have  been  formed  in  the  kid- 
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nies,  and  may  have  descended  into  the  bladder 
through  the  ureter. 

Thus  there  have  been  found  to  form  the  nuclei 
of  stones,  peas,  beans,  the  end  of  tobacco-pipes^ 
pieces  of  sounds,  pins,  the  teeth  of  combs,  &c. 
&C.,  which  had  been  introduced  through  the 
urethra.  Some  have  been  found  having  for  their 
centre,  shots,  and  even  bullets,  which  have  entered 
the  cavity  of  the  organ  through  its  parictes;* 
others  are  formed  at  first  by  layers  of  lithic 
matter  Q^^j  stone\  deposited  round  a  clot  of 
blood,  a  little  fibrin,  or  a  collection  of  mucus  se» 
cretcd  from  the  lining  membrane ;  others  have 
occasionally  for  nuclei  other  stones,  extremely 


*  There  is  another  manner,  in  which  foreign  bodies,  by  piercing 
the  dviies,  &11  into  the  bladder.  I  am  here  alluding  to  certain 
suhstances  which,  having  been  swallowed,  penetrate  throi^h  the 
parietes  of  the  intestines,  and  traverse  the  tissues  in  every  direction, 
tiU  they  come  to  tlie  skin,  through  which  they  pass  out,  or  meet 
with  some  hollow  organ,  into  which  they  fall. 

M.  Civiak  has  emitted,  on  this  subject,  a  singular  opinion  : 
he  thinks  that  these  substances  change  their  place,  and  pass  from 
the  stomach  to  the  bladder,  by  following  the  circulation. 

Tfab  gentleman  having  printed  the  ingenious  supposition  to 
which  thb  phenomenon  gave  rise,  I  cannot  do  better  than  quote 
it  from  his  work  : 

**  Les  memoires  de  la  Society  d*£dlnbourg  cgntiennent  des 
ezempks  dans  lesqnels  des  aiguilles  avalees  auroient  M  trouv^ 
dans  le  vevie.  An  rapport  de  Pouteau,  des  haricots  blancs  auraient 
aiHsi  ffmk  de  Testomac  dans  la  poche  \irinairc,  &c.  Si  ksfaiit 
nppoiih  90ui  etmitf  em  eorp$  iuivenUiU  k  torreni  d$  la  ctrmAi- 
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small,  cotttmonly  known  by  the  name  of  gravel, 
which, '  formed  in  the  kidnies,  have  descended 
through  the  ureters  into  the  bladder,  where  they 
have  given  rise  to  the  formation  of  larger  calculi ; 
for  their  size  prevents  their  being  expelled  through 
the  urethra  as  soon  as  they  fall  into  the  cavity  of 
the  organ. 

Of  all  vesical  calculi,  those  which  have  gravel 
for  their  base  are  by  far  the  most  numerous,  since 
out  of  twenty  stones  there  will  probably  be  nine- 
teen with  gravel  in  their  centre.  We  must,  there* 
fore,  particularly  study  the  sensations  which  ac* 
company  this  most  frequent  mode  of  the  forma- 
tion of  calculi,  and,  in  order  to  know  these 
sensations,  we  shall  examine  the  symptoms  pro- 
duced by  the  gravel  in  its  formation  in  the  kid- 
nies,  in  its  descent  from  the  kidnies  to  the  blad- 


furnT'* — (NouveUes  Considerations  sur  les  R^nUons  d*Urine, 
1823,  page  115.) 

It  is  yeiy  evident  that  French  beans  which  have  been  swallowed 
cannot  fall  into  the  bladder  by  piercing  the  tissues,  as  needles  or 
pins  might  do ;  if  beans  have  been  found  in  that  organ  they  must 
hsLve  been  introduced  throi:^h  the  urethra,  with  intentions  which 
the  patient  seldom  owns. 

*  ''  The  memoirs  of  the  Society  of  Edinburgh  give  instances  of  swal- 
lowed needles  having  been  discovered  in  the  bladder ;  according  to  the 
statements  of  Pouteau,  French  beans  must  also  have  passed  from  the 
stomach  to  the  urinarj^  organ,  &c  IfthefacU  related  are  correciy  do  not 
these  bodies  follow  the  course  qf  the  oirculatum  9 — (Nouvelles  Considtetionfl 
sur  les  Retentions  d*Urine,  page  115,  1823.) 
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der,  by  its  remaining  in  the  bladder,  and  by  en- 
larging in  this  organ  ;  so  that,  in  this  manner,  we 
shall  have  the  precursory  symptoms  of  the  stone, 
and  the  first  symptoms  of  the  presence  of  this 
fiireign  body  in  the  bladder. 

Medical  science  has  not  yet  resolved  the 
important  question  of  what  can  cause  this  parti- 
cular disposition,  the  effect  of  which  is  to  sepa- 
rate from  the  urine  that  red  or  white  powder  found 
in  the  water  of  some  individuals,  which  is  depo* 
sited  at  the  bottom  of  the  vessel,  sometimes  in  the 
shape  of  small  round  or  sharp  grains,  and,  at 
other  times,  in  the  form  of  extremely  fine  powder. 
But  if  medicine  has  not  yet  discovered  the  chemi- 
cal process  which  Nature  uses  in  the  formation  of 
this  gravel,  dissection  has  taught  os  that  the 
kidnies  are  the  part  where  it  is  formed — ^that 
from  the  kidnies  it  descends  into  the  bladder 
through  the  narrow  canal  which  conveys  the 
urine  from  these  bodies — and  from  that  organ, 
finally,  it  is  expelled  with  the  urine.  Such  is  the 
situation  in  which  the  gravel  is  formed,  and  such 
is  its  passage. 

Dt  may  readily  be  conceived  that,  when  this 
gncvel  is  in  a  state  of  powder,  it  may  pass  through 
diis  route  without  the  patient  suffering  much  ;  and 
thus,  we  see  many  persons  void  this  powder  with- 
out Ha  passage  giving  them  the  least  pain. 

But  if,  instead  of  being  thus  fine,  the  gravel 
tcavenes  these  passages  in  a  gritty  state,  it  then 

i2 
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cttuses  great  pain/ and  this  is  proportionate  to  the 
size  of  the  gravel,  the  nature  of  which  changes  ac* 
cording  as  it  remains  in  the  kidnies^in  the  different 
parts  of  the  ureters,  in  the  bladder,  or  in  the  urethra. 

When  the  gravel  is  in  one  of  the  kidnies,  the 
patient  has  the  feeling  of  being  fatigued ;  he  ex- 
periences a  numb  deep-seated  pain,  sometimes 
shooting  along  one  side  of  the  spine  Just  below  the  ribs  ; 
this  pain  extends  to  the  upper  part  of  the  hip,  it 
ceases,  and  again  is  apparent  upon  some  excess  of 
diet;  it  is  sometimes  accompanied  with  i^ewer, 
with  a  sensation  of  fulness,  of  heat  and  throbbing, 
a  sensation  which  is  deep  seated.  Occasionally, 
but  very  rarely,  there  are  calculi  in  the  kidnies 
without  any  of  these  symptoms. 

When  the  gravel  is  lodged  in  the  upper  part  of 
the  ureter,  just  as  it  begins  to  distend  this  pas- 
sage, the  pains  become  more  severe,  they  are 
more  acute,  and  last  longer;  according  as  the 
gravel  descends,  they  are  felt  lower  and  lower ; 
they  extend  all  along  the  side ;  when  the  gravel 
reaches  the  middle  of  the  ureter,  the  pain  is 
most  severe,  which  the  patient  describes  as  shoot* 
ing  deep  down  to  one  or  other  groin,  and  often 
along  the  whole  inner  side  of  the  thigh.  Some- 
times gravel  of  considerable  size  passes  through 
the  urethra  without  the  patient  having  these 
acute  sensations  ;  but  at  other  times  it  is  accom- 
panied with  most  excruciating  pain,  vomiting,  hic- 
coughing, febrile  symptoms,  and,  lastly,  colicky 
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pains,  known  by  the  name  of  nephritic  (n^,  the 
kidney). 

The  gravel  remaining  in  the  kidney,  or  ureter, 
sometimes  gives  a  peculiar  character  to  the  urine  | 
commonly  during  the  violent  pains  it  is  white, 
and  often  very  abundant,  slightly  mucous,  some* 
times  purifomi,  and,  lastly,  at  other  times  it  is 
voided  tinged  with  blood. 

When  the  gravel  reaches  the  bladder,  the  mo- 
ment when  it  escapes  from  the  ureter,  there  is 
occasionally  a  sensation  of  laceration,  or  that  of 
a  body  falling  into  the  organ  ;  sometimes  hemor* 
rhage  takes  place  to  some  extent,  from  the  lace- 
ration of  the  edges  of  the  extremity  of  the  ureter 
which  opens  into  the  bladder ;  the  patient  feels 
himself  instantly  relieved  from  all  the  pain  which 
was  caused  by  the  gravel  when  in  the  ureter,  and 
if  it  be  sufficiently  small  to  pass  through  the  urethra 
with  facility,  it  often  happens  that  it  is  carried 
along  with  the  stream  of  urine  when  this  fluid  is 
expelled,  and  he  feels  no  more  pain  ;  but  if  the 
gravel  be  large,  or  if,  although  small,  the  neck  of 
the  bladder  rebels  upon  its  approach,  and  by  its 
contraction  prevents  its  passing,  then  the  gravel 
increases  to  calculi,  or,  what  is  not  uncommon^ 
there  are  calculi  and  gravel  at  the  same  time  in 
the  organ ;  other  symptoms  now  arise,  caused  by 
the  presence  of  gravel,  which,  as  it  cannot  be 
expelled,  is  now  called  stone. 
As  soon  as  there  is  a  stone  in  the  bladder,  the 


118  FIRST   SYMPTOMS 

first  symptom  it  produces  is  that  of  derangement 
in  the  expulsion  of  urine  ;  obeying  the  laws  of 
gravity  it  continually  falls  towards  the  lowest  part 
of  the  bladder,  and  as  the  neck  becomes,  from  its 
perpendicular  position,  this  lowest  part,  it  follows 
that  when  the  patient  makes  water  whilst  standing 
up,  the  stream  will  suddenly  stop,  will  again  flow, 
and  again  stop,  until  the  bladder  is  emptied.  The 
alternate  presence  of  the  stone  will  explain  the 
reason  of  this  interruption,  its  resting  upon  the 
neck  without  entering,  stops  this  opening  more  or 
less  completely,  according  to  its  position.  Thus 
the  first  symptom  indicative  of  a  stone  in  the 
bladder,  is  the  more  or  less  complete  interruption  in 
the  stream  of  urine  during  its  expulsion^  which  arises 
entirely  from  a  mechanical  cause* 

But  the  gravel,  by  its  continued  presence  in  the 
bladder,  gives  rise  to  a  peculiar  sensation,  which 
we  are  now  going  to  describe. 

We  know  that  when  the  bladder  contains 
urine,  the  gravel  must  have  free  motion,  and  must 
obey  the  impulse  given  to  it  in  the  different 
movements  of  the  body ;  now  this  moving  is  per- 
ceived by  the  patient,  but  not  generally  felt  in  the 
cavity  of  the  organ  where  it  takes  place.  The 
calculus  when  small,  obeying  the  laws  of  gravity, 
always  falls  to  the  lowest  part  of  the  organ,  but 
as  on  the  other  hand,  it  is  as  it  were  suspended 
in  the  urine,  which  has  always  a  sufiicient  degree 
of  density,  it  follows  that  whilst  the  patient  is 
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walkings  that  little  body  is  always  moving,  and 
that  it  continually  rolls  and  bounds  about  in  the 
oi^gan,  alternately  striking  against  the  neck  with 
a  d^^ree  of  force  proportionate  to  the  shock 
given  to  the  whole  body :  this  shock,  experienced 
by  the  neck  of  the  bladder,  is  sometimes  felt  in 
the  anus,  but  more  commonly  along  the  whole 
canal,  and  particularly  at  the  extremity  of  the 
penis — the  part  where  the  patient  feels,  especially 
if  he  makes  a  false  step,  a  sudden  shooting  sensa- 
tion, which  sometimes  is  only  a  momentary  tick- 
ling, but  at  other  times  amounts  to  an  acute 
burning  sensation. 

This  peculiar  sensation  at  the  end  of  the  penis, 
at  first  remains  only  for  a  moment,  but  afterwards 
becomes  more  permanent ;  whether  it  is  that  the 
bladder  being  emptied,  allows  the  calculus  to 
remain  in  contact  with  the  neck  which  it  stimu- 
lates, or  whether  it  is  that  the  stone  becomes 
heavier,  and  does  not  so  readily  quit  tliis  part  of 
the  organ,  the  constantly-aroused  sensibility  of 
which  gives  the  patient  a  continual  desire  to  void 
his  water,  although  the  bladder  contains  but  little 
fluid. 

Thus  the  second  symptom  indicative  of  the  pre- 
sence of  stone  in  the  bladder,  consUts  in  a  sensation 
of  tingling  or  shooting  at  the  extremity  of  the  penis^ 
Vfhich  is  not  permanent,  but  esists  at  intervals  both 
during  and  between  the  periods  ofmakitig  water. 

Tbeie  are  the  two  first  symptoms  which  occur 
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in  the  greater  number  of  cases  at  the  commence- 
ment'  of  stone :  the  patient  ought  then  to  take  the 
advice  given  him,  and  undergo  the  operation  of  litho- 
trity,  which  would  then  always  be  followed  with 
success,  for  the  stone  being  still  small  may  be  des- 
troyed in  a  few  seconds,  and  the  bladder  being  still 
healthy  J  allows  the  instruments  to  be  ea^nded  in  it, 
which  process^  when  well  performed,  ought  never  to 
cause  any  pain. 

From  the  moment  there  is  a  stone  in  the  blad- 
der, it  continues  to  increase  by  successive  layers  of 
the  salts,  which  are  always  held  in  suspension  in  the 
urine ;  sometimes  it  rapidly  acquires  a  consider- 
able size,  at  other  times  it  only  enlarges  slowly : 
this  difference  arises  from  the  nature  of  the  salts 
of  which  it  is  composed,  and  the  pecuUar  dispo- 
sition of  the  patient.  When  there  are  several 
stones,  they  do  not  in  general  become  so  large : 
this  arises  from  their  being  in  contact,  and  rolling 
one  against  another,  which  impedes  the  deposition 
of  the  lithic  layers. 

But  if,  on  the  one  hand,  the  stone  increases,  the 
organ  which  contains  it  soon  becomes  diseased, 
and  then  arise  a  train  of  symptoms,  which  become 
more  and  more  severe,  and  which,  according  as 
they  proceed,  render  the  chances  of  the  patient 
being  cured  by  these  means  more  doubtful. 

Walking  soon  becomes  painful,  the  desire  to 
void  the  urine  is  very  frequent,  it  becomes  more 
and  more  acute,  and  so  imperative  that  it  must  be 
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complied  with  immediately.  The  patient  feels 
himself  obliged  to  obey  ;  the  urine  does  not  flow  ; 
the  desire  still  continues ;  a  little  escapes  ;  it  again 
stops  ;  a  state  of  anxiety  arises ;  the  pain  is  more 
acute ;  it  is  again  allayed ;  the  patient  again  at* 
tempts,  and  by  degrees  at  last  succeeds  in  nearly 
emptying  his  bladder^  and  thus  purchases  a  mo- 
mentary calm,  by  painful  efforts  which  will  soon 
again  be  required. 

It  is  in  this  alternate  state  of  calm  and  suffering 
that  the  calculous  patient  lives,  continually  striv- 
ing  against  the  obstacle  which  opposes  the  flow  of 
his  urine  ;  he  is  in  constant  apprehension  from  the 
suflfering  he  has  already  had,  and  which  he  knows 
will  not  fail  to  return ;  his  disease  is,  by  its  nature, 
always  increasing  and  never  diminishing ;  he  has 
not  the  consolation  of  another  patient,  for  he  can- 
not like  him  hope  for  a  spontaneous  cure. 

But  if  the  anxiety  of  the  patient  increases 
under  the  influence  of  the  pain  he  feels,  it  in- 
creases still  more  from  the  attacks  the  organ  con- 
taining the  stone  suffers,  and  those  which  are 
injuring  his  constitution. 

The  bladder,  which  was  at  first  healthy,  dila- 
table, and  not  very  irritable,  gradually,  and  day 
by  day,  loses  this  desirable  state ;  the  internal 
membrane  becomes  irritated ;  it  inflames,  and 
secretes  mucus  at  first  similar  to  the  white  of  egg, 
but  which  becomes  more  yellow,  of  greater  con- 
ustency,  and  loaded  with  a  puriform  matter ;  the 
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sensibility  of  the  organ  is  increased;  it  rebels 
against  the  presence  of  urine,  which  being  frer 
quently  passed  without  the  desire  of  the  patient^ 
leaves  the  organ  nearly  empty,  to  which  at  last 
it  becomes  habituated.  Its  parietes  are  then 
in  constant  contact  with  the  stone,  the  sensi- 
bility still  increases,  and  at  last  the  organ  is 
altered  in  its  tissues,  which  become  thickened* 
and  its  veins  varicose,  the  glands  connected  with 
it  enlarged  and  tumefied,  and  the  lining  membrane 
soft  fungous,  hemorrhagic,  and  sensitive.  From 
this  it  results,  that  the  patient  who  has  neglected 
having  the  stone  broken  down  when  he  was  in  a 
fit  state,  finds  his  sole  refuge  in  lithotomy,  the 
bladder  being  contracted,  and  the  stone  increased 
in  size — two  circumstances  which  prevent  his  cure 
by  lithotrity. 

The  pains  at  last  become  so  acute,  and  unre- 
mitting in  the  organs  composing  the  urinary  sys- 
tem, that  other  organs  soon  become  affected  :  the 
skin  assumes  a  yellow,  earthy  tint,  a  slow  fever 
attacks  the  patient,  a  urinary  smell  exhales  from 
him,  digestion  is  impaired,  and  the  general  sensi- 
bility is  increased,  his  breathing  becomes  affected, 
and  the  unhappy  sufferer  falls  a  prey  to  the  most 
excruciating  sufferings,  vainly  calling  to  his  re- 
lief lithotomy,  which  he  has  rejected  till  it  is  too 
late  to  perform  it  without  the  risk  of  his  expiring 
during  the  operation. 

Thus  terminates  the  existence  of  the  man  at^ 
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tacked  with  stone,  who,  yielding  to  a  foolish  fear, 
allows  the  disease  to  increase,  when  it  would  be 
so  easy  to  cure  it  at  its  commencement,  by  means 
which  are  as  simple  as  they  are  devoid  of  pain  and 
danger. 

Such  are  the  primitive  symptoms  of  stone,  and 
such  are  the  consequences  of  the  disease,  when 
n^ected.  May  the  rapid  picture  I  have  just 
drawn,  give  those  who  are  suffering  under  it  a 
salutary  warning  against  its  fatal  termination  ! 

Now  that  we  are  acquainted  with  the  manner 
in  which  calculi  are  formed,  and  know  the  symp- 
toms they  produce  when  they  first  exist,  let  us 
study  them  in  their  relations  with  lithotrity. 
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•  Such,  then,  is  a  general  description  of  the  first 
symptoms  of  stone.  Their  exposition  will  lead  us 
to  many  considerations  on  the  difference  which 
some  of  their  physical  properties  cause  in  the 
nature  of  these  symptoms.  Since  a  knowledge  of 
these  physical  conditions  is  very  useful  to  the 
surgeon  lithotrotist,  it  will  be  of  service  to  de- 
scribe the  symptoms  which  they  cause. 

Small  calculi  passing  from  the  kidnies  to  the 
bladder,  are,  as  we  know,  composed  of  different 
salts  :  but  among  these  salts  there  are  two  so  pre- 
dominant, that  they  form  alone  nearly  nine-tenths 
of  the  gravel.  These  salts,  which  are  the  uric 
acid,  and  the  mixed  phosphates,  are  those  to  which 
we  shall  now  direct  our  attention.* 

*  I  must  here  make  an  important  remark,  and  without  which  I 
should  not  be  thoroughly  understood.  Although  I  make  use  of  two 
chemical  terms  to  distinguish  the  gravel,  I  have  no  intention  to  take 
notice  of  their  chemical  composition.    I  select  the  gravel  of  urio 
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The  S3rinptoiiis  produced  by  gravel  composed 
of  uric  acid,  and  those  resulting  from  gravel  of 
the  mixed  phosphates,  present  some  differences 
worthy  of  remark. 

When  they  are  similar  in  shape,  and  of  the  size 
of  from  three  to  six  or  eight  lines  in  diameter,  (a 
size  at  which  we  may  still  consider  them  as  simple 
gravel,)  these  two  species  do  not  produce  the  same 
effect  in  the  organ,  the  sensibility  and  contrac- 
tility of  which  re-act  differently  under  different 
impressions. 

The  smooth  and  hard  uric  acid  gravel  moves 


acid,  and  the  mixed  phosphates,  for  examples,  only  bebause  the 
physical  properties  1  am  speaking  of,  are  dereloped  in  a  greater 
degree  in  giwrel  oomposed  of  theie  two  salts :  the  gravel  of  uric  acid 
i»  smooth  and  dry,  that  of  die  mixed  phosphates  is  heavy,  spongy, 
and  presents  those  little  sharp  crystals,  which  render  it  so  adhering, 
and  so  liable  to  be  retained  in  the  neck  of  the  bladder  when  it  is 
once  surrounded  by  it.  These  are  the  physical  properties  gene- 
rally characteristic  of  gravel  composed  of  these  two  salts ;  but  gravel 
of  uric  acid  may  be  spongy  and  crumbling,  especially  when  it  is 
not  quite  pure ;  and  gravel  of  the  mixed  phosphates  may  also  be 
polished,  and  not  spongy,  it,  in  the  same  manner,  it  is  not  quite 
pure :  for  example,  gravel  of  lithate  of  ammonia  sometimes  presents 
this  character  of  sharp  irregularities,  which  render  it  so  injurious  to 
die  bladder ;  the  oxalate  of  lime  also  presents  these  points,  which  are 
sometimes  very  sharp,  but  not  so  distressing;  the  proof  is,  that 
gravel  of  oxalate  of  lime  aeldom  produces  such  severe  symptoms  as 
are  caused  by  the  triple  phosphates  with  their  sharp  needle-Iike  pro- 
jections. Thus  all  gravel  that  is  spongy,  crumbling,  and  rough,  will 
be  distreiung  to  the  organ,  whilst  the  smooth  and  dry  gravel  will  be 
audi  less  so.  This  it  sufficiently  pointed  out  in  my  work,  which  ren- 
den  il  aiiiiiMiMMj  for  me  lo  say  anything  further  upon  the  subject. 
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freely  in  the  bladder,  it  falls  into  tiie  neck,  ivfaich 
it  instantly  blocks  up  during  the  expulsion  of  the 
urine :  but  being  moveable  and  rolling  about,  it 
seldom  remains  in  this  position ;  it  either  bounds 
away,  to  return  instantly,  or  its  sturface^  which 
is  most  commonly  polished,  allows  it,  when 
placed  in  the  funnel  of  the  neck,  to  be  forced 
out  by  the  contraction  of  this  part,  which  thus 
Expels  it  by  giving  it  a  sliding  movement; 
in  this  case,  the  irregularity  which  is  caused 
in  the  stream  of  urine,  is  generally  only  in* 
stantaneous :  for  as  it  is  often  forced  away,  and 
again  returns,  the  patient  feels  the  attacks  more 
frequently,  but  they  are  most  commonly  only 
of  short  duration.  The  uric  acid  gravdl^  which 
is  dry,  and  of  a  density,  but  little  greater  than 
the  fluid  which  surrounds  it,  rebounds  about 
the  neck,  against  which  it  strikes,  either  in  the 
motions  of  the  whole  body,  or  during  the  expul- 
sion of  the  urine ;  whence  it  is  that  the  sensation 
of  tickling  or  pinching  at  the  end  of  the  penis  is 
generally  felt  by  those  patients  who  have  red 
gravel  of  uric  acid  in  their  bladder,  that  this  sen- 
sation is  more  severe,  more  sudden,  and  unex* 
pected,  and  also  that  the  stream  of  water  is  more 
frequently  interrupted,  but  only  for  a  short  time. 
Gravel  composed  of  mixed  phosphates  is  gene- 
rally impregnated  with  the  fluid  which  contains  it; 
it  is  softer,  and  heavier,  and  is  most  commonly 
round ;  its  surface  is  rough  and  uneven,  and  its 
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pbyncal  pit^erties,  so  different  from  those  of  uric 
acid  gravel,  considerably  influence  the  symptoms 
which  it  produces. 

Loaded  with  moisture,  and  consequently  of 
great  density,  it  moves  less  in  the  organ,  it  rolls 
more  slowly  ;  any  shock  given  to  the  body  is  not 
so  readily  communicated  to  it  as  to  a  smooth 
lighter  gravel ;  it  alters  its  position  with  greater 
difficulty,  and  when  it  does  alter  it,  it  remains  for 
a  longer  time  in  that  particular  situation  in  whicli 
any  motion  of  the  body  may  have  placed  it,  or  to 
which  it  has  been  forced  by  the  action  of  making 
water. 

As  long  as  this  species  of  gra\*el  is  not  at  the 
neck  of  the  bladder,  the  patient  suffers  less ;  but, 
uoibrtunately,  it  is  generally  at  this  spot  with 
which  it  is  in  more  direct  and  permanent  contact. 
Whilst  the  patient  is  walking,  it  falls  heavily  down 
upon  this  opening,  and  thus  causes  a  longer  con- 
tinuance of  the  painful. sensation,  and  this  sensa- 
tion is  more  dull  and  heavy. 

But  if  the  mixed  phosphate  gravel  produces 
such  distressing  symptoms  when  influenced  by  the 
motions  of  the  body,  they  become  still  more 
painful  during  the  time  of  expelling  the  urine ;  and 
it  is  at  this  moment  that  the  form  and  nature  of 
the  gravel  can  be  ascertained  by  the  symptoms 
which  arise  from  its  physical  properties.  Most 
commonly,  the  stream  of  urine  is  not  stopped  very 
frequently.    If  the  form  and  specific  weight  of 
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this  gravel  do  not  allow  it  to  yield  to  the  influence 
of  the  urine  as  readily  as  the  uric  acid  gravel,  and 
prevent  it  from  passing  soquickly  to  the  neck,  these 
physical  properties  cause  it  to  remain,  when  once 
forced  into  that  infundibulum  which  the  neck  forms 
during  the  act  of  expelling  tlie  urine  ;  it  does  not 
readily  escape  from  it;  its  chalky  and  uneven 
surface  prevents  the  circular  contraction  of  this 
part  of  the  organ  from  forcing  it  out ;  it  is  locked 
in,  as  it  were,  between  the  parietes  of  the  neck^ 
and  is  held  there  the  more  firmly  in  proportion  to 
the  power  of  the  contraction. 

At  first,  the  neck  of  the  bladder  does  not  feel 
its  presence  so  acutely;  it  only  surrounds  and 
compresses  it  by  its  natural  contraction,  but  this 
soon  changes  into  a  morbid  action.  The  neck 
rebels  against  so  disagreeable  a  companion ;  its 
sensibility  increases,  the  membrane  inflames,  and 
then  result  spasms,  a  constant  desire  to  make 
water,  catarrh  of  the  bladder,  purulent  urine,  and, 
in  a  wordy  a  collection  of  symptoms  so  severe, 
that  one  is  quite  astonished  to  meet  with  them  in 
some  patients  who  have  only  been  afflicted  with 
stone  for  a  short  time.  We  far  less  frequently  meet 
with  these  symptoms  when  the  bladder  only  con- 
tains uric  acid  gravel,  which  is  rough  ;  and  we  never 
observe  them  when  the  gravel  is  smooth  and 
polished. 

It  will  be  seen  that  the  difierent  symptoms  we 
have  just  described  are  caused  by  the  external  sur- 
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face  and  density  of  the  gravel ;  but  there  are 
others  which  depend  more  especially  upon  the 
round  or  flat  shape.  This  is  particularly  the  case 
as  r^mrds  the  uric  acid  gravel ;  for  those  formed 
of  the  mixed  phosphates  are  generally  spherical, 
either  r^ularly  or  irregularly,  and  it  is  seldom  that 
they  assume  a  flat  shape.  Let  us,  therefore,  con« 
ader  the  uric  acid  gravel,  since  it  is  that  which 
generally  presents  the  forms  we  have  mentioned  ; 
and  let  us  apply  what  is  said  with  reg^d  to  it,  to 
gravel  composed  of  other  salts,  whether  they  be 
flat  or  round. 

Now,  when  there  is  flat  or  round  gravel  in  the 
bladder,  the  symptoms  of  each  are  different,  and 
it  is  of  considerable  importance  to  be  acquainted 
with  the  difference  ;  for  it  will  serve  to  point  out 
to  us  whether  the  stone  in  the  bladder  is  flat  or 
spherical — a  circumstance  of  great  importance,  as 
r^ards  our  ultimate  considerations. 

When  both  the  one  and  the  other  are  very  small, 
as  soon  as  they  fall  into  the  bladder  they  enter  into 
the  neck,  through  which  they  sometimes  pass, 
but  where  they  more  commonly  remain,  notwith- 
standing their  small  size ;  for  there  is  such  a 
degree  of  sensibility  in  the  necks  of  certain  blad- 
ders, that  they  contract  the  moment  they  are 
touched  by  the  gravel. 

It  results  from  this  contact  with  the  neck,  that 
there  is  at  first  a  stoppage  in  the  stream  of  water, 
1,  in  some  cases,  arises  from  the  gravel  coming 
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to  that  part  of  the  organ  witboutremaiaiiig  there  i 
in  others,  from ;  tke^  neck  contracting  spa^mo* 
dically,  when  stimulated  by  the  stone,  to  the  »fx)n- 
tact  of  which  it  is  not  accustomed.  Most  csom* 
moaiy,  when  the  gravel  first  .falls  into  the  bladder^ 
these  two  causes  combiae  <  together  to  produce 
4nore  or  less  stoppage  in  .the  stream  of  watei?}.  for 
if  it  was  not  for  this  action  of  the  neck,  which, 
by  contracting,  prevents  the  gravel  from  passing, 
we  should  seldom  find  these  small  calculi  remain- 
ing:  in  the  bladder;  for  their  si^e  would  alpQo^t 
always  allow  them  to  be  carried  along  by.  the 
stream  of  urine  through  the  neck,  which  would 
have  its  orifice  open  ready  to  receive  them.     ,    . 

When  the  gravel  has  been  some  time  in  the 
organ,  the  neck  becomes  accustomed  to  its 
presence,  and  the  stoppage  in  the  stream  of 
water  is  no  longer  caused  by  the  spasmodic 
contraction;  it  now  arises  from  the  mechanical 
obstruction  of  the  gravel,  which  is  increased  in 
size. 

In  fact,  it  enlarges  in  a  very  short  time  to  such 
a  size,  as  no  longer  to  take  advantage  of  the  neck 
not  contracting,  and  it  is  now  only  its  augmenta- 
tion which  causes  it  to  remain  in  the  bladder. 

But  if  it  increases  in  size,  it  generally  does  so 
according  to  its  primitive  form.  If  it  was  round 
when  it  fell  into  the  bladder,  it  generally  enlarges 
like  a  ball ;  if  flat,  it  becomes  enlarged  in  the 
shape  of  a  bean. 
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The  phenomena  then  produced  as  regards  tlie 
stoppi^e  of  the  urine  arc,  as  we  before  stated,  very 
diflerent. 

Round  gravel  of  four  or  six  lines  readily  passes 
to  tiie  neck,  for  it  yields  to  the  smallest  impulse 
of  the  urine,  and  coming  to  this  opening,  either 
leroaiiis  in  for  an  instant,  or  is  arrested  in  tlie 
funnel  which  it  presents.  In  the  first  case, 
the  stream  is  impeded  for  a  moment,  and  then 
again  returns  ;  if,  on  the  contrar}%  the  gravel 
remains  in  the  infundibulum,  the  strcom  suddenly 
stops ;  and  this  takes  place  the  more  completely, 
and  lasts  for  a  longer  time,  the  more  round  and 
less  polished  the  gravel  is. 

The  flat  gravel,  when  it  has  acquired  some  size^ 
does  not  cause  the  same  phenomena.  On  account 
of  its  form,  it  does  not  so  readily  pass  to  the  neck ; 
and  when  there,  it  either  produces  no  eflcct,  or 
only  very  slightly  impedes  the  stream. 

If  it  produces  no  effect,  it  is  because  when  lying 
flat  it  offers  little  resistance  to  the  stream  of  urine, 
and  yielding  but  little  to  the  different  movements 
of  the  parietes  of  the  bladder  on  which  it  rests, 
it  only  approaches  towards  the  neck  ;  for  the  flow 
of  urine  does  not  continue  suflicienlly  long,  and 
ha9  not  sufficient  power,  to  carry  it  against  the 
opening. 

If  it  only  produces  an  irregularity  in  the  stream, 
it  is  because  its  position,  before  the  evacuation  of 
the  water,  allows  a  considerable  quantity  of  this 
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fluid  to  carry  it  quite  to  the  vi^ck,  against  the 
opening  of  which  it  rests,  though  its  form  is  such 
that  it  does  not  completely  close  it. 

Sometimes,  but  still  more  rarely,  it  lies  flat 
upon  it^  and  like  a  valve ;  it  is  raised  according 
as  the  urine  flows,  but  interrupts  the  stream^  and 
renders  it  intermitting.  .      ^ 

Sometimes  also — and  this  is  most  commonly  the 
case^ — ^it  lies  length  wise,  and  'allows  the  urine  Uy^ 
pass  along  its  side,  and  thus  to' be  irregularly- 
cylindrical)  the  stream  is  i^en  twisted,  and  more 
or  less  regular,  according  to  the  impulse  it  receives 
from  this  cause. 

'  Here,  then,  are  two  series  of  symptoms,  by 
which  we  may  judge  d  priori;  and  without  sounds 
ing  the  patient,  if  the  gravel  he  has  had  in  hia 
bladder,  and  which  has  formed  the  nucleus  of  the 
calculus,  assumed  a  round  or  flat  form,  and  we 
shall  find  that  the  possibility  of  deciding  on  this 
subject  is  of  considerable  importance. 

Gravel  descended  into  the  bladder  produces,  ii^ 
a  greater  or  less  degree,  the  symptoms  we  have 
just  pointed  out,  which  usually  continue  from 
the  moment  it  falls  into  the  bladder  until  it 
has  attained  such  a  size  that>  it  no  longer  beara 
any  proportion  to  the  opening  of  the  neck,  which 
consequently  prevents  its  passing  into  this  open- 
ing, and  thus  producing  the  results  we  have men- 
tioned^  Having  acquired  such  a  size,  calculi  con^ 
linite  tOi  increase  more  or  less  rapidly,  according  an 
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diffi^reat  ctrcuniftances  may  modify  the  laws  by 
which  this  increase  takes  place,  and  they  are  modi- 
fied in  their  form^  and  even  in  their  composi* 
tion. 

Tbey  may.  be  modified  in  their  form  by  the 
motion  Gommunicated  to  them  by  the  body ;  for 
the  more  moveable  they  are  in  the  bladder,  tbey 
will  be  the  more  disposed,  independently  of  all 
other  causes,  to  assume  a  spherical  shape ;  on  tlie 
contrary,  the  more  quiet  a  patient  is,  the  flatter 
the  stone  will  be,  especially  if  the  nucleus  on 
wbidi  its  layers  are  deposited  had  originally  this 
form. 

The  circumstance  of  there  being  several  calculi 
in  the  bladder  also  modifies  their  form  in  direct 
ratio  of  their  size  and  number  ;  for  this  modifica^ 
tioB  depends  upon  the  number  of  their  points  of 
contact ;  consequently,  the  more  numerous  they 
are,  the  more  apparent  is  the  modification.  Thus 
two  calculi  in  the  bladder  have  little  effect  upon 
each  other,  if  there  is  sufficient  space  for  them  to 
change  their  points  of  contact ;  but  when  they  are 
of  such  a  size  as  to  be  constantly  in  contact,  they 
are  worn  away  at  one  spot ;  so  that  the  more  the 
points  of  contact  are  numerous,  the  more  they  will 
be  worn  away,  and  they  will  be  more  worn  away 
iift  proportion  to  the  continuance  of  the  contact. 

The  circumstaoce  of  there  being  many  stones  in 
the  bladder  modifies  also  their  physical  properties, 
iiM»rmttcb>jia  it  gjttiMatty  renders  them  polished. 


*  It  is  ^tkdet  llhd  inAoeik^iG^'  these  diflfei^ 
eAi»«8  which  W^  hftve  jttM'{l<^»ted'oM:>  that  cal* 

ti>deri?e  its  origin  diffierently  to  «lher  fldte,t  which  most  comncAly 
ahenute  ^en  ditro  is  time  alfewed  ibr  .diQi(rtOBe  ^^^ 

Seoaiid]y.*««-lD  geiieral>  when  the  celmdi  henre  beoonie  buges  and 
when  they  are  in  contact  with  the  parietes  of  the  bladder,  they  be* 
oatneimowveaUe ;  now  it  is  at  this  very  Uaae*  that  the  mixed  pbos- 
phatas  axe  deposited  upon  them  ta  ashapdessmass^anditisalso 
just  at  this  time  that  the  bladder  is  inflamed,  and  its  lioiag  menht 
bvme  diaeasedj  In  fact,  if  we  remarkall  large  stones»  we  shaR 
find  a  great  aoaiqr  of  them  covesed  with  the  fiosible  calculus.  Jf  ow»l 
why  does  this  kind  of  concretion  almost  always  terminate  the  ibf^. 
mation  of  the  stone  in  the  bladder?  If  it  be  not  bat  the  bladder 
inflames  from  its  proilooged  piesence* 

Thiidly.-^TheBe  phosphates  are  seldom  deposited  in  intermediated 
layers  in  those  stones  which  they  form  rf  they  either  commence  the 
stone  by  constituting  the  nucleus,  or  they  finish  itf  by  coveriag  it 
with  those  irr^;ular  products*  What  is  the  reason  of  this  ?  Do 
not  these  two  peculiarities  indicate;  first,  that  the  formation  of  the 

*  Gravel  of  lithic  add  is  often  covered  by  the  same  salt,  so  that  a  cal- 
culus is  entirely  composed  of  it ;  but  this  arises  from  its  extreme 
predominance  in  healthy  urine.  This  salt,  however,  alternates  very  fre- 
quently, since  Br.  Telloly^s  table  proves  that  in  271  cases  of  lithic  acid 
gravel,  pure  lithic  acid  was  deposited  only  164  times,  and  the  other  salts 
107 ;  and  that  in  274  cases  of  gravel  of  lithate  of  ammonia,  the  same  salt 
of  lithate  of  ammonia  was  only  depouted  65  times,  and  the  other  salts 
219  times.  Kow  the  cause  of  this  preponderance  cannot  be  found  in  the 
phosphates  which  are  in  small  quantity  in  healthy  urine,  and  if  it  is  not 
dependent  upon  the  secretion  of  urine,  from  whence  does  it  proceed  ? 

t  In  Dr.  Yelloly's  table  there  are  141  calculi,  into  the  formation  of 
which  the  mixed  phosphates  enter,  but  of  these  calculi  there  are  93 
which  cannot  afford  proofi  of  what  we  have  advanced,  for  not  being  com- 
posed of  more  than  one  or  two  different  layers,  they  could  not  be  de- 
posited intermediately ;  but  in  the  remaining  49  in  the  compontion  of 
whichHierie  are  iliree  or  four  diflerWii  sdts,  twice  only  are  the  ihb^ed 
pnosphstes  intermediate. 


cully  m  th^  eolatge,  aawaie  different  fonns  in  the 
bladder;  but  ia  enlaigiog  they  afford  symptoaia 


i»  CMKd  hf  t  fHticabr  ttue,  which  1  htfe 

MBI4MNI  w  tMMIt  phCMphtfCS  !•  dll€«^ 

Poailhl7^-*4f  »y  Ibctiga  hodj  enftm  into  the  hlvider,  and  by 
{vodocet  nflmuaataoo,  the  deposit  which  is  ktrnmi 
kf  m  ihnoit  alwi^  of  mixed  phoephatef ;  we  reoitrk  thii 
pattiadtfljr  wfaea  the  bladder  is  in  a  state  of  iaaammadaw 
pienooalo  the  jatrudactioD  of  soch  a  body;  look  at  the  flexible 
iaihef  la  which  aie  introduced  and  left  in-^n  those  cbms  wbera 
thsm  ia  soma  bbstooction  to  the  passage  of  the  orine,  which  almosl 
alwi^  coexists  with  some  inflammalorj  disorder,  thej  become  en« 
awitcd  with  the  mixed  phosphates.  Now  wh j  should  it  be  with 
ihtaf,  and  not  with  any  other  nhs  ? 

fiftUjr^^^What  is  the  pioccss  which  nature  adopts  in  the  Cmu 
matioii  of  solid  stfuctores,  such  as  the  bonen,  the  callous  in  firao* 
ttnei,  those  calcareous  cases  formed  by  the  pleurscostalis  around  tha 
Im^i,  the  wcAid  tubes  in  the  arteries,  the  tubercular  masses  in  the 
Im^  and  messentery,  the  false  membranes  in  croup,  the  confluent 


*  This  Sfwiion  9f  a  cmtarrhsl  or  fluxioniuy  state  pre-existingf  sod 
bong  the  cauie  of  the  fbnnstion  of  the  phosphates,  may  appear  too 
spepulatiTea  but  I  think  the  following  is  a  proof  that  there  is  some 
fcandstian  fiir  it«  Dr.  YeUoly*s  table  prores  that  of  663  calculi,  which  be 
has  cxaminad,  there  are  143  into  the  composition  of  which  the  mixed 
l^rr''*^^  enter.  That  of  these  143,  there  are  36  composed  entirely  of 
this  «dt ;  4  the  audd  of  which  are  formed  by  this  salt ;  106  in  which 
IkHtr'*  fivms  the  Isst  Uyer  or  deposit,  snd  2  where  it  is  intermediate. 
Hew  vfaj  dees  this  salt  continue  to  be  deposited  when  it  has  once  begun, 
if  it  he  not  from  a  particular  state  ?  and  why  seek  for  snother  explanation 
of  the  nature  of  this  state,  when  there  are  106  proofs  that  the  mixed 
phnsphBt>es  are  the  prodjucts  of  inflammation,  since  they  are  only  depo- 
«iMt  npoai  tha  sMdhoaeC,  the  stooe»  when  it  has  caused  inflammation  of 
thebbddcr? 
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analogous  to  those  we  have  eiiumeirate4f  but  which 
are  niodined  by  their  physical  properties^  aad  espe- 
cially by  their  form. 

apthse,  those  salivary  and  intestinal  concretions  found  in  man  and 
animals  ?  Nature  depbsits  salts  in  those  parti  where  she  wishes 
to  form  these  solid  deposits,  and  what  are  tiiese  dalts  ?  Earthy 
phosphates ;  and  what  secrete  these  phosphates  ?  Membranes^  add 
most  commonly  inflamed  membranes.  Now  if  these  membrakies  in 
general  deposit  these  phosphates,  why  should  not  the  genito-urinary 
mucus  membrane  do  the  same  also  ? 

I  -  •  • 

When  this  deposition  is  evident  between  the  prepuce  ahd  glances, 
why  should  vire  not  conclude  that  it  16  presetit  throughout  the 
remainder  of  the  same  membrane  ? 

If  the  gastro-inteslinal  membrane  secretes  these  phosphates  to 
form  those  calculi  we  meet  with  there,  why  may  not  the  genito- 
urinary mucus  membrane  secrete  them  also  ?  And  if  there  be  such 
a  possibility,  this  theory  is  worthy  of  attention,  and  may  lead  to 
important  conclasions  ;  among  which,  I  think,  I  may  class  this  as 
of  the  first  consequence,  that  in  cases  of  stone^  and  espedalty  of 
those  formed  of  mixed  phosphates,  the  medical  treatment  sJiould 
consist,  not  only  in  modifying  the  chemical  nature  of  the  salts,  but 
also  in  changing  the  action  of  the  membrane  ;  for  we  shall  by  our 
chemical  agents  no  more  prevent  the  genito-urinary  mucus  mem- 
brane depositing  the  mixed  phosphates,  than  we  shall  by  the  same 
means  prevent  the  formation  of  a  callous.* 

I  conclude  with  this  observation,  that  the  mixed  phosphates 
crystallize  less  regularly,  and  are  deposited  in  less  regular  layers,  the 
more  inflamed  the  mucus  membrane  has  been ;  when  the  kidnies, 
ureters,  and  the  bladder  are  in  a  healthy  state,  the  calculi  composed 
of  this  salt  are  deposited  in  layers,  and  are  even  sometimes  quite 
polished ;  but  in  cases  of  inflammatory  disorders  these  depositions 
are  very  irregular.* 

*  When  we  find  in  a  collection  of  calculi,  those  shapeless  stones  of  the 
mixed  phosphates,  we  may  at  once  conclude  that  the  patients,  who  had 
them,  suffered  exce^vely,  and  most  probably  were  not  cured. 
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When  they  are  stnall,  such  as  we  just  now  con* 
sidered  them,  they  roll  and  move  about  in  the 
organ ;  but  in  proportion  as  they  increase  in  size, 
they  yield  more  to  the  laws  of  gravity :  and  if  they 
still  continue  to  move,  they  do  not  so  readily  yield 
to  any  shocks  which  may  be  given  to  the  body. 
They  remain  more  immediately  in  contact  with 
the  back  part  of  the  organ,  when  the  patient  is 
placed  in  a  horizontal  position,  and  with  that  flat- 
tened part  which  corresponds  to  the  neck  when 
he  is  in  the  erect  position. 

It  is  still  possible  for  the  calculi  to  move  when 
the  patient  changes  from  one  position  to  the 
other,  but  the  change  takes  place  the  more  com- 
pletely the  more  spherical  the  stone  is. 

In  fact,  when  the  stone  is  round  it  rolls  directly 
to  the  neck,  when  the  patient  changes  his  position 
from  the  horizontal  to  the  erect ;  whence  it  re- 
sults, that  in  cases  of  spherical  calculi,  the  stop- 
page in  the  stream  of  water  is  more  frequent, 
especially  if  the  stone  is  smooth,  than  in  cases  of 
oval,  or  more  particularly  of  flat  stones ;  in  this 
case  the  stream  is  twisted  and  irregular  rather  than 
stopped,  for  the  oval  and  flat  stone  only  passes  to 
the  neck,  when  the  bladder  is  quite  full  of  unne. 


Amoo^  these  remarks  there  are  perliapB  a  few  which  have  not  yet 
been  made ;  I  submit  them  more  particularly  to  the  reflection  of 
the  scientific  gentlemen  who  have  meditated  on,  and  studied  this 
snbjed;  liiily  convinced,  that  if  they  are  of  any  value,  they  will 
diaw  frooi  tbam  some  ingsojous  and  positive  conclusion. 


SUBSEQUENT    SYMPTOMS    AND 


I 


and  when  the  patient  moves  his  body  frequently, 
and  so  completely  as  to  produce  a  sufficient  al- 
teration in  the  position  of  a  non-rolling  stone. 

Such  are  nearly  all  the  different  symptoms  pro- 
duced by  calculi  when  they  are  middle  sized,  and 
when  they  move  in  a  large  dilatable  bladder,  which 
receives  and  retains  a  large  quantity  of  water.  If 
we  have  many  stones  of  this  size  in  the  organ,  the 
patient  hears,  or  sometimes  feels  the  shock  of  one 
against  the  other,  and  this  shock  sometimes  breaks 
one  or  both  of  them. 

When  the  stone  becomes  large,  whether  it  be 
round,  oval,  or  flat,  it  gives  nearly  the  same  symp- 
toras  for  its  size,  bringing  it  more  immediately  into 
contact  with  the  neck  of  the  bladder,  the  unnc 
only  flows  drop  by  drop:  from  the  double  reason, 
that  the  bladder  then  only  receives  a  small  quan- 
tity of  water,  and  that  the  stone  only  allows  a 
small  quantity  to  escape  at  a  time ;  the  bladder  is 
then  diminished:  it  is  extremely  sensitive,  and 
is  continually  contracting  round  the  stone,  the 
form  of  which  is  then  modified  by  two  causes. 

The  first  of  these  causes  is  the  contraction  of 
the  organ,  which,  when  it  is  in  constant  contact 
with  tlie  stone,  gives  it  a  certain  shape,  more  or 
less  apparent,  according  as  its  primitive  form, 
and  the  position  in  which  it  first  became  immove- 
able in  the  bladder  were  more  or  less  favourable 
for  it  to  assume  this  particular  shape. 

As  we  have  just  remarked,  as  long  as  the  stone 


PHTftC AL'^^  rROPERTIEB   OF  CAtCOLI.  141 

has  space  in  the  bladder^  it  is  moved  by  the  con* 
tTBctioa  of  this  organ,  and  by  the  influence  of  the 
difierent  motioiB  of  the  body ;  this  alteration  in  its 
pookion  takes  place  provided  none  of  the  diameters 
of  the  stone  are  larger  than  the  diameters  of  the 
bladder.  If  this  organ  always  remained  healthy 
and  dilatable,  the  stone  would  be  moveable  for  a 
long  tisiCy  although  it  might  be  very  large ;  but 
this  is  not  commonly  the  case,  for  the  continual 
presence  of  the  stone  produces  a  contraction  of 
the  bladder,  and  especially  of  its  fundus,  which  is 
at  first  rdatwCf  but  afterwards  becomes  abwluie^ 
so  that  the  diameters  of  the  organ  are  thus  di* 
minished. 

At  the  same  time  that  the  diameters  of  the 
bladder  diminish,  those  of  the  stone  increase,  till 
at  last  it  becomes  fixed,  and  can  no  longer  be  turned 
in  that  organ,  but  by  the  assistance  of  the  sur* 
geon*  This  mechanism  is  exactly  analogous  to 
that  by  which  the  foetus  in  utero  loses  the  power 
of  changing  its  position,  by  the  increase  of  its 
long  diameter. 

In  tjie  same  manner  as  the  physical  laws  cause 
the  head  of  the  infant,  which  is  the  heaviest  part, 
to  be  usually  directed  downwards,  these  same 
laws  cause  the  shape  of  the  stone  to  regulate  the 
positipil  which  it  may  take  in  the  bladder,  at  the 
ti«K  when  the  diameter  of  the  viscus  and  of  the 
calculus  are  such  as  to  render  the  latter  immove- 
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able^  and  to  bring  the  parietee  of  the  bladder  into 
constant  contact  with  it. 

If  the  stone  be  round,  it  does  not  so  soon  be- 
come fixed,  and  it  can  increase  to  a  greater  size, 
without  becoming  so ;  because  none  of  its  diame- 
ters predominating  over  the  others,  it  does  not  so 
soon  find  any  point  to  arrest  it.  » 

If  it  be  flat,  it  remains,  on  account  of  its  flat 
surface,  in  that  position  in  which  it  is  most  natu- 
ral it  should  stop,  namely,  with  one  of  thie  points 
of  its  circumference  resting  behind  the  neck,  and 
the  opposite  point  farther  back,  according  to  its 
length.     Its  longest  diameter  is  generally  placed 

transversely. 

If  it  be  oval  or  oblongs  it  remains  in  such  a 
position  that  its  greatest  diameter  is  placed  trans- 
versely, which  is  generally  the  case  ;  but  it  may 
also  happen  that  its  greatest  diameter  may  cor- 
respond to  the  antero-posterior  diameter  of  the 
bladder.  In  the  first  case,  it  is  situated  in  the 
most  distant  part  of  the  fundus,  on  the  other  side 
of  the  prostate,  which  is  then  frequently  enlarged ; 
in  the  second  case,  one  of  its  ends  sometimes 
projects  into  the  neck,  whilst  the  other  rests  upon 
a  part,  more  distant  from  it,  according  to  the 
diameter  of  the  stone. 

It  is  under  these  circumstances  that  the  stone 
assumes  the  shape  of  a  gourd,  which  fact  has 
struck  ntany  practitioners,  without  their  being 
able  to  account  for  the  mechanism  which  caused 
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this  dispoBttioo,  and  which  may  now  perhaps  be 
better  understood  from  the  explanation  we  have 
given. 

It  is  thus  that  calculi,  when  rendered  fixed  by 
the  increase  in  their  size,  and  by  the  contraction 
of  the  bladder,  add  to  the  causes  of  inflammation 
of  the  vesical  mucus  membrane,  which  generates 
the  mixed  phosphates,  and  deposits  a  morphous 
product  on  the  body,  which  it  surrounds,  and 
thus  changes  it  from  a  regular  to  an  irregular 
shape,  and  renders  it  the  more  immoveable,  the 
more  this  irr^ularity  is  apparent,  and  the  more  dis- 
tressing tlie  more  immoveable  it  is.  Wc  see  that 
there  is  in  this  an  untoward  concurrence  of  effects 
and  causes,  dependent  one  upon  the  other,  and 
which  every  day  lessen  the  chance  the  patient  has 
of  being  cured. 

Now,  having  to  destroy  these  calculi,  let  us 
consider  their  physical  properties  as  regards  the 
mode  of  destroying  them,  as  we  have  already  con- 
sidered them  with  regard  to  the  symptoms  which 
they  cause  when  contained  in  the  bladder. 

As  two  acts  are  required  in  destroying  them, 
namely,  that  of  seizing,  and  that  of  breaking 
them,  let  us  first  consider  their  physical  proper- 
ties with  respect  to  the  first  of  tlicse,  that  of 
seizing. 

This  act  of  seizing  the  calculus  may  be  divided 
into  that  of  laying  hold,  and  that  of  retaining  it. 

In  general,  round  stones  are  those  which  are 
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the  most  readily  grasped  in  the  bladder  with  an 
iDStruinent,  constructed  on  the  iprwciple  of  several 
branches  diverging  on  coming  out  of  a  straight  tube,* 
because  they  more  readily  pass  into  the  axis  of 
the  instrument,  from  their  spherical  shape  allow- 
ing them  to  roll  towards  the  lowest  part  of  the 
bladder,  which  is  situated  at  this  axis.  Now 
the  centre  of  action  of  the  instrument  thus  con- 
structed, is  also  exactly  in  this  axis.  But  this 
tacility  of  seizing  them  diminishes  as  the  stone 
enlarges,  which  arises,  as  we  know,  from  a  sphe- 
rical stone  approaching  nearer  to  the  neck  of  the 
bladder,  in  proportion  as  it  is  larger;  not  from 
any  alteration  in  its  place,  but  simply  from  the 
increased  length  of  its  radius. 

We  are  aware,  also,  that  with  spherical  calculi, 
on  account  of  the  sort  of  dome  they  present,  the 
operation  of  seizing  them  is  facilitated. 

With  regard  to  the  act  of  retaining  the 
stone,  a  round  calculus  offers  many  advantages, 
when  we  use  an  instrument  constructed  on  the 
same  principle,  for  two  reasons — the  first  is,  that 
these  stones  are  generally  composed  of  oxalate  of 
lime,  or  of  the  mixed  phosphates ;  now  the  oxalate 
of  lime  calculi  are  rough,  and  consequently  are 
more  readily  held  ;  and  those  of  the  mixed  phos- 
phates are  generally  sufficiently  soft,  to  allow  the 


*  AU  tlie  inslrumeiiK  which  have  hilberto  been  made  use  of  ia 
liLhouily  arc  constructed  on  this  plan,  for  instance,  the  "  perce- 
pierre,"  the  "  (rois  branches  a  virgule,"  the  "  pibce  a  forcepa,"  snd 
the  "  brise-coque." 
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hooks  of  the  forceps  to  take  sufficient  hold  in 
them.  The  second  reason  is,  that  the  spherical 
shape  of  the  stone  is  more  particularly  suited  to  the 
Ibrcepsb  constructed  with  branches  coming  out 
from  a  straight  tube.  In  fact,  each  branch  of  the 
fivceps,  when  projected  from  the  tube,  becomes 
a  tangent  to  the  circumference  of  the  stone,  and 
thus  allows  the  hooks  to  grasp  the  calculus  a  little 
bejond  each  point  where  the  branches  touch. 
And  since  a  round  body  is  firmly  held  when  it  is 
maintained  by  three,  four,  or  more  points  of  its 
circumference, .  it  of  course  follows,  that  a  stone 
of  diis  form  will  be  most  readily  fixed  and  re« 
tained  by  forceps  thus  constructed. 

When  the  calculi  are  not  spherical,  we  must 
easploy  other  means  for  seizing  and  retaining 
them^  since,  according  as  they  recede  from  the 
round  shape,  they  become  more  flattened — a  form 
which  requires  a  totally  different  construction  in 
the  instrument. 

In  fiurt,  an  oval  stone,  which  is  intermediate 
between  these  two  shapes,  is  so  different  in  its 
diameters,  that  it  does  not  present  corresponding 
pointa  for  it  to  be  firmly  held  by  the  forceps  con- 
structed in  the  manner  described  ;  and,  for  a  still 
stronger  reason,  the  flat  stone  is  less  calculated  to 
beeeixed  and  held  by  such  an  instrument. 

Let  us,  in  order  to  be  brief,  leave  the  oval  cal- 
culi, and  consider  what  may  be  the  difficulties  we 
experience  in  grasping  and  holding  a  flat  stone  in 
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'  t!he  bla)ddef ;  and  afterwards;  we  can  apply  ou^ 
cbn^ideratiotos  to  oval  ei^ulij ' 
'^  In  the  first  pldce,  it  kdifficolt  to  grasp  a  flat 
fkohe  with  th6se  forceps,'  because;  always  lying  in 
the  bladder  upon  one  of  it9  flat  Burfaoea^  it  cannot 
ireadily  be  caught  between  the  branches,  its  width 
ihistrating  every  attempt^s  It  doesnot;  like  sphe- 
rical Calculi,  admit  of  bdihg  seized  in  the  bladder, 
by  depressing  the  ihstriimeni;  ftom  above  down* 
wards ;  but  We  must  grasp  it  from  underneath^;  and 
ittotder  to  eflfect  this,  we  must  pass  one  of  ikbe 
branches  of  the  instrument  midier  it.  When  we  do 
this,  the  branch  we  wish  to  pass  under  becomes 
'  ^atallel  to  the  axis  of  the  forceps,  and  this  aods  cor* 
responds  to  the  antero-posterior  median  line  ofithe 
fundus ;  so  that,  if  the  flat  stone  is  lying  in  this  ftin<9 
dus,  its  centre  corresponds  tothebranch  thus  placed, 
and  consequently  it  cannot  be  seized ;  for  it  is  ne- 
cessary that  this  branch  should  be  at  one  of  the 
edges  of  the  stone,  in  order  to  accomplish  this. 

We  must,  therefore,  either  carrj^  the  branch  to 
this  edge  of  the  stone,  or  bring  this  edge  into  the 
median  line  of  the  fundus.  Now  this  requires  that 
the  surgeon  employing  the  instrument  in  question 
should  have  recourse  to  violent  manoeuvres,  which 
moreover  are  frequently  inefiectual ;  for  even  if  the 
stone  is  seized,  it  is  commonly  only  by  its  edge.* 


'!  "        *' 


*  It  IS  diffictiTt,  in  all  cases,  to  seize  a  forge  oval  or  flat  stoae  with 
an  instrument  constructed  on  the  principle  of  brandies  dwergmg  tm 
coming  out  of  a  straight  tube.    The  reason  is,  that  the  centre  of 
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Now,  let  118  consider  that  in  general,  oval,  and 
more  especially  flat  calculi,  are  formed  of  uric 
acid,  or  of  its  compounds ;  and  consequently  that, 
besides  their  form,  which  is  not  well  adapted  for 
being  readily  seized  by  an  instrument  consisting 
of  three,  four,  or  more  branches  coming  out  from 
a  straight  tube,  they  present  a  physical  property 
which  increases  the  difficulty — namely,  that  of 
having  a  hard  and  polished  surface. 

Of  what  use,  then,  is  such  an  instrument,  the 
branches  of  which  are,  at  one  part,  in  contact  with  a 
flat  sur&ce,  and  at  another  with  a  round  surface, 
and  the  hooked  extremities  of  which  are  at  different 
distances  from  the  centre  of  the  calculus,  and  bear 
upon  a  hard  and  smooth  exterior  ?  It  is  evident 
that  these  branches  cannot  take  a  firm  hold,  and 
mutually  sustain  each  other  as  they  do  with  a  round 
stone ;  so  that,  if  they  do  retain  an  oval  or  flat 
calculus,  it  is  only  by  the  mere  pressure  of  the 
branches  upon  its  flattened  surface,  and  not  by 
the  retaining  power  of  the  hooks. 


of  such  an  ioitniiiieiit  is  always  in  the  axis  of  the  straight 
tobe^  so  that^  with  it,  we  can  seldom  seize  a  flat  or  oval  stone ; 
fior,  in  order  to  perform  this,  its  edge  should  alio  be  in  the  same 
Ime  as  thb  axis.  The  science  is  deficient  in  an  instrument  well 
adapted  to  seise  cakmli  out  of  the  axis  of  the  straight  tube.  This 
can  only  be  obtained  by  means  of  a  curve  at  the  end  of  the  instru- 
Soeh  an  instrument  would  also  be  of  infinite  service  in 
other  casii. 

L  2 
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Thus^  flat  stones  are  not  adapted  to  be  seized 
ioid  retained  by  forceps  cbnstmcted  in  the  tnanner 
described,  for  the  following  four  reasons — their 
position  in  the  bladder, '  their  form,  their  dif- 
ferent diameters,  and  their  hard  and  polished  sur- 
faces. 

Presenting  properties  so  different  from  the  round 
stoties,  they  must  require,  in  the  means  used  for 
seizing  and  retaining  ^hem»  a  different  construe* 
tioh/and  one  more  suited  to  their  properties^ 

If  we  regard  the  spherical  shape'  of  calculi  as  a 
circumstance  well  adapted  for  their  being  held 
by  three  or  four  branches,  which  expand  on  com- 
ing out  of  a  straight  tube,  and  which  can  take  firm 
hold  on  each  part  of  the  circumference  of  the 
body,  we  must  search  in  the  physical  properties  of 
flat  and  oval  stones  those  means  which  are  the 
best  calculated  for  grasping  and  holding  them ; 
and  this  is  the  point  which  we  now  wish  to  over- 
come. 

Oval  and  flat  stones  present  a  very  remarkable 
physical  property,  and  one  of  great  service  with 
l*egard  to  their  being  grasped  and  held :  it  is  that 
of  possessing  two  opposed  surfaces. 

A  calculus  thus  presenting  two  opposite  surfaces 
naturally  requires,  in  the  instrument  which  is  to 
seize  and  hold  it,  a  coinciding  construction  ;  and 
if  we  would  use  an  apparatus  consisting  of 
branches  coming  out  of  a  straight  tube,  it  will  be 
evident  that  it  must  consist  of  the  same  number  of 
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branches  as  there  are  surfaces  to  the  stone ;  that 
is  to  say,  two* 

Then  the  contact  of  the  instrument  with  the 
calculus  is  different  To  the  two  hard  and  smooth 
surfaces  of  the  calculus  are  opposed  the  two 
hard  and  irregular  surfaces  of  two  large  and  flat 
branches.  Instead  of  forceps,  the  branches  of 
which  expand  like  a  tulip »  we  must  substitute 
those  which  are  better  adapted  for  grasping  and 
holding  the  stone  by  pressing  upon  its  flat  surfaces. 

A  flat  stone  will,  tlierefore,  be  the  most  readily 
grasped  and  held  by  forceps  consisting  of  two 
branches,  as  a  round  one  is  with  those  constructed 
with  three  or  four. 

We  must  consequently  endeavour,  in  the  con- 
struction of  our  instruments,  to  seek  to  develop 
these  two  principles ;  for,  if  we  accomplish  this, 
we  shall  then  be  entire  master  of  calculi,  both  as 
regards  the  seizing  and  the  holding  of  them. 

Let  us  now  examine  the  physical  properties  of 
calculi  as  regards  their  destruction,  and  let  us  see 
if  we  shall  not  find  in  those  properties  some  cir* 
cumstances  fortunately  coinciding  with  those  we 
have  just  mentioned  when  speaking  of  seizing  and 
retaining  them. 

If  we  examine  different  calculi,  we  shall  per- 
ceive that,  in  general,  large  round  stones  are  sel- 
dom formed  of  slightly  adherent  layers,  whilst  flat 
and  oval  ones  are  principally  deposited  in  this 
maonen 
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Round  stones,  the  greater  number  of  which  we 
before  stated  as  being  generally  composed  of  oxa- 
late of  lime  and  of  the  mixed  phosphates,  present 
ill  their  whole  a  great  similarity.  Those  of  oxalate 
of  lime  are  hard  and  disposed  in  layers ;  but  these 
layers  are  so  firmly  compacted  together,  by  the 
irregular  manner  in  which  the  oxalate  of  lime  crys- 
tallizes, that  they  form  a  whole — ^very  hard,  it  is 
true,  but  compact  and  of  equal  density  throughout. 

The  mixed  phosphates,  when  round,  do  not 
generally  consist  of  distinct  layers.  This  salt  is 
deposited  irregularly,  and  appears  altogether  com- 
pactf  but  sofl  and  of  a  similar  consistency  through- 
out. 

If  we  strike  these  calculi,  for  instance,  with  a 
small  hammer,  first  placing  them  upon  a  table, 
we  remark  that  in  those  of  oxalate  of  lime  the 
blow  does  not  act  directly  on  the  calculus,  but  is 
considerably  deadened  by  the  irregularities  which 
this  species  of  stone  presents  ;  so  that,  instead  of 
splitting  the  stone,  it  breaks  off  the  irregularities 
in  scales.  If  we  strike  it  with  force,  the  stone  is 
at  last  broken,  but  only  into  two  or  three  pieces; 
and  it  will  be  found  that  its  fracture  does  not  take 
place  in  the  direction  of  its  layers,  as  we  shall  see 
to  be  the  case  with  oval  stones  composed  of  uric 
acid. 

If  we  put  a  round  calculus,  composed  of  the 
mixed  phosphates,  to  the  same  trial,  we  find  less 
difficulty  in  breaking  it;  but  it  also  is  only  sepa- 
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rated  into  two  or  three  pieces :  the  softness  of  the 
calculus  prevents  the  fracture  extending,  and  se- 
parating the  body  into  a  great  many  fragments. 

Now,  if  we  submit  both  these  species  of  calculi 
to  the  action  of  an  instrument  constructed  so  as  to 
act  gradually  on  the  stone  from  within  outwards, 
we  find  that  the  oxalate  of  lime,  although  very 
hard,  readily  yields  to  this  instrument,  which  is 
the  more  effectual  according  as  the  part  of  the 
stone  reduced  to  powder  is  more  equally  dense. 

When,  instead  of  a  calculus  of  oxalate  of  lime, 
we  submit  to  the  action  of  an  instrument  gnu 
dually  excavating  in  this  manner  a  soft  stone  of 
the  mixed  phosphates,  we  find  that  this  species 
yields  more  readily,  and  that  the  instrument  ex- 
cavates the  stone  with  great  rapidity,  notwith- 
standing its  clayey  and  sticky  consistency  tends 
to  clog  the  instrument 

If,  after  having  excavated  these  stones  to  a 
slight  extent,  we  strike  them  with  a  hammer,  they 
then  break  very  readily  into  several  concave  frag- 
ments, which  we  may  afterwards  destroy  with  the 
greatest  ease  by  percussion  or  crushing. 

When,  on  the  contrary,  we  submit  to  the  action 
of  an  excavating  instrument,  one  of  the  flat  uric  acid 
calculi,  composed  of  concentric  layers,  this  instru** 
ment  fails:  for  the  flat  stone  does  not  present 
sufficient  surface  for  the  cicavator,  which  can 
only  act  with  advantage  upon  a  stone,  the  dia- 
m^rs  of  which  are  nearly  equal* 


yf^  ,.,, SUBSEQUENT    SYMPTOBIS   AND 

.,i,Wlien  we  employ  the  same  instrument  upon  an 
oval  stone,  it  produces  greater  effect  than  upon 
the  flat  one ;  but  this  effect,  which  can  only  be 
obtained  when  by  cliance  the  calculus  can  be  held 
by  the  three  or  four  branched  forceps,  is  not  very 
satisfactory ;  first,  because  the  layers  which,  in 
this  species  of  stone,  are  very  distinct,  and  often 
of  unequal  density,  arc  apt  to  give  jerks  to  the 
instrument,  and  also  because  the  dry  and  friable 
nature  of  the  uric  acid  calculi  and  its  compounds 
cause  it  to  break  into  two  or  three  pieces  before  a 
large  quantity  of  powder  can  be  obtained. 

If,  instead  of  submitting  these  flat  and  oval  cal- 
culi to  the  action  of  an  instrument  thus  acting 
progressively,  we  put  them  upon  a  table,  in  order 
to  strike  tiiem  with  a  small  hammer,  we  at  once 
remark  that  they  naturally  rest  upon  one  of  their 
flat  surfaces,  so  that  consequently  a  blow  falls 
directly  upon  the  other  flat  surface. 

We  see  that  there  is  nothing  to  deaden  the 
blow ;  for  the  hammer  generally  strikes  upon  a 
smooth  and  polished  exterior.  If  we  strike  sufii- 
ciently  hard  to  break  the  stone  at  once,  we  remark 
that  it  splits  into  two,  three,  or  four  pieces,  which 
are  divided  sometimes  by  fractures  perpendicular 
to  the  layers,  and  sometimes  by  a  separation  of 
those  layers. 

If,  instead  of  a  heavy  blow,  we  strike  the  stone 
lightly,  it  remains  entire  for  some  time  j  but  we 
soon  perceive  cracks  upon  its  surface,  and,  after 
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a  few  inofe  blows,  it  Mparates  into  a  considerable 
number  of  fragments.^ 

If  we  examine  for  the  cause  of  this  result,  we 
readily  perceiTe  that  the  slight  blows  we  have 
given  to  the  stone  have  shaken  its  layers,  which 
are  thus  soon  disjointed  one  from  the  other,  but 
diqointed  at  the  same  time  that  they  are  divided 
into  small  cubic  portions,  by  numerous  regular 
fractures  perpendicular  to  the  layers. 

If  we  examine  an  oval  or  flat  stone,  cut  through 
its  greatest  diameter,  vre  readily  perceive  the  direct 
tion  these  fiactures  would  take,  for  we  see  on  the 
surfaces,  made  by  this  section,  both  the  irregular 
lines  which  mark  the  separation  of  the  layers,  and 
the  lines  passing  from  the  centre  to  the  circum-  * 
ference,  which  point  out  the  direction  in  which 
the  fracture  will  take  place. 

If  instead  of  striking  a  flat  or  oval  stone,  we 
employ  considerable  pressure  upon  it,  which  can 
be  readily  done,  for  one  of  its  flat  surfaces  rests 
upoD  the  table,  and  the  other  presents  a  fulcrum 
wUch  does  not  move,  then  the  calculus  not  being 
able  to  escape  firom  the  action  of  the  instrument. 


*  Tkii  firactuie  into  »  oontiderable  number  of  fragments  it  blv 
taioed  in  a  few  seconds.  If  the  means  of  performing  it  in  the  blad- 
der, as  is  done  onUide,  could  be  devised,  it  would  be  a  very  impor- 
tant point  gained ;  for,  according  to  the  calculations  I  have  made, 
oftl  and  flat  stones  fehn  four-fifths  of  vesical  cakuli.  In  the 
«r  #MS  time  I MH  paUisb  Mitt  I  haf^  done  ia 
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soon  separates  iotor  two  or  three  fragmentSt  pro* 
vided  the  pressure  be  sufficiently  powerful.  We 
perceive  that  this  continued  rpowtfr  cff|, pressure  is 
far  from  having  so  cooaiderable  an  eflfect  asithe 
quick  and  repeated  tblpws  of  the* hammer ;  and 
that  oonsequentlyi  in  cases  of-  thick,  stones  iqore 
particularly^  tlie  former  of  the  two. wethpds.prO'- 
duces  a  much  less  considerable  efi^ct  tban.tl;ie: 
latter.  .J     * 

Now  that  we  have  made  these  c^servationa^  let 
UB  consider  those  coinciding  circumstances. :wt^icfi 
the  physical  properties  of  vesica)  calculi  presentt 
as  regards  their  seizing  and  destroying }  for  it  ia 
such  considerations  that  will  point  out  to  us^  in 
the  construction  of  the  instrument  which  is  to 
accomplish  these  two  objects^  the  means  of  ar- 
riving at  that  perfection  which  mechanism  will 
admit  of. 

We  have  seen  that  round  calculi  can  be  most 
readily  seized  and  held  by  forceps  constructed 
with  three  or  Jour  branches  ea^andingj  when  pre^ 
jectedfrom  a  straight  tube  ;  and  we  have  also  seen 
that  these  calculi,  from  their  form,  and  from  the 
nature  of  the  salts  which  compose  them,  allow  of 
being  hollowed  from  within  outwards  by  the  eccen« 
trie  action  of  the  instrument ;  now  in  this  there  is 
a  fortunate  coincidence,  for  these  two  mechanical 
means  combine  well  together.  In  fact,  the  forceps 
thus  constructed,  holds  the  calculus  in  such  a  man- 
ner, that  its  axis,  and  that  of  the  forceps,  are  in 
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the  same  line,  and  any  excavating  instrument 
requires  exacdj,  in  order  that  its  action  may  be 
complete,  that  these  two  axis  should  be  the  same. 
We  have  seen  that  oval  and  flat  calculi^  on  ac* 
count  of  the  two  surfaces  they  presented,  were 
seized  with  fadltty  with  an  instrument  consisting 
o£  two  branches,  and  that  these  calculi  yielded  to 
tibe  pressure  of  an  instrument,  but  did  so  more 
readily  to  percussion.*  Here  again  is  a  fortunate  co* 
incidence,  for  the  smaller  the  number  of  branches 
adapted  to  an  instrument,  the  stronger  they  both 
are ;  and  in  order  to  destroy  a  stone  by  crush* 
ing,  or  by  percussion,  force  is  required,  and  the 
smaDest  number  of  branches  we  can  employ  is  two. 

^  rfeici—km  on  only  be  made  to  act  upon  a  cakulut  in  the  blad* 
dtr  by  neaiis  of  the  urethra ;  and  it  caanot  consequently  be  well  per- 
formed with  an  instrument  constructed  on  the  principle  of  branches 
wki^  diverge  on  projecting  from  a  ttnughi  tube.  If  we  consider  the 
fqxmtionof  the  branches  forming  the  two  planes  between  which  the 
to  be  compiessedy  we  shall  readily  conclude  that  such  an  in- 
am  only  be  adapted  to  the  system  of  crushing ;  for  to  em- 
ploy peicaiwoii  it  is  evident  that  the  two  surfaces  which  are  to  main- 
tain the  stone  mu^  be  perpendicular  to  the  axii  of  the  instrument ; 
for  wittxmt  this  construction  it  is  impossible  to  dispose  two  planes 
in  such  a  manner  as  to  bring  them  together  by  means  of  a  hammer, 
the  action  of  which  must  necessarily  be  transmitted  through  the 
whole  lengdi  of  the  urethra^  and  takes  place  at  the  eztr»-feaical 
cztremiiy  of  the  instrument* 

If  we  compare  this  note  with  the  one  at  the  146th  page,  and 
which  alludes  to  the  same  subject,  we  shall  discover  a  happy  coin- 
firom  which  it  will  be  well  to  seek  to  derive  some  advan- 
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Thus  we  see  that  the  physical  properties  of  cal- 
culi require  the  instruments  to  be  differently  con- 
structedi  in  order  to  arrive  at  the  important  object 
of  effecting  their  comminution  in  as  short  a  time  as 
possible,  with  the  least  movements  possible,  and 
in  the  most  gentle  manner  for  the  bladder^ 

It  must  be  well  trnderstodd;  that  all  that  I  have 
just  said  is  in  allusion  to  calculi,  which  have  already 
acquired  a  certain  size  ;  for  when  they  are  small, 
any  instrument,  provided  it  be  not  constructed 
without  study  and  ingenuity,  as  regards  the  act 
of  seizing,  will  serve  to  pulverize  them»  For  there 
is  a  time  when  calculi  are  so  small,  and  afford 
80  many  advantages  to  an  instrument  constructed 
according  to  the  size  of  the  urethra,  that  it  is  not 
at  all  necessary  to  seek  for  other  combinations  to 
perfect  the  instrument 
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Whex  our  thoughts  are  turned  towards  dis« 
covering  the  means  of  mechanically  destroying 
iresical  calcoli,  the  idea  on  which  we  most  wiU 
llngly  dwell,  because  it  appears  most  satisfactory, 
K  to  combine  a  system  of  instruments,  by  which 
a  stone,  when  once  seized,  may,  in  a  short  time, 
be  reduced  to  impalpable  powder. 

If  this  problem  were  solved,  it  would  be  the 
perfection  of  lithotrity,  but,  unfortunately,  all 
attempts  hitherto  made  in  this  view  have  proved, 
that  if  such  an  idea  be  not  chimerical,  it  differs 
so  little  from  an  impossibility,  that  it  is  very 
4oubtful  whether  we  shall  ever  see  it  put  into 
execution. 

Thus,  notwithstanding  the  advantage  which 
mankind  would  derive  from  seeing  this  chimera 
turned  into  a  reality,  we  are  obliged  to  abandon 
the  thought,  in  order  to  devote  our  attention  to 
the  construction  of  a  different  system,  the  result 
of  which  shall  be  to  reduce  calculi,  by  repeated 
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fractures,  intopowder^  and  fragments  sufficiently 
small  to  pass  through  the  urethra  with  facility. 
This  system  of  destroying  calculi  is  certainly  more 
in  relation  with  the  mechanical  power  we  can 
obtain,  if  we  rest  satisfied  with  the  data  furnished 
by  the  substance  to  be  destroyed,  and  by  the  or- 
gans, in  the  interior  of  which  this  destruction  is 
to  be  performed. 

^hen  our  ideas  are  fixed  on  this  method  of 
destroying,  first  the  stones  and  then  the  frag* 
moots,,  by  repeated  ^actures,  the  thought  which 
most  readily  strikes  us,  is  to  seek  to  obtain  the 
rupture  of  vesical  calculi,  by  subjecting  them  to 
the  pressure  of  an  instrument  suitably  constructed 
to  crush  them.* 

*  There  is  another  system,  still  more  rapid,  fot  obtaining  Che 
fracture  of  calculi :  by  percussion.  In  fact,  yrlai  means  should  we 
adopt  as  the  most  rapid  and  efiScacious  to  destroy  a  stone  out  of 
the  bladder  ?  Would  it  not  be  to  strike  it  with  a  hammer  ?  I  have 
hopes  of  rendering  this  possible  in  the  interior  of  that  organ ;  the 
idea,  I  foresee,  will  be  treated  as  theoretical  and  speculative;  but  I 
have,  even  now,  advanced  so  far  towards  putting  this  idea  into  exe- 
cution, as  to  take  it  upon  myself  to  asseit,  that  it  is  not  only  pos- 
sible, but  easy  to  accomplish  this  object ;  and  further,  I  am  per- 
fectly ready  to  prove  and  demonstrate  what  I  advance. 

The  idea  of  the  system  ofpercussum  is  totally  new ;  and  it  could 
not,  consequently,  find  a  place  in  this  part  of  the  work,  which  was 
written  some  time  ago*  In  the  chapter  on  calculi,  I  entered  more 
fully  into  the  explanation  of  this  system,  and  of  its  importance. 
It  might  be  thought  extraordinary  that  little  mention  is  made  of  it  in 
this  chapter,  if  I  did  not  warn  my  readers  that  the  chapter  on  cal«» 
CMli  wa9  tb<(  very  last  which  I  wrote. 
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In  theoiy,  this  is  certainly  the  most  rapid 
method,  and  it  is,  consequently,  the  one  which 
would  soonest  produce  the  desired  effect;  we 
should  also  prefer  it  in  practice,  were  we  not 
restrained  by  the  limits  which  nature  imposes  to 
the  size  of  the  instruments. 

A  diameter  of  three  or  four  lines  is,  as  we 
already  know,  the  mean  size  we  can  give  to  these 
instruments ;  and  it  seems  at  first  very  difficult 
to  develop  in  such  a  tube  sufficient  power  to  pro- 
duce an  attrition  capable  of  separating  the  layers 
of  which  calculi  are  composed. 

Although  the  system  of  crushing  is  the  most 
rapid,  it  is  not  the  one  which  was  employed  to 
perform  the  first  operations  of  lithotrity ;  it  pre- 
sented a  problem  of  mechanical  surgery  too  diffi- 
cult to  be  solved. 

To  unite  in  an  instrument  of  this  sort,  restricted 
to  the  narrow  limits  of  the  urinary  passage,  the 
lightness,  energ}%  and  delicacy,  requisite  for  seizing 
the  stone  in  the  bladder  with  ease  and  gentleness, 
and  the  force  sufficient  to  destroy  this  body,  was 
a  combination  too  difficult  to  appear  in  the  first 
steps  of  this  science. 

An  instrument  destined  to  act  with  energy  on 
stones  by  crushing,  must  have  presented  great 
diflfeulties  in  its  construction.  It  must  unite  the 
properties  of  delicacy  and  power ;  but  tliese  two 
conditions  almost  contradict  each  other,  since  by 
the  word  Ughtness  or  delicacy^  we  are  led  to  ima- 
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gine  that  a  small  quantity  of  matter  is  employed 
in  the  construction  of  an  instrument,  and  pou:er 
gives  rise  to  quite  a  contrary  idea;  this,  there- 
fore, could  not  have  been  the  system  first  applied. 

Two  actions  are  requisite  for  producing  the 
fracture  of  a  calculus  ;  the  first  is  to  seize  it,  the 
second,  to  break  it  down. 

Two  conditions  must  regulate  these  actions: 
delicacy  in  iseizing,  and  force  in  breaking;  but 
in  lithotrity,  one  of  them  must  predominate  over 
the  other,  for  it  is  necessary  to  seize  before  we  can 
destroy  ;  as  therefore  these  two  conditions  could 
not  be  combined  with  equal  perfection  in  the 
same  instrument ;  it  was  found  necessary  to  make 
a  selection  of  one  of  them,  and  the  choice  fell, 
naturally,  on  the  act  of  seizing,  which  was  deemed 
most  immediately  requisite,  leaving  the  act  of 
destroying  to  be  performed  in  the  best  manner 
possible. 

Only  one  mode  of  destroying  calculi,  that  of 
wearing  away  progressively^  could  have  been 
adapted  to  an  instrument,  in  the  construction  of 
which  a  small  quantity  of  matter  was  used  in 
order  to  give  it  that  delicacy  so  desirable. 

This  system  of  destruction,  being  the  easiest  to 
discover,  was  the  first  resorted  to,  and  has  al- 
ready appeared  in  the  science  under  two  different 
aspects ;  wearing  away  by  repeated  perforations^ 
which  were  the  first  means  employed ;  and  wear- 
ing away  by  excavation,  that  is  to  say,  by  acting 
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from  the  centre  to  the  circninfereTice,  which  ori- 
ginsted  with  us.  A  fundamental  principle  of  these 
two  tnediods,  but  more  especially  of  the  latter,  it 
to  make  the  destroying  power  act  in  the  interior 
of  the  stone;  by  which  means  the  bladder  is 
removed  from  all  contact  with  the  instrument. 

Attempts  have  been  made  to  introduce  into 
litfiotrity  other  modes  of  acting  on  calculi,  such, 
for  example,  as  working  from  the  exterior  to  the 
interior;  but  these  methods  are  faulty  in  prin- 
ciple, as  wen  as  in  what  regards  their  secondary 
crooditions,  since  they  have,  as  a  primitive  defect, 
that  of  bringing  the  destroying  agent  of  the  stone 
m  too  dose  contact  with  the  parietes  of  the 
bladder;  my  only  motive  in  mentioning  this  is  to 
give  a  more  complete  idea  of  the  fundamental 
mles  of  lithotrity. 

When  we  had  solved  the  problems  which  pre- 
sented the  least  difficulties,  we  naturally  proceeded 
to  dVercome  greater  ones ;  it  still  remained  a 
desMerafttm  to  unite  in  an  instrument  the  pro- 
^fCies  of  delicacy  and  power,  in  order  to  effect 
mofe  expeditiously  the  destruction  of  a  stone  by 
crushing  it.  When  such  means  of  proceeding  were 
admiasible. 

Deep  study  and  numerous  attempts  have  at  last 
pmt  us  n  fMMsesston  of  an  instrument  which  com<* 
biaett  in  a  high  degree,  these  two  properties ;  we 
will  hereafter  make  it  known,  under  the  name  of 
r4rite^f/«*^''(shell-bi>eaker)  ;  it  greatly  extends 
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the  power  of  lithotrily,  and  at  the  same  time 
lessens  the  importance  of  the  instruments  which 
act  progressively  on  the  stone,  in  as  much  as  it 
renders  their  tedious  proceedings  and  slow  action, 
less  frequently  necessary. 

Thus,  then,  we  see,  that  lithotrity  consists  at  pre- 
sent* of  two  principal  systems  of  destroying  calculi. 
The  one  efiects  their  fracture  by  progressive  wearing 
away  ;  the  other,  by  crushing  them.  The  former 
is  applicable  in  cases  of  stones,  which  in  every 
direction  present  large  diameters;  the  latter  on 
those  which  at  the  same  time  have  small  and  large 
diameters,  such  as  oval  or  flat  calculi.  We  shall 
see  later,  that  although  these  two  systems  are  use- 
fully applied  under  different  circumstances,  they 
afford  each  other  mutual  assistance,  for  we  often 
have  recourse  to  the  system  of  progressively  wear- 
ing  away^  when  the  more  expeditious  system  of 
crushing  is  not  applicable,  on  account  of  the  size 
or  unfavourable  shape  of  the  stone. 

This  is  the  most  general  idea  we  can  give  of  the 
instruments  of  lithotrity. 

Let  us  now  endeavour  to  render  the  subject 
still  more  clear,  by  laying  down  a  few  general 
rules  to  be  attended  to,  in  the  construction  of 
each  of  these  instruments. 

These  rules  being  given  and  established  from  an 
anatomical  investigation  of  the  organs  ;  and  from 


*  In  the  month  of  May,  1831. 
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the  study  we  have  made  on  the  physical  properties 
of  calculi,  we  shall  be  better  able  to  appreciate 
the  degree  of  perfection  to  which  we  have  carried 
the  construction  of  each  of  the  mechanical  means 
now  employed  for  destroying  vesical  calcuH. 

first  Rule.  —Rectitude  in  a  sound,  being :  1st,  tfte 
mastjiwourablt  shape  for  bringifig^  without  effort,  the 
extremity  of  the  instrument  into  contact  with  a  great 
extent  of  the  parietes  of  the  bladder  ^  and  more  especially 
with  its  fundus;  2nd  ,/or  allowing  the  instrument  to  be 
moved  backwards  and  forwards  with  facility  ;  Sd^for 
permitting  it  to  be  rotated  on  itself  all  instruments 
of  lithotrity  must  be  straight  in  that  portion  of  them 
which  remains  in  the  urethra  during  the  operation^ 
for  a  curve  would  render  them  faulty  in  proportion 
as  it  impeded  the  execution  of  these  three  funda- 
mental properties. 

Second  Rule. — Since  the  operation  of  lithotrity 
must  be  performed  whilst  the  bladder  is  distended 
with  water^  it  follows  that  the  instrument  must 
unite  the  necessary  conditions  for  preventing 
the  Uquid,  when  once  introduced,  from  escaping 
during  the  operation  ;  hence,  Ist,  it  is  necessary 
that  the  instrument  should  be,  as  nearly  as  possible,  of 
the  same  diameter  throughout,  and  that  its  vesical 
extremity  should  be  as  little  enlarged  as  possible,  for 
the  urethra  through  which  an  end  much  enlarged 
passed,  would  be  but  incompletely  filled  by  the 
body  of  the  instrument,  and  the  water  would  con- 
sequently escape  between  the  instrument  and  the 

M  2 


164  GRNEBALlTIfiS. 

sides  of  the  canal ;  2Dd,  the  instrument  must  be  of 
stffficient  size  to  Jill  the  canals  but  not  large  enough  to 
distend  it,  and  render  the  movements  difficult ;  3d,  it 
mustjinaUy  be  constructed  so  as  to  prevent  the  water 
fromjiomng  out  between  its  component  parts. 

Third  Rule. — Since  urelhrse  vary  in  size,  from 
two  lines  and  a  hal^  to  four  and  a  half,  it  follows 
that  the  instruments  must  also  present  different 
diameters. 

Fourth  Rule. — The  contraction  of  the  bladder 
being  sometimes  powerful  enough  to  expel,  be- 
tween the  canal  and  the  instrument,  almost  all  the 
water  it  contains,  it  is  necessary  that  every  instru- 
ment  qflithotrity  should  allow  a  fresh  injection  to  be 
made  into  that  organ^  in  order  to  distend  it,  so  that 
the  instrument  may  be  closed  without  any  danger.* 

Fifth  Rule. — Since  the  bladder  varies  in  its 
antero-posterior  diameter  from  two  to  three  inches, 
on  account  of  its  contraction,  a  lithotritic  instru^ 
ment  must  be  constructed,  so  that  its  branches  may 
ejcpand  sufficiently  to  seize  the  stone,  and  yet  not  pro^ 
ject  more  than  two  inches  and-a-half  from  the  tube 
which  contains  them.  The  instrument  must  also 
admit  of  the  projection  of  the  branches  being  dimi' 
nished,  if  circumstances  should  require  it ;  and  this 
is  the  more  requisite,  since  those  bladders  which 


*  I  am  here  only  alluding  to  the  instruments  which  act  by  pro^ 
gressive  wasting  on  the  stone,  and  which  consist  of  three  or  four 
branches,  for  these  alone  are  apt  to  become  entangled  in  the 
bladder. 
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contain  the  largest  stones  are  generally  the  least 
capacious. 

Sixth  Rule. — ^When  an  instrument  is  expanded, 
and  is  in  action  in  the  interior  of  the  bladder,  the 
spot  where  the  branches  project  from  the  tube  is 
almost  always  in  close  contact  with  the  neck  of 
that  organ  ;  hence  it  is  necessary  that  the  branches 
should  have  free  motion,  without  affording  a  possibility 
of  pinching  at  the  part  where  they  unite,  and  should 
always  preserve  the  same  distance  between  them^ 
whether  projected  from,  or  drawn  into  the  tube. 

Seventh  Rule. — The  bladder  sometimes  vio- 
lently contracts  during  the  operation  of  lithotrity, 
and  presses  upon  the  branches  of  the  instrument 
which,  when  drawn  towards  the  neck,  are  com- 
pressed by  this  part  of  the  viscus,  so  that  the  sur- 
geon is  no  longer  roaster  of  the  expansion  of  his 
forceps,  and  his  manoeuvres  are  totally  impeded. 
It  follows,  therefore,  that  the  branches  of  every  litho^ 
tritic  instrument  should  be  supported  when  they  pro- 
ject from  the  tube  and  are  expanded  in  the  bladder, 
and  that  their  expansion  should  not  be  entirely  en* 
trusted  to  the  elasticity  of  the  metal. 

Eighth  Rule. — The  object  in  constructing  a 
lithotritic  instrument  being  to  bring  a  mechanical 
agent  into  action  in  the  interior  of  the  bladder, 
where  the  surgeon  is  unable  to  see  in  what  man- 
ner it  acts;  it  follows,  that  every  instrument  for 
lithatrity  must  be  graduated ;  so  that  by  means  of 
certain  signs  placed  at  the  extra-vesical  extremity 
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of  the  instnitnent,  tke  operator  may  he  enabled  to 
ascertain  what  is  going  forward  at  the  intra^vesical 
portion.  Marks  well  contrived  are  therefore  of 
the  greatest  importance. 

Ninth  Rule. — Some  bladders  are  verj^  irregular, 
and  their  superior  and  posterior  parts,  although 
distended  with  water,  are  sometimes  forced  from 
the  sacrum  towards  the  neck  of  the  bladder,  either 
by  the  contraction  of  the  viscus  itself,  or  by  the 
pressure  of  the  intestines  which  are  pushed  down 
by  the  abdominal  muscles ;  it  follows,  therefore, 
that  an  instrument,  destined  to  seize  large  cal- 
culi, which  require  a  large  expansion  of  the 
branches,  is  faulty  in  its  construction,  if  the  branch 
which  is  above  terminates  in  a  hooked  extremity ;  it 
is  the  more  faulty  the  further  the  branches  project 
from  the  tube  to  grasp  the  stone j  and  the  smaller  the 
size  of  the  bladder. 

Tenth  Rule. — Since  it  is  necessary,  under  cer- 
tain circumstances^  to  discontinue  the  operation 
of  lithotrity,  either  on  account  of  a  great  degree 
of  sensitiveness  in  the  patient,  or  because  of  a 
violent  and  permanent  contraction  of  the  bladder, 
it  follows,  that  it  is  not  sufficient  for  an  instru- 
ment to  grasp  the  stone  with  facility,  but  it  must 
rela.v  its  hold  with  equal  ease  ;  and  as  this  becomes 
more  frequently  necessary  in  operating  on  large 
calculi,  this  property  must  predominate  more  espe- 
cially in  those  instruments  destined  to  act  in  such 
cases. 
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Eleventh  Rule. — Since  the  excavation  of  large 
calcuH  produces  a  very  considerable  quantity  of 
powder,  which  would  clog  the  action  of  the 
"  6vidcur"  (excavator),  it  follows,  that  an  instru- 
ment intended  to  crcavate  such  calculi,  must  afford 
the  facility  of  injecting  water  into  the  bladder  to  wash 
away  the  superabundant  powder,  even  whilst  the  in- 
slrunient  is  in  action. 

Twelfth  Rule. — Since  that  portion  of  the    in- 
strument which  destroys  the  stone  by  progressive 
wearing  away  must  be  removed  as  far  as  possible 
from  the  parietes  of  the  bladder,  it  follows  that 
this  action  must  proceed  from  the  centre  of  the  cal- 
%>€ulus  to  its  circumference;  for  were  it  otherwise, 
Hthe  destroying  agent  would  be  in  almost  imrae- 
iate  contact  with  the  interior  of  the  organ. 
Thirteenth   Rule. — Since  the  action  of  the  in- 
l;»truments  upon  the  stone  must  be  performed  with 
■the  greatest  regularity,  both  as  regards  the  action 
Kfif  seizing  and  that  of  breaking,   and  since  the 
aiact  performance  of  this  must  depend  entirely 
■wpon  the  nianceuvres  of  the  surgeon,  it  follows 
hat  no  part  of  a  litholritic  instrument  must  be  left 
0  act  by  mea7is  of  springs,  the  movemetits  of  which 
n  a  great  measure  independent  of  the  surgeon's 
Vill. 

Fourteenth  Rule. — Since  it  is  necessary  that 
2)e  different  parts  of  an  instrument  should  play 
with  facility  one  upon  another,  in  order  that  the 
burgeon  may  have  all  the  precision  and  delicacy  of 
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his  tact^  it  follows  that  the  instrument  must  not 
only  admit  of  this  free  and  easy  ploy 9  but  it  must 
also  be  so  constructed  as  to  render  it  easy  to  take 
it  entirely  to  pieces,  so  that  it  may,  in  all  its  parts ,  be 
thoroughly  cleaned.  Without  the  observance  of  this 
condition  in  an  instrument,  there  cannot  be  suffi- 
cient precision  in  the  manoeuvres.^ 

Having  formed  some  idea  of  the  principal 
points  to  be  attended  to  in  the  construction  of 
the  instruments  of  Uthotrity,  let  us  examine  those 
which  already  exist,  and  consider  the  motives  for 
which  they  were  imagined;  let  us  study  their 
construction,  their  mechanism,  and  their  action 
on  the  stone,  independently  of  any  connection 
with  the  organs.  In  the  chapter  which  treats  on 
the  operation,  we  will  bring  them  into  contact  with 
the  organs,  and  will  enter  into  the  important  study 
of  their  manoeuvres. 


*  A  great  number  of  instruments  have  been  invented  to  perform 
the  operation  of  Lithotrity^  and  more  especially  in  France,  but  they 
have  proved  unfit  for  use»  as  the  greater  part  of  them  deviate  from 
one  or  the  other  of  the  rules  here  laid  down,  and  are  thus  the  more 
defective  and  inapplicable,  in  proportion  to  the  importance  of  the 
rule  neglected ;  many  of  these  instruments  are  faulty  from  the  non- 
observance  of  5,  6,  7,  or  8  rules,  and  unfortunately  operations 
attempted  with  them  have  sometimes  caused  the  death  of  the 
patient ;  but  can  such  fatal  terminations  be  laid  to  the  account  of 
Lithotrity  ? 
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CONSIDERATION  OF  EACH  OF  THE  INSTRUMENTS 


ADAPTED    TO 


LITHOTRITY. 


Ik  the  preceding  part,  but  more  particularly  in 
the  preliminary  considerations j  and  in  the  examina^ 
turn  of  the  bladder  and  calculi^  we  stated,  that  we  did 
not  think  it  right  that  the  destruction  of  vesical 
calculi  should  be  accomplished  by  one  single  in- 
strument. For  this  instrument,  however  inge- 
niously conceived,  must  meet  with  stones  which 
Tvill  be  unfavourable,  either  to  the  action  of  seizing 
or  destroying.  If  we  consider  how  materially  cal- 
culi differ  in  their  nature,  but  more  particularly 
in  their  shape,  we  shall  readily  conceive  that 
those  which  are  composed  of  a  fine  smooth  grain 
will  yield  to  the  instruments  which  act  progres- 
sively, but  will  be  unfavourable  to  the  action  of 
the  crushing  instruments  ;  whilst  other  calculi 
formed  in  layers,  not  firmly  united  together,  and 
composed  of  a  salt  of  a  friable  nature,  will,  on  the 
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contrary,  be  easily  destroyed  by  the  crushing 
instruments^  or  by  those  which  act  by  percus- 
sion, and  will  with  difficulty  be  reduced  by  other 
means.  It  will  be  easily  understood,  that  an  in- 
strument well  calculated  for  seizing  a  round  stone 
will  be  totally  incapable  of  seizing  a  flat  one,  and 
vice  versd;  that  an  instrument  well  adapted  to 
grasp  a  stone  in  a  large  bladder  with  smooth 
parietes,  would  be  but  ill  calculated  to  take  one 
in  a  small  bladder  with  irregular  parietes  ;  finally, 
that  an  instrument  suitably  .constructed  to  destroy 
entire  stones,  or  rather  to  break  them  into  frag- 
ments, will  be  badly  contrived  for  reducing  the 
irregular  fragments  of  a  stone  already  broken  into 
still  smaller  pieces  and  into  powder. 

It  is  only  necessary  to  make  a  trial  of  the  in<- 
struments  we  are  about  to  examine^  in  order  to 
find  a  convincing  proof  of  the  justness  of  these 
remarks,  which  we  sum  up  more  briefly  in  the 
following  proposition : — To  proceed  as  rapidly  as 
possible  in  the  destruction  of  vesical  calculi^  and  at 
the  same  tinie  with  safety  to  the  organ,  it  is  absolutely 
necessary  to  have  recourse  to  Uthotritic  instruments 
differently  combined. 

Let  us  now  proceed  to  examine  these  combina- 
tions, which  are  four  in  number. 

The  first  is  the  instrument  which  I  have  called 
*^  perce-pierre''  (stone-borer),  or  three  branches 
with  a  simple  drill ;  this  instrument  is  suitably  con- 
structed  to  destroy  small  round  stones  of  five  or 
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six  lines  in  diameter  with  facility,  and  pretty 
rapidly ;  but  its  action  is  merely  to  make  a  hole 
a  little  larger  than  the  drill  itself.  (See  pL  1, 
%.  1,  2,  3,  4,  5,  6,  7,  8,  9.) 

The  second  combination  is  my  instrument, 
•*  trois  branches  it  virguW  (three-branched  with  a 
comma) ;  its  mechanism  for  seizing  the  stone  is 
the  same  as  in  the  preceding  instrument,  but  as 
regards  the  act  of  destroying,  it  is  capable  of  pro* 
ducing  in  a  stone  an  excavation  of  ten  lines,  and 
that  in  one  attack  ;  this  is  effected  by  means  of  a 
small  steel  blade,  which  projects  from  the  per- 
forating drills  and  resembles  the  typographical 
mark  called  a  comma.  This  instrument  is  well 
adapted  to  destroy  spherical  stones  of  ten  or 
twelve  lines  in  diameter,  and  oval  stones  of  this 
dimension  in  their  smallest  diameter.  (See  pi.  1, 
fig.  10,  11,  12,  13,  14,  15,  16,  17,  and  18.) 

The  third  is  my  apparatus  "  hideur  a  forceps^* 
(forceps-excavator) ;  it  is  called  **  fevideur,"  be- 
cause it  excavates  spherical  calculi  of  from  four- 
teen to  twenty-four  lines  in  diameter  ;  and  "  ;\  for- 
ceps," because  it  grasps  them  in  the  same  manner 
BS  an  accoucheur  does  the  head  of  an  infant  with 
his  forceps. 

This  instrument,  from  the  disposition  of  its 
component  parts,  is  well  adapted  to  seize  and  break 
round  and  very  large  calculi  in  contracted  bladders. 

Lastly.  The  fourth  combination  is  my  instru- 
ment   '*  brisC'Coque''^     (shell-breaker),    so   named 
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from  its  being  especially  destined  to  crush  the 
fragments  resulting  from  the  action  of  the  escava- 
tars.;  these  fragments^  from  their  concave  shape^ 
resemble  egg-shells. 

The  *'  brise-coque"  adds  to  the  power  of  com- 
minuting fragments,  the  stiU  more  important  pro- 
perty of  seizing,  and  rapidly  destroying  flat  cal- 
culi, which,  from  their  shape,  are  unfavourable  to 
the  action  of  all  the  other  instruments.  (See  pi.  3).* 

^  We  see  that  the  **  brise-coque*'  is  here  considered  as  secon- 
dary, and  destined  to  terminate  an  operation  begun  with  the  other 
instruments.  In  effect,  I  have  always  employed  it  in  this  manner, 
and  have,  for  this  reason,  defined  it  in  the  last  place.  If,  how- 
ever, I  had  to  recommence  my  work,  I  should  place  the  **  brise- 
coque,''  and  its  system  of  destroying  calculi,  in  the  first  rank ;  for, 
as  I  said  in  the  generalities  preceding  the  description  of  the  instru- 
ments, the  system  of  crushing  being  the  most  rapid  and  efficacious, 
must  always  be  the  first  resorted  to  whenever  it  appears  applicable. 

The  more  I  operate,  the  more  I  feel  convinced  of  this.  For- 
merly I  commenced  an  operation  with  a  simple  **  perce-pierre,'*  or 
<*  trois  branches  a  virgule,*'  to  weaken  the  stone ;  but  I  most  fre- 
quently lost  much  time,  before  producing  with  these  instruments  as 
much  waste  in  a  stone  as  I  can  with  the  *<  brise-coque'*  in  the  course 
of  a  few  seconds ;  for  this  reason,  I  now  always  begin  with  the 
•*  brise-coque,"  unless  the  stone  is  evidently  very  large  and  round, 
which  renders  it  quite  unfavourable  to  its  action  ;  then  the  instru- 
ments which  act  progressively  on  the  stone  must  be  employed,  the 
action  of  which  is,  as  it  were,  to'prepare  the  calculus  for  receiving 
the  attacks  of  the  "  brise-coque."  If,  therefore,  I  should  write  sub- 
sequently on  this  subject,  I  should  change  the  manner  of  arranging 
the  different  systems  of  destroying  calculi  by  lithotrity,  and  should 
reverse  the  present  order,  by  considering  the  other  instruments  as 
accessories  to  the  "  brise-coque,"  and  not  this  instrument  the  acces- 
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Such  are  the  combinations  which  are  appUcable 
to  destroy  vesical  calculi.  We  shall  see  that  as 
the  difficulties  increase,  that  is  to  say,  as  the 
stones  become  larger,  the  instruments  become 
more  elaborate,  and  afford  more  resources  for  the 
surgeon. 


tory  of  the  fonner*    Thb  will  appear  natural  and  correct  to  those 
who  have  thoroughly  understood  my  generalities. 

If,  as  I  have  reason  to  hope,  I  discover  the  means  of  bringing  the 
eygUm  cfjtertuiwm  into  action,  which  is  still  more  expeditious  and 
powerful  than  the  tydem  of  cnuhing^  then  the  *^  brise-coque** 
win  occupy  the  second  rank  for  breaking  entire  stones,  and  will 
only  be  employed  to  pulverize  the  fragments,  for  which  it 
primitively  and  solely  intended. 
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ON   THE 


PERCE-PIERRE. 


Motive  for  which  this  Instrument  was  constructed. 

The  "  perce-pierre "  is  the  first  instrument 
with  which  a  cure  was  obtained  by  lithotrity.*  It 
is  one  of  the  earliest  productions  of  this  science; 
and  the  motive  which  led  to  its  construction,  was 
to  arrive  at  the  important  result  of  curing,  by 
mechanical  means,  and  without  incision,  pa- 
tients afflicted  with  the  stone.  A  considerable 
number  of  surgeons  have  already  attained  this 
end,  but  only  in  those  cases  in  which  the  power 
of  the  *'  perce-pierre"  was  in  relation  with  the  size 
of  the  stone,  and  according  to  the  greater  or  less 
facility  with  which  the  patient  could  support  the 
frequent  operations  this  instrument  requires,  and 
the  repeated  manoeuvres  rendered  necessary  at 
each  operation. 

The  manifest  insufficiency  of  the  "perce-pierre" 


♦  In  the  introductory  observations,  we  stated  this  instrument  to  be 
the  fruit  of  the  ingenious  conceptions  of  several  medical  gentlemen. 
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induced  rae  to  commence  my  labours  in  litho- 
trity ;  but  an  acquaintance  with  this  instrument  is 
valuable  for  two  reasons — the  first  is  its  utility  in 
cases  of  small  calculi ;  the  second,  that  it  may 
serve  as  a  sort  of  introduction  to  the  science,  and 
wUl  afford  us  a  point  of  comparison.  At  the 
commencement  of  my  practice  I  often  employed 
this  instrument,  and  my  attempts  were  attended 
with  success,  because  I  only  used  it  when  its 
action  was  sufficient  to  destroy  the  stone  rapidly ; 
and  now,  I  always  use  it  in  cases  of  one,  two^ 
or  three  small  oval  or  round  calcuU.* 

*  I  have  lately  discovered  in  the  **  perce-pierre*'  a  property  till 
now  unobserved,  which  I  have  rendered  efficient  by  introducing 
ceitain  modifications  in  its  construction,  and  by  making  some  addi- 
tions, which  serre  as  accessory  instruments,  in  order  to  develop  and 
bring  into  action  the  property  of  which  I  am  speaking ;  it  con- 
nsts  in  enabling  the  surgeon  to  break  into  fragments  the  shells  of 
excavated  stones,  by  communicating  to  them,  through  the  medium 
of  the  drill,  the  shock  of  a  hammer.  This  new  mode  of  pro- 
ceeding, which  I  have  called  system  of  percussion^  I  employed,  for 
the  first  time,  on  a  seaman,  operated  upon  publicly  at  the  Military 
Greenwich  Hospital ;  and  it  constitutes,  with  the  systems  of  eowo- 
wUisig  and  cnuhingy  three  different  means  of  destroying  vesical  caU 
culL  I  intimated  before,  in  the  examination  of  calculi^  how  impor- 
tant this  new  method  might  subsequently  become ;  at  present  I  only 
point  it  out,  and  will  give  a  more  precise  idea  of  it  when  I  have 
iCiidied  it  more  deeply.*     With  respect  to  the  system  of  repeated 


note  was  written  some  time  ago,  but  I  let  it  remain  because 
it  ii  to  the  adrantage  of  the  *^  perce-pierre  ;**  since  then,  however,  thia 
aj«tem  has  become  so  important,  that  I  have  been  induced  to  seek  for 
otiier  means  of  putting  it  into  practice ;  for  the  **  perce-piirre**  only  ad- 
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Construction  of  the  "  Perce-pierre/* 

General  Idea. — This  instrument^  represented 
(PI.  1.  fig.  1  &  S,)  consists  of  an  external  and 
an  internal  canula;  the  former^  a  simple  tube, 
receives  in  its  interior  the  internal  canula»  which 
terminates  in  three  elastic  branches,  between  which 
the  stone  is  seized.  A  central  rod,  or  drill,  pre- 
senting at  its  extremity  a  denticulated  head,  moves 
with  facility  in  the  internal  tube,  and  is  rotated  on 
itself  by  means  of  a  pulley  turned  by  a  bow,  which 
motion  causes  the  drill  to  perforate  the  stone. 

• 

Examination  of  the  different  parts  which  compose  the 

"  Perce^pierre.*' 

External  Canula. — It  is  a  tube  (fig.  1.  a.  A.) 
exactly  cylindrical,  about  nine  inches  in  length, 
and  three  and  a  half  in  diameter.  The  extremity 
(a)  is  cut  perpendicularly  to  the  axis  of  the  instru- 
ment ;  the  other  extremity  (b)  forms  a  continua- 
tion with  a*  solid  square  (c),  which  I  have  called  the 

perforations^  I  allow  it  to  subsist  in  this  work,  although  I  banish 
it  from  my  practice  as  often  as  the  stone  is  of  sufficient  size  to 
require  several  perforations  to  be  reduced  to  fragments. 


mits  of  its  being  employed  in  cases  of  spherical  calculi,  and  even  then  it 
is  not  very  powerful.  I  will  here  make  rather  a  singular  remark  on  the 
«*  perce-pierre.'*  Speaking  generally,  this  instrument  can  accomplish 
every  thing,  but,  with  the  exception  of  seizing  and  destroying  small 
spherical  calculi,  it  performs  every  thing  badly.  In  lithotrity,  on  the 
contrary,  every  thing  must  be  well  performed. 
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^  armure'^  (armour),  because^  on  account  of  its 
solidity,  it  is  destined  to  protect  tiie  tube  from 
the  pressure  of  the  screw  belonging  to  the  mor- 
tise of  the  "  f)ointJise'  (fixed  point).  Next  to  the 
"  ammrey^  we  observe  a  sort  of  capital  {d.  d.  d.\ 
called  *•  pamiUni  erteme''*  (external  pavilion),  be* 
cause  it  is  joined  to  the  external  tube  of  the 
instrument.  Four  things  are  to  be  remarked  in 
the  external  '*  pavilion :"  the  first  is  the  mass  of 
steel  (d.  d.  d.)  of  which  it  is  formed  ;  the  second 
b  a  screw  (e)  which  traverses  this  mass  and  presses 
upon  the  internal  tube,  so  as  to  fix  it  at  will 
with  the  external  canula ;  the  third  is  the  stopple 
{h),  destined  to  fill  up  a  hole  by  means  of  which  an 
injection  may  be  made  into  the  bladder  through 
the  instrument ;  the  fourth  is  a  sort  of  cap  (i), 
which  covers  a  box,  in  which  is  put  a  cork  to 
hinder  the  water  from  escaping  between  the  exter- 
nal and  internal  tubes. 

Internal  Canula. — Let  us  examine  it  on  the  se- 
cond  figure,  where  the  branches  are  expanded.  It 
consists  of  a  steel  tube  (a.  a.\  which  fits  in  the 
external  canula,  and  plays  with  facility  in  its  inte- 
rior. The  internal  canula  is  divided  at  its  vesical 
extremity  into  three  elastic  branches,  which  ex- 


*  In  describing  the  instruments,  I  have  called  **  pamilon'^  that 
nsrt  of  them  which,  in  the  manoeuvres,  serves  as  a  support  or  rest^ 
ing-pbce  for  the  hand  of  the  operator ;  every  instrument  of  litho- 
tiity  has  an  external  and  internal  pavilion ;  the  former  attached  to 
the  txtemal,  the  latter  to  the  internal  part  of  the  instrument. 

N 
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pand  when  pushed  out  of  the  external  tube  by^ 
their  own  elasticity,  and  close  together  again  when 
drawn  into  its  interior. 

Each  of  the  branches  is  armed  with  a  claw, 
which,  when  the  instrument  is  closed,  cover 
each  other  (see  fig.  1).  The  three  branches  must, 
therefore,  be  of  unequal  length.  At  the  other 
extremity  of  this  canula  is  a  piece  (b.  c),  which 
is  i\2imed  **  pavilion  interne  i^^  it  is  screwed  to  the 
extremity  of  the  internal  canula,  and  presents  two 
parts  to  be  considered.  The  first  is  the  cylinder 
(i>),  by  means  of  which  this  piece  is  screwed  to  the 
end  of  the  internal  tube ;  and  the  second  is  a  little 
cap  (c),  similar  to  the  one  before  mentioned  as 
belonging  to  the  external  canula.  This  cap  is 
equally  destined  to  cover  up  a  little  box,  in  which 
is  put  a  cork  to  prevent  the  water  from  coming 
out  between  the  internal  canula  and  the  central 
rod  of  steel,  or  drill,  destined  to  pierce  the  stone. 
Let  us  now  examine  this  rod,  which  is  called 
**  perforateur*'  (perforator),  to  shew  the  nature  of 
its  action. 

Onthe  Perforator. — It  is  a  rod  of  steel  (fig.  2. 
g.h.\  which  passes  through  the  interior  of  the 
internal  canula,  and  plays  with  facility,  although 
it  fills  it  pretty  exactly.  At  the  extremity  nearest 
the  branches,  this  rod  presents  an  enlargement 
made  into  the  form  of  a  drill,  and  on  which 
we  remark,  at  the  three  points  corresponding 
to  the  openings  between  the  branches  when  the 
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instrument  is  closed  (fig.  1),  three  little  projec- 
tions, which  enlarge  the  head  of  the  drill  \vithout 
increasing  the  size  of  the  end  of  the  instrument, 
for  the  branches  are  depressed  in  the  sort  of 
grooves  which  separate  these  projections. 

The  other  extremity  of  the  perforator  is  of  a 
conical  shape,  but  not  pointed.  It  is  received  in 
the  tube  which  is  found  at  the  end  of  the  little 
stem  {d.  pi.  5,  fig.  2.)  belonging  to  the  '*  chcvalet^^^ 
when  this  mode  of  maintaining  the  instrument  is 
made  use  of ;  but  when  my  ^*  point ^e**  and  recU 
angular  bed  are  employed,  it  enters  into  the  tube 
of  a  particular  piece,  which  I  have  called  **  re- 
poussair  d  main,*'  (pi.  4.  fig.  6.)  because  it  pushes 
the  perforator  forward.     We  will  examine  it  later. 

A  pulley  (A:,  pi.  1 ,  fig.  2.)  is  fixed  on  this  ex- 
tremity of  the  perforator  by  means  of  a  screw. 

Mechanism  of  the  '*  Perce-pienrJ** 

When  the  ^'  perce-pierre^'  is  closed  (fig,  Ij,  its 
vesical  extremity  has  the  shape  of  an  irregular 
olive,  marked  with  longitudinal  furrows.  The 
head  of  the  perforator  is  enclosed  between  the 
three  branches,  which,  however,  allow  the  three 
little  projections,  to  which  we  before  alluded,  to 
be  seen. 

The  internal  tube  projects  about  three  inches 
beyond  the  "  pavilion'*  of  the  external  tube  ;  and 
the  pulley  is  nearly  in  contact  with  the  cork  box 
oi  tbe  internal  tube. 

N  2 
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When  -the  instrument  is  open,  as  is  seen  (fig.  2), 
the  branches  diverge  from  each  other  by  their 
own  elasticity.  They  expand  the  more,  in  pro- 
portion as  they  are  made  to  project  further  from 
the  tube,  which  is  effected  by  bringing  the  internal 
*.*  pavilion''  nearer  the  external  one. 

The  perforator  has  free  motion,  and  if  it  be 
withdrawn  towards  the  infundibulum  formed  by 
the  brandies,  it  leaves  an  open  space  in  which  the 
stone  may  be  received.  If  we  make  each  of  the 
projections  placed  on  the  sides  of  the  drill  corres- 
pond to  each  of  the  branches,  the  branches  are 
not  only  supported  and  prevented  from  yielding, 
but  they  are  also  made  to  expand  in  direct  ratia 
to  the  force  used  in  drawing  the  drill  between 
them. 

If  we  observe  how  the  branches  close  together, 
we  shall  see  that,  by  placing  the  two  longest  on  a 
horizontal  plane,  there  is  possibility  of  the  bladder 
being  seized  between  them.  This  may  also  hap- 
pen between  the  two  shortest :  but  it  cannot  take 
place  between  the  longest  and  shortest ;  for  the 
hook  of  the  middling-sized  branch  being  inter- 
posed  between  the  two  others,  their  claws  are  not 
in  immediate  contact. 

Action  of  the  ^^  Perce-pierre^  on  Calculi. 

If,  with  the  "  percC'pierre''  (stone-piercer),  we 
seize  a  small  round  stone,  we  shall  find  that  in 
general  it  only  rests  against  the  hook  of  the  short- 
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est  branch,  and  that  the  claws  of  the  other  two 
do  not  take  hold  on  its  surface,  (fig.  3.) 

If  we  seize  a  stone  of  twelve  or  fourteen  lines  in 
diameter,  only  two  of  the  claws  are  commonly 
brought  to  bear  upon  it  (fig.  4),  and  sometimes 
only  one.  We  see,  therefore,  that  the  difficulty 
of  bringing  all  the  claws  at  once  upon  the  stone  is 
in  direct  proportion  to  its  irregularity  and  in- 
crease of  size.  A  stone  of  twelve  or  fourteen  lines 
in  diameter  is,  however,  often  firmly  grasped. 

If  we  attempt  to  seize  an  oval  stone,  we  find 
that  it  is  generally  badly  held  ;  for  most  frequently 
it  is  grasped  by  two  of  the  branches,  and  the  third 
tends  rather  to  force  it  out  of  the  forceps  than  to 
retain  it  there.  A  stone  of  this  shape  is,  however, 
sometimes  grasped  with  sufficient  firmness  by  the 
branches  to  allow  the  perforator  to  act.  The  more 
an  oval  stone  is  flattened,  the  less  firmly  it  is 
held. 

It  is  impossible  to  seize  an  entirely  flat  stone 
well. 

If  we  attack  calculi  with  this  instrument,  we 
perceive  that  it  makes  holes  of  three  lines  and-a- 
half,  which  penetrate  through  a  small  stone  of 
from  five  to  six  lines  in  diameter,  but  only 
extend  to  the  two-thirds  of  the  thickness  of  a 
stone  which  is  an  inch  in  diameter.  (Figs.  4, 
5,6,7-)  From  this  we  may  conclude,  that  this 
instrument  is  sufficient  to  destroy  rapidly  small 
calculi  of  six  lines,  but  that  its  insufficiency  to 
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produce  the  same  effect  on  larger  stones  is  greater 
in  proportion  as  they  increase  in  size. 

If  we  continue  to  perforate  a  spherical  or  oval 
stone  of  from  twelve  to  -eighteen  lines  in  diameter, 
we  shall  find  that  the  three  or  four  first  perfora- 
tions work  on  the  stone  effectually ;  but,  as  the 
holes  become  more  numerous,  the  drill  has  a 
greater  tendency  to  enter  into  those  which  have 
been  previously  made.  Sometimes  it  falls  dear 
in ;  at  other  times,  it  rests  upon  the  edge,  and  falls 
in  after  a  few  movements  of  the  bow.  The  further 
a  stone  is  from  being  spherical,  the  more  fre- 
quently do  we  meet  with  this  circumstance ;  for 
the  more  it  is  irregular,  the  more  likely  it  is  to  be 
taken  in  the  same  situation,  and  to  present  the 
same  part  of  its  surface  to  the  perforator. 

It  sometimes  happens  that  when  the  drill  has 
made  a  hole  near  some  others,  it  becomes  entan- 
gled in  the  previous  perforations  which  were  formed 
in  the  centre  of  the  stone,  and  from  which  it  is 
disengaged  with  difficulty.  Sometimes  the  neck 
of  the  drill  is  fixed  against  the  irregular  edges  of 
one  of  the  holes,  and  the  surgeon  would  be 
embarrassed  to  withdraw  it,  even  if  he  had  the 
stone  in  his  hand. 

When  the  calculus  is  covered  with  holes,  we  per- 
ceive that  the  branches  of  the  forceps  are  easily 
entangled  in  these  perforations,  from  which  they 
are  sometimes  quickly  disengaged  }  at  other  times, 
with  some  difficulty ;  and,  in  certain  cases,  with- 
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out  the  assistance  of  the  hand,  it  is  utterly  impos- 
sible.  This  circumstancet  as  well  as  the  preceding 
ones^  bring  us  to  the  conclusion  that  sometimes 
the  employment  of  this  instrument  is  accompanied 
with  very  great  danger.  (The  4th,  5th,  Gth,  and  7th 
figures,  convey  an  idea  of  the  insufficiency  of  the 
**  perce-pierre" — the  6th  figure  especially,  which 
represents  the  instrument  in  the  act  of  performing 
its  thirty-first  perforation.  This  number  of  holes 
cannot  be  counted  in  the  stone ;  but  the  ten  which 
are  wanting  result  from  the  perforator  having  made 
ten  useless  attacks  by  entering  into  holes  pre- 
viously made :  the  figure  shews  the  drill  on  the 
point  of  making  another  fruitless  attempt) 

If^  in  the  last  place,  we  examine  the  action  of 
the  ** perce^pierre'  on  fragments,  we  shall  find  that 
if  the  fragment  be  nearly  round,  the  action  of  the 
drill  is  sufficient,  and  is  well  adapted  to  destroy  it, 
but  if  the  fragment  be  irregular,  it  is  badly  seized 
in  proportion  to  its  irregularity,  and  especially  if 
it  should  assume  a  flattened  shape.  In  this  case 
it  is  grasped  a  considerable  number  of  times 
without  being  comminuted;  sometimes,  only  held 
by  two  of  the  branches,  it  escapes,  when  we  try  to 
crush  it  by  the  pressure  of  the  drill ;  if,  on  the 
contrary,  we  seek  to  destroy  it  by  means  of  the 
bow,  which  tlie  hardness  of  the  fragment  often 
renders  necessary,  then  the  perforator  does  not 
turn,  for  being  forced  down  towards  the  sort  of 
Aionei  formed  by  the  branches,  it  is  held  too  tight 
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to  be  rotated ;  the  same  inconvenieDce  attends  its 
action  on  entire  flat  stones.  This  is  one  of  the 
reasons  which  renders  the  ^*  perce-pierre'*  insuf- 
ficient, even  in  cases  of  small  calculi. 

If  we  employ  the  *^  perce-pierre^*  on  calculi 
composed  of  lime^  we  find  that  the  drill  soon  be- 
comes clogged,  and  that^  after  a  few  movements 
of  the  bow,  its  progress  in  the  stone  is  slow,  on 
account  of  the  facility  with  which  the  spaces  be- 
tween the  teeth  become  filled  with  the  greasy, 
plastic  powder  produced  by  certain  calcareous, 
and  even  by  other  sorts  of  stones.* 

If  now  we  examine  the  shape  of  the  fragments 
resulting  from  the  action  of  the  *^ perce-pierre,^' 
after  having  continued  this  action,  until  these 
fragments  are  sufficiently  small  to  pass  through  the 
urethra,  we  shall  find  that,  for  the  most  part,  they 
are  angular  and  irregular  ;  sometimes  they  present 
the  shape  of  a  crescent,  the  two  extremities  of 
which  are  sharp. 

The  fragments  are  not,  it  is  true,  often  of  this 
unfavourable  shape,  but  this  form  which  results 
from  the  primitive  disposition  of  a  portion  of  stone, 
can  frequently  be  traced  to  the  smaller  pieces,  and 
hence  they  are  voided  by  the  patient  with  difficulty 
and  fatigue;  for  when  the  fragments  are  produced 
by  the  pressure  of  the  drill,  rather  than  by  the  action 


•  Unsuccessful  attempts  have  been  made  to  remedy  this  defect, 
by  boring  holes  in  the  drill  head,  directed  from  the  teeth  to  the  stem. 
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of  its  rotatory  movement,  then  they  are  generally 
triangular,  with  acute  angles ;  for  the  pressure  of 
the  perforator  is  sometimes  sufficient  to  split  a 
large  portion  of  stone,  but  not  to  crush  it  entirely, 
and  then  the  fragments  usually  assume  the  un- 
fiivourable  shape  we  have  just  mentioned. 

Finally,  when  a  large  stone  is  seized,  it  is  often 
difficult  to  let  it  loose ;  not  if  we  manoeuvre  out  of 
the  bladder  in  the  open  space,  but  if  we  try  to 
perform  this  after  having  surrounded  the  stone 
and  forceps  with  our  hand,  in  order  to  imitate  a 
contracted  bladder.  We  see  that  the  calculus  is 
retained  within  the  grasp  of  the  instrument  by 
the  parietes  of  our  hand,  and  that  the  forceps 
cannot  be  closed.  We  see  that  it  is  more  difficult 
to  disengage  the  stone  from  the  branches,  in  pro«> 
pcHtion  as  there  is  a  greater  number  of  perfora- 
tions, for  the  drill  often  sinks  into  one  of  the 
holes,  and  does  not  find  a  point  to  rest  against  in 
order  to  push  out  the  calculus.  * 

After  having  verified  the  truth  of  these  asser- 
tions, we  may  conclude  that  it  is  often  difficult  to 
loose  a  large  stone  in  a  contracted  bladder,  when 
this  stone  has  been  seized  by  the  three-branched 
infrtruments,  and  this  may  certainly  be  considered 
as  another  defect. 
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ON  THE 


TROIS-BRANCHES  A  VIRGULR 


Motive  for  which  this  Listrument  was  constructed. 

We  must  have  remarked  that  there  was  an  evi- 
dent  disproportion  in  the  *^  perce-pierre^^'  between 
the  action  of  seizing  and  destroying  calculi.  We 
already  know  that  this  instrument  can  grasp  and 
firmly  hold  a  stone  of  twelve  or  fourteen  lines  in 
diameter,  but  that  its  action  is  limited  to  a  simple 
perforation  of  three  and-a-half  lines.  It  was 
therefore  important  to  turn  to  greater  advantage 
its  properties  for  seizing  and  maintaining,  by 
rendering  more  rapid  and  effectual  its  destroy, 
ing  agents.  To  this  end,  I  constructed  the  **  man- 
drin  k  virgule"  (drill  with  a  comma),  which  has 
the  advantage  of  adapting  to  the  simple  combina- 
tion of  a  three-branched  instrument,  the  system  of 
excavation. 

This  alteration  is  very  great,  and  constitutes 
a  totally  different  combination,  since  it  entirely 
modifies  the  instrument  in  its  action  of  destroy- 
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ing;  we  will,  therefore,  proceed  to  examine  and 
study  the  "trois-branches  k  virgule.'' 


W^^'C(mstruction  of  the  "  Trois- Branches  ^  Virgule,*' 

'  *  General  Idea. — This  instrument,  represented 
(pi.  I,  fig.  10  and  11)  resembles  the  "  perce-pierre" 
in  those  parts  which  seize  the  stone :  it  consists  of 
two  tubes,  one  of  which  is  contained  in  the  other  j 
the  internal  tube  is  terminated  by  three  elastic 
branches,  armed  with  claws  ;  but  instead  of  destroy- 
ing the  stone  with  a  simple  drill  or  borer,  like  the 
"  perce-pierre,"  it  has  the  power  of  enlarging  the 
hole  previously  made  by  tlie  perforator,  by  means 
of  a  small,  steel,  denticulated  to/^«e,  made  to  pro- 
ject gradually  from  the  drill.  This  little  tongue 
or  blade  is  called  "  virgule'  (commal,  and  acts  by 

Ipeans  of  a  peculiar  piece  of  mechanism  placed  at 
fee  extra-vesical  extremity  of  the  instrument. 
f: 
diet 


1  Stud^  of  the  different  Parts  which  compose  the 
"  Trois-Branches  ^  Virgule.'' 


It  is  not  necessary  to  renew  the  description  of 
!  external  and  internal  canula  which  so  nearly 
resemble  those  of  the  "perce-pierre;"  there  is 
only  a  trifling  difference  in  the  curvature  of  the 
branches.  We  will,  therefore,  immediately  ex- 
amine the  "  mandrin  k  virgule." 

It  is  a  steel  tube,  containing  a  steel  wire,  which 
lays  with  facility  in  its  interior.  (Thefigs.  15and  16 


^^^laya  with  facility 
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represent  a  section  of  the  tube,  and  shew  the 
wire  in  its  interior.)  By  means  of  this  central 
wire  we  can  communicate  a  movement  from 
the  extra^vesical  end  of  the  drills  to  its  vesical 
extremity. 

The  ^^mandrin  h  virgule**  is  enclosed  in  the  in- 
ternal tube  of  the  instrument,  in  the  same  manner 
as  the  perforator  of  the  ** perce-pierre.^*  (Figs.  10 
and  11.) 

When  placed  in  the  internal  tube,  two  parts 
are  worthy  of  consideration  :  its  vesical  extremity, 
which  includes  the  drill  and  the  "  virgule,''  and 
the  apparatus  at  the  extra-vesical  extremity,  which 
allows  us  to  communicate  to  the  "  virgule/'  while 
it  is  rotated  by  means  of  the  bow,  an  impulse 
which  forces  it  out  of  the  head  of  the  drill. 

Vesical  Extremity. — It  is  of  a  cylindrical  form, 
about  five  or  six  lines  in  length,  and  two  and  a 
half  or  three  in  width  (fig.  15  and  16),  and  is  fixed 
to  the  tube  which  forms  the  body  of  the  drill ;  it 
presents  a  square  mortise  {a.  fig.  16),  destined  to 
contain  the  "  virgule  *'  (b.  fig.  16),  which  is  a  little 
blade,  nearly  triangular,  and  can  either  be  drawn 
into  the  cylinder,  or  forced  out,  as  may  be  seen 
by  comparing  the  figures  16  and  18 ;  when  it  is 
drawn  in  (fig.  18),  it  exactly  fills  the  mortise, 
and  we  can  only  see  the  asperities  with  which 
it  is  marked  at  its  point  and  exterior  side. 
When,  on  the  contrary,  it  is  pushed  out  (fig.  16), 
the  edge,  whic^i  is  armed  with  teeth,  forms,  with 
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the  axis  of  the  cylinder,  au  angle  of  45  degreea* 
and  we  see  that  it  projects  from  the  mortise,  the 
two  sides  of  which  firmly  maintain  it. 

At  the  denticulated  extremity  of  the  cylinder 
there  is  a  small  projection  (c.  fig.  16),  similar  to 
those  which  we  observed  on  the  drill-head  of 
the  ^*  perce-pierre  r  it  renders  the  perforation 
made  in  the  stone  larger  than  the  diameter  of  the 
cylinder,  and  also  keeps  the  drill  clear  during  it& 
rotatory  action. 

At  the  same  extremity,  and  on  one  side,  the 
cylinder  is  beveled  {d.  fig.  15):  this  is  to  take  off 
the  sharp  edge,  which  would  otherwise  exist  at 
this  part  during  the  manoeuvres  ;  this  edge,  as  we 
shall  afterwards  see,  would  be  injurious. 

The  end  of  the  cylinder  is  marked  with  deep 
teeth  of  a  diamond  shape. 

Rrtra-vesical  Extremity. — It  consists  of  that 
portion  of  the  instrument  which  extends  beyond 
the  internal  '^  pavilion,"  and  forms  what  I  have 
called  the  "  monture."  (See  either  of  the  figures 
which  represent  the  entire  instrument.  In  our 
description  of  the  **  monture,*'  we  will  refer  to 
the  11th  figure.) 

We  first  observe  a  piece  marked  (a.  &.),  square 
at  (a.),  and  rounded  ofi*  at  (Jb.) ;  at  (b.)  there  is  a 
sort  of  hemisphere  (c),  which  is  moveable,  and 
can  be  rotated  on  the  point  where  it  joins  {a.  b.) ; 
the  extremity  (a.)  enters  into  square  hole  found 
in  the  piece  {d.  e.)  as  far  as  (^ ;  we  next  find  a 
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pulley  (g.)^  and  a  portion  of  tube  (h.  Ar.),  which 
completes  the  **  monture." 

We  will  now  endeavour  to  be  better  understood 
without  having  recourse  to  these  details. 

The  "  roonture,"  by  what  we  have  just  said,  is 
composed  of  two  parts ;  one  of  which  consists  of 
(A.  k.  g.  d.  e.)f  forming  an  entire  piece ;  the  other 
of  (fl.  b.  c.)»  for  although  the  little  hemisphere  (c.y 
can  be  rotated  on  {a.  ^.),  it  is,  however,  of  a  piece 
with  it. 

'  In  the  portion  (h.  k.  g.  d.  e.)  there  is  a  canal  ex- 
tending from  (h.)  to  (d.)  which  receives  the  tube 
of  the  "  mandrin  k  virgule  ;**  a  screw  (o.)  traverses 
the  piece  (h.),  and  dips  into  a  hole  in  this  tube,  so 
that  we  can  fix  the  portion  (A.  k.  g.  d.  e.)  with  the 
**  mandrin  k  virgule,"  when  it  is  found  necessary 
by  means  of  the  screw  (o). 

The  piece  {a.  b.  c.)  enters  into  the  square  hole  of 
the  piece  (rf.  e.)  as  far  as  (rf.) ;  it  can  be  screwed  to 
the  extremity  of  the  central  wire  of  the  **  mandrin 
h,  virgule,"  and  at  the  same  time  moving  with  fa- 
cility in  the  square  hole  which  receives  it,  it  fol- 
lows, that  if,  with  the  left  hand,  we  take  the  portion 
(A.  k.  g.  d.  e.)  which  is  fixed  to  the  drill  by  means 
of  the  screw  (o.),  and  with  the  right  hand  seize  the 
piece  (a.  b.  c.)  by  the  hemisphere  (c.)>  we  shall  be 
able  to  move  (a.  b.  c.)  backwards  and  forwards, 
which  movement  is  communicated  to  the  central 
wire  of  the  drill.  This  wire  being  jointed  with 
the  "  virgule"  in  the  interior  of  the  cylinder  by 
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means  of  a  bolt,  it  is  evident  that  the  **  virgule*' 
itself  is  moved  in  such  a  manner  as  to  determine 
its  projection  from  the  drilU 

We  will  terminate  what  we  have  to  say  on  the 
construction  of  the  *^  monture,''  by  pointing  out  a 
screw  at  the  point  {s.)  which  penetrates  through 
the  piece  (d.  e.)  and  presses  upon  (a.  b.  c),  so 
that  this  piece  may  either  be  rendered  fixed  or 
moveable. 

Mechanism  of  the  *•  Trds-Branches  d  VirguleS* 

\Vlien  this  instrument  is  closed  (fig.  10.)  its  ex- 
tremity has  the  form  of  an  olive  rather  more  elon* 
gated  than  that  of  the  ^*  perce-pierre.**  The  cylin- 
der which  contains  the  'Wirgule"  is  visible  between 
the  branches;  the  mortise  in  which  this  little 
tongue  is  placed,  is  directly  behind  the  middling- 
sized  branch  ;  the  little  projection  which  serves  to 
keep  the  drill  free^  is  situated  between  the  two 
shortest  branches,  and  the  beveled  side  corresponds 
to  the  opening  existing  between  the  longest  and 
shortest.  The  advantages  resulting  from  placing 
the  '*  mandrin  k  virgule"  in  this  manner,  are,  Ist^ 
that  the  branch,  placed  before  the  **  virgule/' should 
conceal  its  asperities';  2ndly,  that  the  little  projec- 
tion should  not  enlarge  the  end  of  the  instrument, 
as  it  would  if  it  were  placed  behind  either  of  the 
branches  ;  and  Sdly,  that  the  beveled  side  of  the 
drill  should  prevent  the  asperities,  which  surround 
the  cylinder,  from  being  in  contact  with  the  neck 
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of  th^  bladder,  .when  the  iii3tru]tient  is  depressed, 
in  order  to  seize  the  stone  between  the  two 
branches  to  the  opening  of  which  the  beveled  side 
corresponds.  The  portion  (A.)  of  the  *'  monture*' 
»  placed  immediately  before  the  cork  bow  of  the 
internal  ^*  pavilion.''  The  piece  {a.  b.)  is  drawn 
aa  far  as  possible  out  of  the  square  hole,  for  it  is 
only  by  this  means  that  the  "  virgule''  is  made  to 
enter  into  its  mortise.  The  screw  (s.)  is  tightened 
upon  the  piece  (a.  bJ),  which  it  holds  firmly,  and 
consequently  keeps  the  **  virgule"  in  the  interior 
of  the  cylinder. 

When  the  **  trois^-branches  k  virgule"  is  open, 
€be  forceps  is  similar  to  that  of  the  '*  perce- 
pierre/'  having  about  the  same  expansion.  The 
drill  plays  with  facility  in  the  interior  of  the  in- 
strument in  the  same  manner  as  the  perforator 
does  in  the  interior  of  the  *'  perce-pierre ;" 
it  can  also  be  drawn  into  the  funnel  formed 
by  the  branches,  in  order  to  expand  and  support 
them. 

When  the  *^  virgule"  is  drawn  into  the  mortise^ 
the  "  monture  "  remains  the  same  as  when  we  exa- 
mined it  with  the  instrument  closed.  If,  on  the 
contrary,  the  "virgule*'  projects  from  the  mortise, 
the  angle  which  it  forms  with  the  cylinder  is  larger 
in  proportion  as  it  projects  further.  (Fig.  16. 
shows  the  different  degrees  of  projection  of  the 
"  virgule.'')  The  only  difference  to  be  seen  in 
the  "  monture'  is,  that  the  piece  {a.  b.  c.)  is  thrust 
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deeper  into  the  square  hole  of  the  piece  (d.  e).  We 
already  know  that  this  movement  causes  the  pro* 
jection  of  the  **  virgule,"  since  it  pushes  forward 
the  wire  which  governs  it. 

If  we  wish  to  keep  the  "  virgule"  at  a  certain 
degree  of  projection,  we  have  only  to  turn  the 
screw  (s. ),  which  renders  the  piece  (a.  b.  c.)  im- 
moveable. 

Now,  to  resume:  first,  the  "  virgule*'  remains  in 
the  interior  of  the  drill  head,  when  the  piece 
fa.  b.  c.)  is  drawn,  as  far  as  possible,  out  of  the 
piece  (d.  e.J  ;  and,  secondly,  its  projection  from 
the  drill  head  is  more  considerable,  in  proportion 
as  the  portion  (a,  b.  c.)  is  made  to  enter  further 
into  the  piece  (d.e.\  two  marks  found  on  (a.b.c.)^ 
enable  the  surgeon  to  regulate  the  movements  of 
this  little  bladt. 

Action  of  iht  **  Trois- Branches  d  Virgule^  on  Calculi. 

The  action  of  this  instrument  on  calculi  may  be 
analysed,  and  is  found  to  consist  of  three  distinct 
divisions  of  time. 

The  first  I  have  called  **  temps  de  perforation" 
(time  for  perforating),  of  which  we  may  form  some 
idea  by  examining  the  (12th  figure) ;  during  this 
time,  the  drill  penetrates  into  the  stone  as  far  as 
die  hook  of  the  shortest  branch. 

The  second  I  have  called  **  temps  d'^videment" 
(time  for  excavating)  during  the  performance  of 
which  the  **  virgule,"  by  gradually  projecting  from 

o 
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the  mortise  which  contains  it,  makes  a  central  ex- 
cavation in  the  stone^  the  median  section  of  which 
bears  some  resemblance  to  an  isosceles  triangle 
with  one  obtuse  angle  corresponding  to  the  hole 
through  which  the  perforator'  penetrated  into  the 
stone.  (See  13th  figure,  in  which  the  "  virgule" 
having  attained  its  full  development,  has  effected 
an  excavation  in  the  centre  of  the  stone,  re- 
sembliDg  a  cone  with  an  obtuse  angle,  and  has 
even  commenced  the  third  action,  to  which  we  will 
now  direct  our  attention.) 

I  have  called  it  **  temps  de  retraite"  (time  for 
retreating),  which  immediately  succeeds  the  action 
of  excavating.  During  the  performance  of  the 
retreat^  it  is  not  the  teeth  placed  at  the  end  of  the 
drill,  nor  those  found  at  the  extremity  of  the 
*•  virgule,'*  which  act  on  the  stone,  but  those  exist- 
ing on  the  external  side  of  this  little  blade. 

It  is  easy  to  conceive  that  the  hole  through  which 
the  drill  perforated  the  stone,  when  the  **  virgule" 
was  drawn  into  its  mortise,  cannot  possibly  admit 
of  its  being  withdrawn,  when  the  "  virgule" 
has  attained  a  considerable  degree  of  projection  ; 
and  it  is  by  appl3dng  this  circumstance  with 
advantage  that  the  instrument  is  endowed  with 
sufficient  power  to  reduce  a  large  stone  into  frag- 
ments in  one  attack.  We  have  given  an  inclina- 
tion of  forty.five  degrees  to  the  **  virgule,"  as 
being  the  most  favourable  for  rendering  its  action 
on  the  calculus  as  eccentric  as  possible,  and  also 
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£or  cauaing  its  external  teeth,  when  it  projects 
from  the  drill,  to  act  effectually  upon  the  stone 
durii^  the  accomplishment  of  the  retreat^  which 
fractures  the  calculus  from  the  part  furthest  from 
the  operator  to  the  portion  nearest  him. 

The  eccentric  action  of  the  "  virgule"  pro- 
duces an  almost  cylindrical  excavation  of  about 
ten  lines,  for,  from  the  axis  of  the  drill  to  the 
extremity  of  the  "  virgule"  there  are  five  lines, 
which,  being  doubled  by  the  rotatory  movement, 
form  the  ten  lines  in  question.  (This  will  be 
better  understood  after  examining  the  13th  figure, 
which  represents  the  'Wirgule,"  about  to  com- 
plete the  action  of  retreat ;  and  on  the  point  of 
breaking  the  calculus,  which  is  effected  by  means 
^  a  peculiar  movement  in  manoeuvring  the  drill 
bow.  The  14th  figure  shews  the  state  to  which  a 
stone  is  reduced  after  the  **  virgule"  has  com- 
pleted its  action  ;  and  by  looking  comparatively  at 
the  fragments  of  stone  (fig.  14) ;  and  at  the  entire 
stoi^  (fig.  5\  we  shall  be  enabled  to  form  some 
idea  of  the  difference  between  the  action  of  the 
'^  trois-branches  k  virgule,"  and  that  of  the  '*  perce- 
pierre  ;^'  the  two  calculi  were  of  the  same  diame- 
ter, and  were  attacked  once  by  each  of  these  two 
instruments.) 

We  may  from  this  conclude,  that  with  the 
*^  trois-branches  k  virgule"  we  can  in  one  attack 
reduce  the  greatest  part  of  a  stone  of  an  inch  in 
diameter  into  powder,  and  must  almost  necessarily 

o  2 
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break  it,  either  when  the  *^  virgule"  is  made  to  pro- 
trude from  the  cylinder  which  contains  it/  or 
when  the  movement  of  retreat  begins^  or  is  about 
to  be  terminated. 

The  surgeon's  principal  object  must  be  to  pro- 
long the  action  of  the  instrument  as  much  as  pos- 
sible, the  result  of  which  will  be  to  produce  a 
large  quantity,  of  powder,  which  is  voided  with 
much  greater  faciliiy  than  the  fragments. 

Tliis  instrument  adds  considerably  to  the  power 
of  lithotrity,  by  enabling  the  surgeon  to  perform 
the  t>peration  much  more  rapidly ;  it  only  requires 
that  he  should  seize,  and  act  once  upon  the  stone^ 
in  order  to  reduce  it  to  a  state  which  the  *'  perce- 
pierre*'  would  not  perform  in  numerous  attempts : 
for  very  frequently  the  stone  is  grasped  by  the 
branches  of  the  *^  perce-pierre,"  but  the  per-^ 
forator  does  not  act  upon  it. 

The  "trois  branches  a  virgule"  may  be  employed 
to  destroy  spherical  calculi  which  do  not  exceed 
an  inch  in  diameter,  and  oval  ones  of  this  dimen- 
sion in  their  smallest  diameter. 

(The  12th  figure  represents  the  **  trois-branches 
i  virgule"  attacking  for  the  third  time  an  oval  cal- 
culus, which  will  this  time  be  broken  into  frag- 
ments ;  the  two  first  attacks  took  place  at  the  two 
extremities  of  the  stone,  and  not  at  its  centre ;  this 
is  almost  always  the  case,  for  if  with  the  three- 
branched  forceps  we  wish  to  seize  successively  ten 
oval  stones,  the  action  of  the  instrument  will  every 
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time  be  as  defective  and  imperfect.  This  may 
be  accounted  for  by  this  instrument  being  badly 
adapted  to  the  form  of  oval  calculi,  which,  for 
the  most  part,  are  only  maintained  by  two  of  the 
branches,  and  the  third  pressing  against  the  end  of 
the  stone,  tends  to  force  it  from  the  grasp  of  the 
two  branches  which  retain  it.  To  find  an  instrument 
suitably  constructed  to  act  centrally  and  power- 
fully on  oval  calculi,  is  a  problem  yet  to  be  solved, 
and  one  of  the  greatest  importance;  for  nine  times 
out  often,  that  an  oval  stone  with  a  polished  sur- 
face is  grasped  by  one  of  its  extremities,  it  ^lips 
away  from  the  branches,  at  the  moment  that  the 
drill-bow  commences  its  action.) 

The  object  of  my  present  labours  is  to  construct 
such  an  instrument,  and  I  have  reason  to  consider 
myself  in  a  good  path. 
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ON   THE  APPARATUS 
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Motive  for  which  this  Instrument  was  constructed. 

Although  the  action  of  the  **  trois-branches  k 
virgule''  is  yevy  energetic,  since  it  can  produce  an 
excavation  of  ten  lines  in  one  attack,  this  instru- 
ment is  not,  however,  sufficient  to  excavate  calculi 
exceeding  ten  or  twelve  lines ;  for  comparatively 
to  the  size  of  such  calculi  it  only  makes  a  hole, 
and  does  not  produce '  the  important  result  of 
breaking  them  into  fragments,  or  of  reducing  them 
sufficiently  to  render  this  rupture  easy. 

Besides,  a  spherical  calculus  of  twelve,  fifteen, 
eighteen,  twenty,  or  twenty-four  lines  in  diameter, 
is  seized  with  greater  difficulty  by  the  three- 
branched  instruments ;  for  as  the  stones  increase  in 
size,  they  approach  nearer  to  the  neck,  and  do  not 
correspond  to  the  widest  expansion  of  the  forceps. 
It  is  clear  that  the  surgeon,  by  pressing  upon 
the  cervix  with  an  inflexible  instrument  of  steel, 
may  forcibly  seize  a  voluminous  stone,  but  we 
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have  already  laid  down  as  a  general  and  important 
maxim,  that  force  must  never  be  employed  in  per« 
forming  the  operation  of  lithotrity.  Any  instru- 
ment that  requires  these  muscular  exertions*  must 
be  rejected,  and  another,  more  suitably  adapted 
to  grasp  and  destroy  large  calculi,  by  delicate  and 
gentle  manoeuvres,  must  replace  it.  The  greater 
resources  an  instrument  possesses,  for  accomplish* 
ing  all  that  is  necessary  to  reduce  into  fragments 
and  powder  a  large  stone,  contained  in  a  contracted 
bladder,  the  nearer  it  approaches  to  perfection. 
The  three-branched  forceps  is  far  from  compre* 
bending  in  its  attributes  the  necessary  properties 
for  answering  all  the  wants  of  the  operator ;  con- 
sisting of  three  inflexible  and  elastic  branches,  it 
grasps  the  stone  in  the  same  manner  as  a  clumsy 
hand  would,  with  stiff,  unjointed  fingers  ;  it  does 
not  sufficiently  encircle  the  calculus,  and  in  this 
it  is  the  more  defective  in  proportion  as  the  stone 
is  more  voluminous. 

The  action  of  seizing  and  excavating  a  large 
stone  to  a  considerable  extent,  gives  rise  to  a  great 
number  of  important  considerations,  and  it  is  in- 
credible how  much  an  addition  of  a  single  line  in 
a  calculus  exceeding  twelve  lines  in  diameter,  in- 
creases and  multiplies  the  difficulties. 

In  fact,  large  stones  being  placed  in  contracted 
bladders,  both  relatively  to  the  size  of  the  stone, 
and  absolutely,  from  the  thickening  of  the  parietes 
of  the  organ,  it  follows  that  an  instrument  destined 
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to  grasp  these  calculi  must  be  constructed,  so  that, 
with  a  small  projection  of  the  branches  from  the 
tube^  they  may  expand  sufficiently  to  encircle  the 
stone ;  the  instruments  with  three  branches  do  not 
possess  this  property,  but  require,  in  order  to  present 
sufficient  expansion,  that  a  considerable  projection 
should  be  given  to  the  forceps,  and  even  then, 
large  stones  being  placed  near  the  neck,  are  re- 
moved from  the  part  where  they  most  widely 
expand. 

.  The  larger  a  stone  is^  the  more  difficult  it  is  to 
maintain  immoveable  in  the  forceps ;  especially 
with  the  three*branched  instruments,  the  branches 
of  which,  belonging  to  the  same  tube,  are  drawn 
down  simultaneously  upon  the  calculus,  so  that  the 
three  claws  scarcely  ever  take  firm  hold  on  its  sur- 
face }  in  general  only  two  grasp  the  stone,  and 
sometimes  only  one ;  the  calculus  is,  consequently, 
not  held  with  that  solidity  so  indispensably  neces- 
sary for  allowing  the  excavators  to  act  with 
sufficient  energy. 

The  larger  a  stone  is,  the  greater  is  the  quantity 
of  powder  produced ;  it  was  consequently  neces- 
sary to  devise  suitable  means  for  washing  it  away 
as  fast  as  it  accumulated  ;  for  although  of  little 
importance  when  resulting  from  the  excavation  of 
a  stone  of  an  inch  in  diameter,  it  becomes  a  more 
serious  consideration  in  proportion  as  the  quantity 
of  powder  increases  ;  for  the  water  soon  becomes 
saturated,  and  impedes  the  manoeuvres. 
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A  large  stone  being  unfavourably  situated  near 
the  neck  of  the  bladder  for  being  grasped,  it  was 
also  necessary  to  devise  the  means  of  displacing  it 
from  this  part  of  the  organ,  so  as  to  make  it  cor- 
respond to  the  widest  expansion  of  the  open  for* 
ceps,  and  render  its  seizure  easy,  and  free  from 
forcible  movements.  In  large  bladders  we  may 
produce  this  effect  by  elevating  the  pelvis  to  a 
considerable  degree,  but  in  cases  of  small  con* 
tracted  bladders,  we  must  employ  mechanical 
means. 

The  action  of  the  instruments  must  be  more 
efficient  in  proportion  as  the  stone  increases  in 
size ;  and  this,  in  a  great  measure,  depends  upon 
the  manner  in  which  it  is  seized  ;  for  the  excava- 
tors will  find  more  substance  to  act  upon,  the 
nearer  their  action  commences  to  the  centre  of  the 
calculus ;  it  was  therefore  of  the  utmost  necessity 
to  lay  down  precise  rules  for  seizing  and  maintain- 
ing voluminous  stones ;  it  was  also  important  to 
regulate  this  action,  and  to  unite  all  those  means 
likely  to  render  its  performance  successful,  since  on 
this  principally  depended  the  success  of  excavating 
and  breaking  such  calculi;  it  was  necessary  to 
discover  the  means  of  hollowing  out  the  stone 
sufficiently  to  facilitate  the  action  of  breaking  it—* 
which  result,  the  limited  resources,  and  the  imper- 
fect action  of  the  three-branched  instruments,  pre- 
vented us  from  obtaining. 

In  the  construction  of  the  combination  called 
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"^videur  a  forceps,"  which  differs  materially  from 
the  instruments  already  examined,  both  with 
respect  to  those  parts  of  it  destined  to  seize  the 
stone,  and  those  destined  to  destroy  it,  we  have 
accomplished  all  that  was  prescribed  as  being 
wanting  to  an  instrument  intended  to  act  on  large 
stones.  We  will  not  say  any  more  to  prove  the 
importance  of  the  motives  which  induced  us  to 
construct  this  new  system  of  destroying  vesical 
calculi;  having  stated  the  most  general  and  im- 
portant, we  leave  tlie  discovery  of  the  secondary 
inducements  to  the  good  sense  and  reasoning  of 
the  reader,  who  by  examining  and  studying  this 
combination  will  be  adequate  to  the  task. 

Construction  of  the  Apparatus  "  Evideur  a  Forceps.'' 

General  Idea.  (See  plate  2nd.)— We  have  called 
this  combination  apparatus,  because  it  does  not 
consist  of  a  single  instrument  uniting  in  itself  the 
properties  necessary  for  seizing  and  destroying 
the  calculus,  but  because  it  is  composed  of  a  series 
of  instruments,  some  of  which  are  destined  to 
seize  the  stone,  and  others  which  serve  to  break  it ; 
in  this  respect  the  disposition  of  its  component 
parts  bears  no  resemblance  to  the  "  perce-pierre," 
and  "  trois- branches  i  virgule,"  which  unite  in 
themselves  the  properties  of  grasping  and  breaking. 

In  the  "  evideur  k  forceps"  therefore,  we  shall 
find  several  distinct  and  separate  instruments — 
those  which  are  employed  for  seizing  and  maintain- 
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iog  the  stoney  and  those  destined  to  destroy  it. 
Two  instruments  are  employed  for  seizing  and 
maintaining:  which  are,  1st,  the  **pinoe  maitreasOt 
oo  pince  k  forceps'' — chief  or  principal  forceps 
(pi.  2.  figs.  1  and  11) ;  the  second  is  a  delicate  for* 
ceps,  destined  to  assist  the  **  pince  maltresse,''  and 
is  called  '*  pince  servante" — assistant-forceps  (figs. 
8.  10.  11).  Three  are  employed  for  destroying: 
which  are,  1st,  2l perforator  (Ggs.  13, 14, 15J;  2d,  an 
OBcavator  (figs.  16,  17)  ;  and,  3d,  a  **  percuteur'^—* 
percussion-rod  (figs.  18,  19).  The  two  first  denote 
their  action ;  the  third  strikes  the  stone  when  it  is 
reduced  to  the  form  of  a  shell  in  order  to  break  it. 
This  apparatus  being  composed  of  so  many  dif« 
ferent  parts,  might  induce  us  to  think  it  more  diffi- 
cult to  manoeuvre  than  the  other  instruments.  This 
would  be  an  erroneous  conclusion  ;  for  each  part 
being  constructed  to  perform  a  single  act,  the 
manoeuvres  necessary  for  its  accomplishment  can* 
not  possibly  be  confounded  with,  or  impeded  by^ 
those  necessary  for  performing  any  other.  We 
may  from  this  infer,  that  the  apparatus  ^*  ^videur 
i  forceps"  is  on  the  contrary  more  simple  and 
easy  in  its  manoeuvres  than  any  of  the  other  in- 
struments ;  in  fact,  with  the  latter  all  the  move- 
ments are  combined  and  united  to  obtain  a 
definitive  result ;  and  when  this  is  the  case,  there 
must  be  less  simplicity.  We  are  deviating  from 
our  subject ;  but  we  will  allow  the  remark  to  re- 
main, siDce  it  throws  light  upon  the  subject.    In 
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pursuance  of  our  first  plan,  we  will  begin  by  giving 
a  general  idea  of  the  instruments  which  compose 
the  apparatus  **  6videur  i  forceps;"  after  which 
we  will  explain  their  construction,  their  meohan- 
ism,  and  their  action  on  calculi. 

Construction  of  the  "  Pince-maltresse,''  or  ^'  Pince 

h  Forceps.*' 

General  Idea.- — ^This  instrument,  represented 
(pi.  2.  figs.  1  and  11,)  is  composed  of  an  external 
and  internal  canula,  soldered  the  one  inside  the 
other.  The  internal  tube  is  square,  and  leaves 
between  it  and  the  external  canula  a  space  divi- 
ded into  four  distinct  passages,  which  receive  four 
separate  branches.  These  can  be  pushed  out  of, 
or  drawn  into  the  tube,  the  one  after  the  other ; 
or  simultaneously,  by  means  of  a  separate  piece 
(fig.  3),  called  a  "rappel"  (recaller),  so  named 
from  its  use,  being  employed  to  recaU  as  it  were, 
the  branches  altogether  into  the  tube.  This  piece 
is  a  sort  of  box,  which  envelops  the  four  little  but- 
tons placed  at  the  extremity  of  the  branches,  and 
shuts  by  means  of  a  catch.  (The  4th  and  1 1th  figures 
represent  the  ^'  rappel"  placed  on  the  buttons.) 
Three  of  the  branches  are  terminated  by  little  flat 
portions  in  the  shape  of  hooks,  and  the  fourth  by 
a  ''  capuchon"  (hood).  By  means  of  this  instru- 
ment, and  with  the  assistance  of  the  "  rappel," 
a  large  round  calculus  may  be  seized  and  firmly 
secured;  not  by  grasping  it  in  the  same  manner 
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as  the  other  instruments,  but  by  encircling  it  first 
with  three  of  the  branches,  and  afterwards  by 
sliding  the  fourth  branch  with  the  hood  above  or 
beneath  it,  as  circumstances  may  require. 

A  Study  on  the  different  Parts  which   compose  the 

"  Pince  d  Forceps.^'' 

External  Tube. — (Fig.  1 .  a.  a.)  It  is  about  eight 
inches  long,  and  generally  three  lines  and  a  half 
in  diameter.  At  the  extra-vesical  extremity,  we 
observe  a  square  portion  (A),  the  "  armure,"  and 
a  sort  of  disk  (c),  the  external  **  pavilion,"  through 
which  there  is  a  hole  filled  up  by  a  stopple  (fig.  5) ; 
this  hole  communicates  with  the  space  separating 
the  external  and  internal  tubes,  and  allows  water 
to  be  injected  into  the  bladder  whilst  the  instru- 
ment is  placed  in  the  urethra. 

Internal  Tube. — It  is  square,  and  is  soldered  in 
the  whole  length  of  its  four  angles  in  the  interior  of 
the  external  tube,  so  as  to  form  with  it  four  canals, 
destined  to  receive  the  four  branches  of  the 
instrument.  (We  cannot  easily  distinguish  the 
internal  tube  in  the  figure,  since  at  its  vesical 
extremity  it  is  concealed  by  the  external  tube,  and 
at  its  extra-vesical  extremity  the  branches  and 
their  **  conducteurs,"  or  pieces  on  which  they 
play,  screen  it  from  our  sight ;    we  can,  however, 

see  a  section  of  it  in  the  4tli  figure,  at  the  point 
(a).)  The  internal  canula  at  its  vesical  extremity 
is  not  carried  to  a  level  with  the  external  canula  : 
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there  is  a  space  of  about  four  lines  between  their 
edges ;  at  the  other  extremity  of  the  internal 
tube,  we  observe  a  disk  (d),  the  internal  "  pavil- 
ion," similar  to  the  external  "  pavUlon"  (c) ;  there 
is  beyond  this  "  pavilion"  a  sort  of  cap  (e),  which 
is  screwed  to  the  end  of  the  internal  tube,  and 
keeps  the  "  conducteurs"  (/.  i.  i.)  of  the  branches 
in  their  respective  places.  In  this  cover  there  is  a 
canal,  which  may  be  stopped  up  at  will  by  the 
stopple  (fig.  2),  and  which  communicates  with  the 
central  canal  of  the  instrument. 

On  the  Branches. — They  are  four  in  number, 
separate,  and  are  placed  in  the  four  passages  ex- 
isting between  the  two  canula.  Three  of  them 
are  terminated  by  flattened  extremities  in  the 
shape  of  hooks;  the  other  presents  a  sort  of 
"  capuchon"  (hood^,  which  forms  the  end  of  the 
instrument  when  it  is  closed,  and  is  a  sort  of  claw 
adapted  to  take  firm  hold  on  the  stone  when  it  is 
seized  (the  Gth,  7th,  1 1  th,  20th,  and  21st  figures  give 
us  an  idea  of  the  four  branches).  The  extra-vesical 
extremities  of  the  branches  are  fastened  by  means 
of  two  small  notches  in  each,  to  four  little  cases 
(p.p.p.Gg.  1st),  which  are  traversed  by  four  thin 
steel  bars  (i.  i.  i,),  along  which  these  cases  slide. 
These  bars  are  placed  between  the  external  and 
internal  "  pavilions,"  and  guide  or  direct  the  cases 
fixed  to  the  end  of  each  branch,  from  whence  they 
are  called  "  conducteurs"  (conductors).  To  each 
case  appertains   a  wide-headed   screw  (k.  k.  *.), 
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which,  when  turned  down  upon  the  conductors^ 
render  the  branches  immoveable.  The  head  of 
each  screw  presents  two  little  holes,  correspond- 
ing exactly  to  two  little  projecting  points,  placed 
on  a  sort  of  tumscrew,  by  means  of  which  the 
branches  may  be  rendered  moveable  or  fixed.  This 
piece  is  drawn  among  the  accessory  instruments 
(pi.  4.  fig.  8). 

On  the  *'  Rappei:' 

General  Idea.—{F\.  2.  fig.  3).  Although  this 
may  appear  a  separate  piece,  it  must,  however,  be 
considered  as  forming  a  part  with  the  '^  pince  k 
forceps;"  for  without  it  this  instrument  could 
not  perform  what  it  was  intended  to  accomplish. 
In  fact,  it  is  only  by  means  of  the  '^  rappel"  that 
the  branches,  otherwise  only  moveable  separately, 
can  be  moved  simultaneously.  Let  us  proceed 
to  examine  this  piece. 

Construction  of  the  '*  RappelJ' 

It  is  a  sort  of  round,  flattened  metal  box,  which 
opens  at  about  the  middle  of  its  longest  diameter. 
When  shut,  it  resembles  a  watch  (fig.  4) ;  when 
open  (fig.  3),  we  observe  a  circular  cavity,  adapted 
to  comprise  the  cases  (p.  p.  p.)y  fastened  to  the 
^id  of  the  branches,  and  the  buttons  (k.  k.  k.) ; 
it  shuts  by  means  of  a  catch  (a)y  and  opens  when 
we  press  upon  the  button  (b),  by  means  of  the 
spring  (c).  We  observe,  at  (d.  d.  d.\  semi-circular 
openings,  forming,  when  the  piece  is  closed,  a 
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round  bole  of  six  or  seven  lines  in  diameter^  which 
has  for  object  to  allow  the  "  rappel"  to  be  shut 
without  being  prevented  by  the  body  of  the 
instrument  (fig.  4).  At  the  point  (f),  there  is  also 
an  opening  but  of  a  difierent  shape,  and  which  is 
so  constructed  as  to  admit  of  the  case  and  button 
of  the  ^^  branche  ^  capuchon''  passing  out,  as  is  seen 
(fig.l  l,)and  as  will  be  more  clearly  understood  after 
studying  the  mechanism  of  the  "  rappel,"  com- 
bined with  that  of  the  "  pince  ^  forceps/' 

Combined  Mechanism  of  the  '*  Pince  ct  Forceps,'^ 
;  and  of  the  "  RappeV 

When  the  '*  pince  k  forceps"  is  closed  (fig.  1), 
the  little  cases  fixed  to  the  branches  are  on  a  level, 
and  are  near  the  internal  "  pavilion"  {d).  Each 
branch  is  drawn  into  its  respective  canal.  The 
three  terminating  in  claws  are  concealed  by  the 
external  tube,  in  the  interior  of  which  they  are 
placed,  one  above  another.  The  hood  of  the 
fourth  branch  is  alone  visible,  and  forms  the  end 
of  the  instrument;  it  is  round  on  one  side  (fig.  7), 
and  hollowed  out  on  the  other  (fig.  6). 

If  we  make  one  of  the  little  cases  slide  along 
the  conductor  which  directs  it,  towards  the  exter- 
nal "  pavilion''  (c.  fig.  1),  we  make  the  corres- 
ponding branch  project  from  the  tube ;  if,  on  the 
contrary,  we  draw  the  same  case  towards  the  in- 
ternal "  pavilion,"  we  bring  the  branch  back  into 
its  sheath.  Although  the  branches  may  be  moved 
separately,  we  shall  see  hereafter  that  there  is  a 
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certain  order  in  which  they  must  be  pushed  out 
of,  or  drawn  into  the  tube.  If  we  make  the  four 
pnogect,  one  by  one,  to  any  distance  exceeding 
an  inch,  and  bring  back  the  '^  branche  k  ciqsu- 
choo,"  it  will  place  itself  between  the  two  late- 
ral branches,  which  it  will  support  and  expand 
(fig.  11). 

Although  the  ^*  capuchon'\  when  drawn  to« 
wards  the  tube,  seems  to  cover  the  opening  of  the 
internal  canula,  it  does  not,  however,  prevent 
straight  rods  from  being  introduced  through  the 
instrument,  and  appearing  between  the  expanded 
branches  (fig.  11). 

The  expansion  of  the  two  lateral  branches, 
when  the  **capuchon"  is  drawn  down  between 
them,  is  as  wide  as  it  possibly  can  be  ;  for,  if  we  ob- 
serve, the  extremities  of  these  two  branches  would 
correspond  to  the  two  extreme  points  of  the  diame- 
ter of  a  circle  described  from  the  axis  of  the  instru- 
ment as  centre,  and  the  circumference  of  which 
would  pass  by  the  hooks  of  the  four  branches. 

When  the  **  rappe)''  is  made  use  of,  it  must  be 
placed  so  as  to  encircle  the  four  little  cases  and 
buttons.  The  opening  (f.  fig,  3)  must  corres- 
pond to  the  button  of  the  branch  '*  k  capuchon,'' 
and  must  be  turned  towards  the  internal  **  pavil- 
ion'' (as  is  seen,  figs.  4  and  11.) 

By  making  the  **  rappel"  advance  towards  the 
external  ^'  pavilion/'  the  branches  project  equally 
and  simultaneously  from  the  tube.  When  they  pro- 
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ject  about  an  inch,  the  hooded  branch  ceases  to  be 
propelled  by  the  ^'  rappel,''  and  remains  behind 
by  passing  out  at  the  hole  (/.  fig.  3).  If  we  draw  the 
case  of  this  branch  towards  the  internal  ^'  pavil- 
ion/* the  "  capuchon/'  by  coming  between  the  two 
lateral  branches,  supports  and  expands  them.  (See 
fig.  11.)  We  will  afterwards  shew  the  importance 
of  this  property. — When  the  branch  **  k  capuchon'* 
is  thus  drawn  between  the  two  lateral  branches, 
the  forceps  may  be  made  to  expand  more  or  less, 
as  circumstances  may  require,  by  moving  the 
"  rappel"  nearer  to,  or  further  from  the  external 
"  pavilion.'*  If  we  wish  to  close  the  instrument, 
we  must  first  push  the  case  of  the  hooded  branch 
inside  the  "  rappeP  through  the  hole  (/),  which 
let  it  out,  and  then  draw  them  all  four  together 
towards  the  internal "  pavilion."  We  can  also  close 
the  instrument  by  first  detaching  the  "  rappel,'' 
and  afterwards  drawing  the  branches  into  the  tube 
separately,  beginning  by  the  branch  opposite  the 
"  capuchon  ;''  then  by  the  one  on  its  right ;  after- 
wards  by  the  one  on  its  left ;  and,  last  of  all,  by 
the  branch  **  k  capuchon"  itself.  To  understand 
what  I  mean  by  right  and  left,  it  is  necessary  to 
know  that  the  **  capuchon*'  must  be  directed  up- 
wards, and  the  **  pavilions"  must  be  turned  towards 
the  body  of  the  person  who  is  manoeuvring. 

Having  explained  the  construction  and  mecha- 
nism of  the  **  pince  k  forceps,''  let  us  proceed  to 
consider  the  "  pince  servante.*' 
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On  the  *^  Pince-servante. 


99 


General  Idea (See  figs.  8,  10,  11,  and  12.' 

It  is  a  loDg  thin  forceps  consisting  of  three 
branches,  which  are  projected  from,  or  drawn 
into  the  tube  by  means  of  three  rings,  suitably 
disposed  for  allowing  fhe  forceps  to  be  ma- 
noeuvred with  one  hand.  This  little  instrument 
enables  the  surgeon  to  acquire  exact  notions  on 
the  position  of  a  stone,  assists  the  ''pince* 
maitresse"  in  seizing  it,  and  places  it  centrally 
between  the  branches  ;  the  **  pince-servante  "  is, 
however,  more  particularly  destined  to  ascertain 
where  a  calculus  is  placed,  and  to  remove  it  from 
the  neck  of  the  bladder;  it  assumes,  therefore, 
according  to  the  object  for  which  it  is  employed, 
the  different  names  of — "  pince-servante,"  when  it 
assists  the  principal  forceps  to  secure  the  stone ; 
"  indicateur,"  when  it  indicates  the  position  of 
this  body,  and  **  repoussoir,"  when  it  pushes  the 
calculus  from  the  neck  of  the  bladder  to  make  it 
correspond  to  the  widest  expansion  of  the  ^^pince- 
maitresse." 

Construction  of  the  *^  Pince-servante.'* 

It  consists  of  a  long  thin  tube  (fig.  8,  a.  b.  c.) 
containing  a  metallic  wire,  which  terminates  at 
its  vesical  extremity  in  three  branches,  expanding 
by  their  elasticity,  and,  with  the  exception  of  the 
claws,  perfectly  analogous  to  the  three-brimched 

p2 
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forceps  already  defined;  two  rings  (dd)  joined 
together,  are  screwed  to  the  end  of  this  wire ; 
these  rings  slide  along  two  openings  found  at  the 
sides  of  the  tube  (ee),  which  is  a  continuation  of 
the  long  tube  forming  the  body  of  the  instrument, 
only  of  a  larger  diameter.  Another  ring  (g)  is 
screwed  to  the  extremity  of  the  tube  (ee). 

A  separate  piece  (Fig.  8.  hi)  is  annexed  to  the 
*'  pince-servante."  It  is  a  little  box  constructed 
to  receive  a  cork  in  the  portion  (i) ;  a  central  hole 
is  made  in  this  cork  through  which  the  tube  of 
the  small  forceps  plays  with  facility,  without  al- 
lowing the  water  to  escape  between  the  central 
canal  of  the  principal  forceps  and  this  tube.  I 
have  called  this  piece  "  bouchon  curseur  "  (move- 
able stopple),  from  its  use ;  the  portion  (^)  fills  up 
the  canal  of  the  principal  forceps  in  the  same 
manner  as  the  stopple  (fig.  2.). 


Mechanism  of  the  "  Pinceservante. 


» 


When  the  branches  are  closed  (fig.  8.)  they 
unite  together,  and  form  an  extremity  in  the 
shape  of  an  elongated  olive  (fig.  9  represents  the 
closed  forceps  in  natural  size)  ;  the  rings  (cW)  are 
drawn  near  the  ring  (g).  When  the  branches  are 
expanded  (fig.  10),  they  project  about  an  inch 
and  a  half  from  the  tube  (see  fig.  12,  which 
also  shews  the  expanded  forceps  in  its  natural 
size);  the  rings  (dd^  fig.  10)  are  removed  from 
the  ring  (^) ;  thus  in  order  to  open  and  shut  the 
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*'  pince  "  alternately,  it  is  necessary  to  move  the 
rings  (dd)  further  from,  or  nearer  to  the  ring  (^); 
to  manoeuvre  the  little  forceps  with  ease,  the 
thumb  must  seize  the  ring  (g\  and  the  fore  and 
middle  fingers  the  rings  (dd). 

Combined  Mechanism  of  the**  Pince  d  Forceps*'  and 

*  *  Pince-servante.'' 

The  '*  pince-servante  "  being  destined  to  assist 
the  ^*  pince  maltresse  "  in  seizing  the  stone,  must, 
while  this  is  being  performed,  be  in  certain  and 
given  relations  to  the  principal  forceps ;  these 
relations  I  will  briefly  point  out  at  present,  and 
will  reserve  a  longer  and  more  detailed  account 
for  another  chapter,  when  treating  on  the  ma- 
noeuvres. 

When  we  endeavour  to  seize  a  stone  with  the 
**  pince  k  forceps, "  the  **  servante, "  with  the 
branches  closed,  must  be  introduced  into  the 
central  tube  of  the  "pince  maitresse,"  of  which 
the  "  bouchon  curseur  "  stops  up  the  canal ;  (see 
fig.  11,)  in  this  manner  the  little  forceps  can  play 
with  facility  in  the  tube  of  the  instrument,  with- 
out allowing  a  drop  of  water  to  escape. 

It  follows,  therefore,  that  when  the  principal 
"pince *'  is  expanded  in  the  bladder,  the  " servante  *' 
can  explore,  and  discover  whatever  is  before  the 
branches.  (The  11th  figure  conveys  an  idea  of 
what  I  am  trying  to  explain,  but  which  will  be 
rendered  still  clearer  when  we  bring  the  instru- 
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ments  into  contact  with  calculi,  and,  above  all, 
when  we  treat  on  the  operation.) 

Let  us  now  examine  those  parts  of  the  '*  ^vi- 
deur  k  forceps,"  which  serve  to  destroy  the  stone, 
and  which  consist,  as  we  already  know,  of  a  per- 
/orator,  an  excavator,  and  a  percussion  rod. 

On  the  ''  Perfarateur:' 

General  Idea. — (Figs.  J  3,  14,  15.) — It  is  a  long 
steel  tube  containing  a  central  wire,  destined  to 
make  a  little  blade  project,  (as  is  represented  in 
the  15th  figure  in  natural  size,)  by  means  of  a 
piece  of  mechanism  placed  at  the  extra-vesical  ex- 
tremity of  the  instrument.  The  possibility  of  caus- 
ing the  projection  and  drawing  in  of  this  blade  is 
rendered  absolutely  necessary  from  the  small  size 
of  the  tube  through  which  the  perforator  must 
pass ;  for  this  tube  being  only  about  two  lines  and 
a  half  in  diameter,  requires  that  the  little  blade 
should  be  drawn  into  its  mortise,  when  the  per-- 
/orator  is  introduced  into,  or  withdrawn  from 
the  instrument,  and  that  it  should  be  expanded 
when  it  is  made  to  act  upon  the  stone. 

Construction  o/the  **  Per/orateur.'' 

(See  fig.  13.) — It  is  a  long  thin  tube,  but  of 
considerable  force,  which  contains  a  wire.  On 
one  side  of  the  vesical  extremity  of  this  tube, 
there  exists  an  opening  through  which  a  little 
blade,  attached  to  the  corresponding  end  of  the 
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ceDtral  wire^  projects  by  means  of  a  propulsive 
movement  communicated  to  this  wire  ;  the  extre- 
mis of  the  little  blade  terminates  in  a  shai*p 
point,  suitably  disposed  to  form  with  the  end  of 
the  tube,  which  is  itself  pointed  and  beveled  on 
three  sides,  a  sort  of  drill :  the  action  of  the  per- 
f orator^  when  rotated  by  the  bow,  is  by  this  con- 
struction rendered  very  energetic,  and  forms  in 
the  stone,  when  the  blade,  is  fully  projected  from 
the  tube,  a  hole  of  three  lines  and  a  half  or  four 
lines.  (The  extremity  of  the  perforator  with  the 
blade  drawn  into  the  tube,  is  represented  fig.  14,  in 
natural  size,  and  in  the  15th  the  blade  is  pro- 
jected.) 

Having  studied  and  explained  the  vesical  ex- 
tremi^,  we  will  now  direct  our  attention  to  the 
exlra-vesical  extremity. 

The  "monture"  of  the  'perforator  consists  of  a 
tube  {c.d.e.  fig.  13.),  hollow  from  (c)  to  (rf), 
and  solid  from  (rf)  to  (e) ;  in  the  hollow  portion 
there  is  a  moveable  piece  of  steel  screwed  to  the 
extremity  of  the  central  wire ;  this  piece  presents 
two  inclined  planes,  one  corresponding  to  the 
screw  (A),  the  other  to  the  screw  (g*),  which  by 
their  pressure  move  the  rod,  and  consequently  the 
wire  to  which  it  is  fixed.  The  plane  corresponding 
to  {g)  being  so  sloped,  that  in  proportion  as  this 
screw  presses  upon  it,  the  wire  is  propelled  to- 
wards the  vesical  extremity,  and  the  screw  on  the 
other  side  having  for  effect  to   make  the  wire 
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mov6  in  a  contrary  direction ;  it  follows  that  this 
central  wire  is  made  to  advance  or  recede  accord* 
ing  as  the  pressure  proceeds  from  the  screw  (jg) 
or  (A).  At  the  extremity  (e)  of  the  perforator, 
there  is  a  moveable  top  similar  to  the  one  at 
the  end  of  the  '^  mandrin  k  virgule."  Lastly,  we 
observe  a  pulley  (Ar),  which  can  be  either  rendered 
fixed  or  moveable  by  fastening  or  loosening  the 
screw  placed  on  a  portion  of  tube  attached  to  the 
pulley.  These  are  the  different  pieces  which  enter 
into  the  formation  of  the  perforator. 

Mechanism  of  the  *^  Perforateurr 

When  the  perforator  is  closed,  the  little  blade 
fixed  to  the  central  wire  is  drawn  into  the  mortise 
destined  to  receive  it  (fig.  13).  The  screw  Qi)  is 
turned  down  as  far  as  it  will  go — that  is,  till  its 
extremity  has  reached  the  bottom  of  the  inclined 
plane.  When  the  perforator  is  open,  the  little 
blade  projects  from  the  mortise,  as  is  seen  in 
the  (15th  figure).  The  screw  (A)  is  unfastened^ 
the  other  screw  {g)  is  screwed  down  as  far  as 
possible,  and  its  extremity  has  arrived  at  the 
bottom  of  the  slope  destined  to  make  the  wire 
advance,  and  consequentiy  to  force  the  blade  to 
protrude. 

On  the  "  Evideur:' 

General  Idea. — (16th  and  lyth  figures.) — Like 
the  perforator,  it  consists  of  a  long  tube,  contain- 
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mg  a  central  wire;  not,  however,  destined  to  pro- 
duce the  projection  of  a  small  blade,  but  having 
the  power  of  communicating  to  a  blade^  the  extre- 
mity and  one  side  of  which  are  armed  with  teeth — 
a  movement  by  which  it  gradually  inclines,  and 
recedes  from  the  axis  of  the  instrument.  By  means 
of  this  mechanism,  the  ''  ^videur/'  when  rotated 
by  a  driU-bow,  produces  an  eccentric  action  in  a 
stone^  and  excavates  it. 

Construction  of  the  **  Evideur.*' 

All  the  parts  of  this  instrument,  with  the  excep- 
tion of  the  vesical  extremity,  are  absolutely  simi- 
lar to  those  of  the  perforator.  The  inclination  of 
the  blade  is  equally  produced  by  means  of  screws, 
which  make  a  steel  wire  advance  or  recede  by 
pressing  upon  two  inclined  planes.  We,  therefore^ 
observe,  in  the  construction  of  this  instrument, 
the  tube  (c.  d.  fig.  16),  which  contains  the  piece 
of  steel  presenting  the  inclined  planes,  the  two 
screws  (A  and^),  the  moveable  capital  (e),  and  the 
pulley  (Ar).  The  only  difference  is,  that  the  blade 
(p) — represented  in  half-nature  (fig.  I6,)and  as  large 
as  nature  (fig.  I7) — is  differently  constructed.  It 
will,  therefore,  be  necessary  to  enter  into  a  more 
minute  explanation. 

This  ^/^eisjointed'to  the  tube  (a.  b.  fig.  16)  by 
means  of  a  strong  bolt,  and  presents,  at  the  extre- 
mity nearest  the  ^'  monture,"  a  mortise,  in  which 
is  fixed  the  end  of  the  central  wire  by  means  of  a 
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similar  articulation.  The  combined  action  of  these 
two  joints  is  to  incline  or  straighten  the  blade. 

This  blade  is  constructed  so  as  to  work  effi- 
ciently on  the  stone,  and  presents,  when  it  is 
inclined,  a  double  row  of  teeth  on  its  external  side, 
and  at  its  extremity  a  sort  of  "  cr6te  de  coq" 
(cock's-comb),  of  which  the  projecting  points  are 
placed  in  the  most  favourable  direction,  and  ac- 
cording to  the  most  appropriate  rules  for  allowing  it 
to  cut  into  the  stone  during  its  rotatory  movement. 
This  movement  will  be  described  when  we  are  stu- 
dying the  action  of  this  instrument  on  calculi. 

Mechanism  of  the  "  Evideur'^ 

The  mechanism  is  absolutely  similar  to  that  of 
the  perforcUw.  By  turning  the  screw  (g*.  fig.  16), 
after  unscrewing  (Ji\  the  central  rod  is  made  to  ad- 
vance, which  causes  the  blade  to  incline:  by  turning 
the  screw  (A),  after  unscrewing  (gj,  we  produce 
the  contrary  effect.  When  the  blade  is  inclined 
to  its  full  extent,  its  extremity  is  about  an  inch 
from  the  axis  of  the  instrument,  which  gives  it 
an  eccentric  action,  capable  of  producing  in  a 
stone  an  excavation  of  two  inches.  The  extent  of 
this  excavation  varies,  however,  according  to  the 
length  of  the  bladcj  which  is  itself  longer  in  pro- 
portion to  the  size  of  the  stone. 

A  given  relation  must  invariably  exist  between 
the  **  evideur"  and  the  *'  perforateur.*'  They  must 
be  exactly  of  the  same  length,  from  the  point  {b) 
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of  each  instrument  to  the  pointed  extremity  of 
the  perforator,  and  to  the  "  crfete  de  coq"  of  the 
excavator. 

On  the  "  Percuteur" 

General  Idea.^^lt  is  a  simple  steel  rod  (fig.  18), 
destined  to  communicate  a  shock  to  the  bottom  of 
the  shell,  resulting  from  the  action  of  the  excava- 
tor, and  which,  as  we  shall  afterwards  see,  is  of 
some  strength  and  solidity. 

Construction  of  the  **  Percuteur.** 

From  a  to  i,  (fig.  1 8.)  it  is  solid,  quite  straight, 
and  smooth.  The  extremity  (a)  is  cut  flat,  and  is 
rough,  without  being  denticulated.  The  end  (6) 
terminates  in  a  ball  of  silver  (c)  filled  with  lead, 
in  order  to  give  more  weight  to  the  instrument. 
A  "  curseur "  (runner)  (rf),  which  by  means  of  a 
screw  can  be  fixed  on  any  point  of  the  rod,  con- 
stitutes the  "percuteur." 

Alechanism  of  the  **  Percuteur.** 

This  instrument, acting  in  mass,  cannot,  properly 
speaking,  be  said  to  consist  of  any  mechanism,  which 
^nerally  implies  one  part  playing  upon  another; 
the  only  thing  to  be  remarked  is,  that  the  "  curseur" 
stops  the  course  of  the  instrument,  and  only  allows 
it  to  penetrate  into  the  central  canal  of  the  prin- 
cipal forceps,  far  enough  to  strike  the  shell  of  the 
stone  with  sufficient  power  to  reduce  it  into  frag- 


220  INSTRUMENTS   OP   LITHOTRITY. 

ments,  withoot,  however,  going  so  far  through 
the  tube  as  might  prove  hurtful. 

On  the  Action  of  the  Apparatus  **Evideur  i  Forceps'^ 

on  Calculi. 

We  must  examine  this  action  under  two  dif- 
ferent lights,  that  of  seizing  a  spherical  calculus 
of  from  14  to  24  lines  in  diameter,  and  that  of 
excavating  it. 

On  the  Action  of  Seizing. 

This  action  is  not  simple,  as  with  the  three- 
branched  instruments,  with  which  we  seize  the 
stone,  by  seeking  to  bring  it  between  two  ex- 
panded  branches  in  the  same  manner  as  we  should 
try  to  grasp  a  piece  of  coal  with  a  pair  of  tongs. 
The  principal  disadvantage  of  these  instruments 
is,  that  there  is  only,  between  the  two  lateral 
branches  which  are  to  seize  the  stone,  an  expan- 
sion equivalent  to  the  third  of  a  circumference. 
This  defect  is  remedied  in  the  "  6videur  k  forceps," 
which  presents  an  expansion  of  half  a  circumfefw 
ence  to  encircle  the  calculus,  for  although  consist- 
ing of  four  branches,  the  one  with  a  **capuchon** 
being  withdrawn  between  the  two  lateral  ones 
corresponding  to  it,  while  the  stone  is  being 
seized,  leaves  a  space  equal  to  half  a  circum- 
ference. 

It  follows,  therefore,  that  with  the  instrument 
"  k  forceps,"  assisted  by  the  *^  servante,"  a  stone 
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may  be  seized  with  comparative  facility,  and  it 
is  not  necessary,  in  the  manoeuvres,  to  press  upon 
the  neck  of  the  bladder,  which  the  other  instru- 
ments often  render  necessary.  The  facility  of 
grasping  the  calculus  is  also  increased  by  being 
able  to  slide  the  **  branche  k  capuchon"  as  far  as 
the  other  three,  before  they  are  drawn  upon  the 
stone,  and  so  to  seize  it,  as  it  were  by  surprise ;  in 
this  manner  the  calculus  is  retained  between  the 
branches,  but  is  at  the  same  time  moveable,  and 
can  be  placed  with  the  little  forceps  most  conve- 
niently for  the  excavators  to  act  upon  it  as  cen- 
trally as  possible  ;  the  performance  of  this,  as  may 
be  conceived,  only  requires  gentle  and  inoffen- 
sive manoeuvres. 

If  we  consider,  that  besides  being  able  to  seize 
the  stone  with  much  greater  facility,  the  branches 
of  the  "  pince  k  forceps"  project  to  a  very  small 
extent  out  of  the  tube ;  we  shall,  I  think,  without 
opposition,  acknowledge  the  advantage  this  instru- 
ment possesses  over  the  others  in  cases  of  small 
bladders  and  large  calculi.  In  fact,  the  more  the 
branches  of  an  instrument  can  be  made  to  expand, 
the  less  necessary  it  is  to  make  them  project  far 
from  the  tube  which  contains  them.  Having  con- 
sidered the  action  of  seizing,  let  us  now  proceed 
to  examine  what  are  the  means  of  securing  the 
calculus  when  it  is  once  seized. 

We  selected  as  one  of  the  defects  of  the  three- 
bnoiched  instruments,  that  they  did  not  maintain 
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the  stone  firmly,  and  we  discovered  that  this  fault 
depended  principally  upon  the  branches  being 
drawn  down  upon  the  calculus  simultaneously* 
which  prevented  the  hooks  of  each  one  from  tak- 
ing firm  hold.  The  "  pince  i  forceps,"  by  its  con- 
struction, remedies  this  serious  defect.  Tlie  four 
branches  are  first  drawn  simultaneously  upon  the 
calcidus  by  means  of  the  "  rappel,''  in  the  same 
manner  as  those  of  the  other  instruments  j  but  by 
afterwards  taking  off  the  '*  rappel,"  and  by  drawing 
down,  two  by  two,  first  the  branches  on  each  side 
of  the  branch  "k  capuchon,"  and  then  the  two 
others,  the  four  hooked  extremities  of  the  branches 
-must  necessarily  rest  upon  the  stone,  which,  how- 
ever irregular,  finds  in  them  sufficient  support; 
the  calculus  is  then  rendered  immoveable,  by 
fastening  each  of  the  screws  (k.  k.  k.  fig.  I.)  on  the 
directors  (i.  i.  i.)  of  the  branches.  When  a  stone  is 
thus  seized  by  the  "pince  ^  forceps,''  it  is  held 
firmly  rather  by  the  manner  in  which  it  is  seized 
and  secured  by  the  branches,  than  by  the  force  of 
the  metal ;  with  the  three-branched  instruments, 
on  the  contrary,  the  maintaining  of  the  stone  is 
only  obtained  by  means  of  great  pressure,  wliich 
is  attended  with  many  inconveniences. 

Two  advantages  result  from  seizing  the  stone  in 
this  manner;  the  first  is  the  possibility  of  being  able 
to  appreciate  its  size,  the  second,  of  forming  an  idea 
of  its  shape.  For,wiien  the  fourbranches  are  drawn 
down  together  by  the  "rappel,"  the  degree  to  which 
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it  can  be  brought  forward  indicates  approximative- 
ly  the  size  of  the  calculus;  the  nearer  it  remains  to 
the  external  *^  pavilion*'  the  larger  the  stone  is.  We 
may  also,  by  successively  drawing  down  the  four 
branches,  two  by  two  upon  the  stone,  obtain  exact 
notions  on  its  irregularity,  for  the  little  cases  fixed 
to  the  extra-vesical  extremity  of  the  branches  ap- 
proach nearer  to  the  internal  ^  pavilion,"  accord- 
ing to  the  degree  of  depression  in  that  part  of  the 
calculus  on  which  they  are  drawn.  When  the 
cases  are  nearly  on  a  level,  it  denotes  that  the 
calculus  is  nearly  spherical,  for  the  four  branches 
rest  on  its  circumference  at  about  the  same  height. 
Another  important  consideration  appertaining  to 
the  action  of  seizing,  is  the  great  facility  with 
which  the  stone  can  be  let  loose  from  the  *'  pince 
i  forceps/'  when  circumstances  require  it;  this 
facility  is  an  additional  proof  of  the  advantage 
and  importance  of  this  combination,  and  is  owing 
to  the  valuable  property  of  being  able  to  move 
the  branches  separately.  The  three-branched 
instruments  are  exceedingly  defective  in  this 
respect,  for  when  a  large  stone  is  seized  in  a 
small  bladder,  it  is  always  with  the  greatest  pos- 
sible difficulty  that  the  instrument  can  loose  it ; 
the  "  ^videur,"  on  the  contrary,  can  perform  this 
very  readily,  for  by  simply  shortening  two  of 
the  branches  placed  together,  and  lengthening 
the  other  two,  it  is  evident  that  the  points  which 
support    the    stone  will   not  be    opposite   each 
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other,  and  it  can  no  longer  be  maintained  hy 
the  forceps.  This  advantage  is  consequently  en- 
tirely dependant  upon  the  separate  mobility  of 
the  branches. 

On  the  Action  of  E.vcavatvig  and  Breaking. 

This  action  is  performed  by  means  of  the 
three  separate  instruments,  known  already  by  the 
names  of  "  perforateur,"  "^videur,"  and  "per- 
cuteur." 

We  may,  by  making  the  little  blade  project 
from  the  perforator,  give  it  the  appearance  of  a 
boreVi  and  produce  a  hole  of  three  and-a-half  lines, 
or  four  lines,  in  the  centre  of  a  calculus.  This 
perforation,  which  may  be  called  the  first  "  temps," 
or  steps  towards  excavating,  must  penetrate  far 
enough  into  the  stone  to  allow  the  "  evideur"  to 
hollow  out  two-thirds  of  its  antero-posterior  dia- 
meter. So  that  in  a  calculus  of  twelve  lines  in 
diameter,  the  hole  must  be  nine  lines  in  depth  ;  in 
one  of  sixteen  lines,  it  must  be  twelve  lines  in 
depth,  and  in  one  of  twenty-four,  eighteen  lines. 

After  having  first  perforated  the  stone,  the 
**  Evideur"  may,  by  being  introduced  into  the  hole, 
act  in  the  interior  of  the  calculus.  The  action  of 
the  "Evideur"  is  two-fold  :  the  time  for  crcavafmg, 
and  the  time  for  retreating.  The  first  of  tliese 
does  not  consist,  like  the  "  virgule,"  in  merely  in- 
clining a  little  blade,  and  producing,  by  a  rota- 
tory movement,  a  conical  excavation  in  a  stone ; 
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more  complicated  ;  for,  on  account  of  the  size  of 
the  calcolns,  difierent  man<eu\Tes,  and  greater  re- 
lources  are  required,  to  reduce  it  to  a  thin  shell* 
and  render  it  friable. 

If  we  wish  to  comminute  a  stone  of  ten  or 
twelve  lines  in  diameter  with  the  *'  ^\ndeur  k  vir- 
gule»*^  it  is  not  at  all  necessary  to  reduce  much  of 
its  substance  to  powder;  for  being  small,  it  is 
easily  broken  into  fragments  by  means  of  the 
movement  of  retreat^  which  takes  place  when  the 
circular  action  of  die  *'  virgule''  is  completed, 
and  the  broken  portions  are  crushed  with  another 
iDStrument,  of  which  I  shall  make  mention  here- 
after. But  if  this  action  were  applied  to  a  cal« 
cuius  of  eighteen  or  twenty  lines  in  diameter,  it 
would  be  very  ineffectual,  for  the  fragments 
would  be  large  and  numerous,  and  quite  out  of 
proportion  to  the  power  of  tlie  instruments  des« 
tined  to  destroy  them  ;  thus  we  see  that  the  larger 
m  stone  is,  the  more  of  it  must  be  brought  away  in 
powder,  and  more  care  must  be  taken  to  give  the 
fragments  a  shape  and  thickness  the  most  favour- 
able to  their  easy  reduction  into  smaller  pieces.  We 
shall  know  the  value  of  the  combination  ^*  6videur 
k  forceps,*'  and  perceive  its  importance,  when  we 
ccrnie  to  consider  that  its  mechanism  causing  it  to 
act  from  the  centre  of  a  stone  to  its  circumference, 
enables  the  excavator  to  produce  a  larger  quantity 
of  powder  in  direct  proportion  to  the  vohime  of 
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the  calculus.     Let  us  examine  the  action  of  the 
••  ^videur.'' 

This  instrument  replaces  the  perforator  when  it 
has  penetrated  into  the  three-fourths  of  the  thick- 
ness of  a  stone,  and  acts  upon  the  sides  of  the  hole 
with  the  ^'  cr£te  de  coq/'  already  mentioned ;  the 
teeth  of  which  do  not  scrape  the  stone,  as  it  were, 
but  cut  off  thin  flakes  by  means  of  a  particular 
movement  given  to  the  drill-bow.  These  teeth 
are  placed  in  such  a  manner,  that  in  proportion  as 
the  blade  is  inclined,  they  act  successively  upon 
the  stone.  When  it  forms  an  angle  of  15\  the 
inferior  tooth  acts  most  efficiently;  at  30%  the  mid- 
dle one  works  principally  on  the  stone,  and  at 
45""  the  destruction  is  obtained  by  means  of  the 
tooth,  quite  at  the  extremity  of  the  blade.  If  we 
examine  the  direction  given  to  the  teeth,  we  shall 
And  that  they  are  not  destined  to  act  upon  the  sides 
of  the  hole  by  a  simple  rotatory  movement,  but 
that  this  movement  is  combined  with  a  peculiar 
impulse  given  to  the  excavator  by  means  of  the 
bow,  which  makes  it  advance  from  the  open- 
ing of  the  hole  to  the  posterior  part,  in  such 
a  manner  that  the  teeth  of  the  "  crfite  de  coq" 
biting  in  the  groove  formed  by  the  preceding  stroke 
of  the  bow,  not  only  detach  powder  from  the  cal- 
culus, but  a  sort  of  fine  gravel,  or  thin  flakes,  re- 
sulting from  the  section  produced  by  this  move- 
ment.    Long  practice,  and  gentle  manoeuvres,  are 
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absolutely  necessary  in  the  employment  of  this 
instrument;  force  must  be  entirely  rejected  as 
injurious,  since  it  would  prevent  the  excavation 
from  being  performed  with  sufficient  regularity 
and  nicety  ;  when  acting  upon  the  hardest  stones^ 
it  ought  hardly  to  be  perceptible  that  any  thing 
impedes  the  progress  of  the  "  6videur." 

This  action  will  be  more  perfectly  and  correctly 
understood  by  those  persons  who  have  handled 
mechanical  instruments  which  work  by  progressive 
wearing  away,  such  as  a  plane  or  a  saw ;  in  the  same 
manner,  the  **  6videur  k  forceps/*  and  its  com- 
ponent parts,  destined  to  destroy  the  stone,  may, 
without  being  overcharged  with  metal,  be  con- 
structed so  as  to  excavate  voluminous  calculi. 

Having  explained  the  manner  in  which  this  in- 
strument acts,  let  us  proceed  to  consider  what 
rules  must  be  laid  down,  and  what  indications  are 
to  be  attended  to,  in  order  that  it  should  act  with 
safety  and  product. 

To  render  the  action  of  the  instrument  produc* 
trve^  a  large  portion  of  the  stone  must  be  brought 
away  in  powder;  to  perform  it  with  safety,  the 
action  of  destroying  must  take  place  in  the  interior 
of  the  stone,  which  prescribes  the  necessity  of 
leaving  all  the  exterior  untouched. 

If  we  reflect  on  these  two  indications  they  ap- 
pear almost  to  contradict  each  other,  for  the  more 
of  the  stone  is  reduced  to  powder,  the  less  atten- 
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tion  is  paid  to  leave  the  outside  entire^  and  vice 
versd,  the  greater  the  portion  of  stone  you  leave  un-^ 
touched,  the  smaller  will  be  the  quantity  of  powder 
produced.  We  must,  therefore,  in  order  to  place 
exact  limits  to  the  action  of  the  instrument,  lay 
down  the  following  rules. 

The  stone  must,  as  we  said  before,  be  perforated 
okily  as  far  as  the  three-quarters  of  its  diameter ; 
if  we  QMike  the  *'  ^videur"  play  in  this  hole,  there 
can  be  no  danger  of  its  coming  in  contact  with 
the  posterior  part  of  the  bladder,  between  which, 
and  the  excavatoTf  there  is  a  mass  of  stone  of  some 
thickness;  if^  on  the  other  side,  we  leave  that 
quarter  of  the  diameter  of  the  stone  corresponding 
to  the  hole  through  which  the  perforator  entered, 
untouched  by  the  excavator y  the  result  will  be  that 
the  posterior  and  anterior  parts  of  the  bladder  will 
be  in  perfect  security,  since  they  will  both  be  pro- 
tected by  a  solid  mass  of  stone,  and  the  excava- 
tion in  the  interior  of  the  calculus  will  be  almost 
cylindrical,  and  in  the  two  middle  quarters  of  the 
antero-posterior  diameter.  The  portion  of  stone 
left  untouched  at  the  entrance  of  the  perforation, 
also  has  the  advantage  of  preventing  the  ex- 
cavator from  being  withdrawn  during  its  action, 
and  stopping  against  the  branches  of  the  instru- 
ment. 

Thus  in  a  calculus  of  twelve  lines  in  diameter 
the  '^6videur"  produces  an  almost  cylindrical 
excavation  of  six  lines,  in  one  of  sixteen  lines  an 
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excavation  of  eight,  and  in  one  of  twenty-four 
lines  one  of  twelve.* 

We  say  an  almost  cylindrical  excavation,  for  if 
we  examine  the  action  of  the  "  ^videur''  on  the 
stone,  in  proportion  as  the  blade  inclines,  we  shall 
find  that  the  posterior  part  of  the  calculus  assumes 
a  vaulted  appearance^  and  the  anterior  portion  is 
something  in  the  shape  of  ^, funnel. 

Having  discovered  the  means  of  destroying  the 
interior  of  a  large  stone  with  perfect  safety  for 
the  anterior  and  posterior  parts  of  the  bladder, 
since  the  wall  of  stone  which  separates  them  from 
the  instruments  is  thicker  in  proportion  to  the 
size  of  the  calculus,  let  us  now  see  what  are  the 
means  of  security  laterally. 

It  is  evident  that  in  certain  irregular  calculi, 
that  part  of  them  which  is  most  depressed,  and  is 
nearest  the  centre,  will  soonest  give  way,  and  will 
present  what  I  shall  hereafter  call  a  "  fenfetre** 
(window).  Well,  this  window,  or  opening,  will 
either  be  small,  and  not  allow  the  "  ^videur"*  to 
project  suflBciently  to  prove  injurious,  or  else  it 
will  be  to  a  considerable  extent,  and  the  teeth 


*  AUboog^  we  ourselves,  from  long  practice,  aod  a  thoroi^h 
knowledge  of  our  instruments,  carry  the  excavation  of  a  calculus 
moch  nearer  its  two  extremities,  we  however  strongly  recom* 
meDd  a  beginner  in  this  operation  to  follow  the  directions  here  laid 
down^  and  to  leave  untouched  a  quarter  of  the  stone*s  diameter, 
both  portrriorly  and  aoterioriy. 
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of  the  excavator^  by  entangling  in  one  of  the 
corners,  will  cease  to  turn.  This  circumstance 
is  a  sure  indication  that  the  movement  of  retreat 
must  be  made;  or  rather,  it  indicates  that  the 
e^vawatar  must  no  longer  be  made  to  act  at 
the  bottom  of  the  hole  made  primitively  by  the 
perforator. 

This  retreat,  by  preventing  the  teeth  of  the 
'^  cr6te  de  coq"  from  coming  in  relation  with  the 
opening,  prevents  the  blade  from  being  stopped 
in  its  course,  and  it  continues  to  act  upon  another 
part  of  the  stone ;  in  the  same  manner  as  before, 
another  portion  of  the  calculus,  which  approaches 
the  nearest  to  the  centre  is  so  much  reduced,  that 
it  gives  way  and  forms  a  second  '^  fen^tre ;"  this 
openiiig  generally  is  on  the  same  side  as  the  former 
one,  since  it  is  mostly  formed  in  the  same  de- 
pression ;  it  is  a  favourable  circumstance  for  the 
two  openings  to  be  on  opposite  sides,  for  this 
denotes  a  greater  degree  of  sphericity  in  the  cal- 
culus, and  shews  that  the  excavation  is  more 
regular,  and  has  produced  a  more  perfect  shell. 

When  one  or  two  openings  are  made  in  the 
stone,  which  are  usually  found  near  the  diameter, 
at  right  angles  with  the  axis  of  the  instrument, 
then  we  must  terminate  the  movement  of  retreat,  in 
the  same  manner  as  we  performed  the  retreat  of  the 
**  virgule,"  which  we  are  already  acquainted  with. 

This  movement  is  destined  to  destroy,  by  means 
of  the  teeth  placed  at  the  exterior  of  the  blade. 
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that  part  of  the  stone  nearest  the  operator  which 
was  left  untouched  when  the  excavation  was 
b^un. 

This  portion  of  the  calculus  being  something 
in  the  shape  of  a  funnel,  is  easily  destroyed  by 
the  external  teeth  of  the  '*  ^videur/'  if  during  its 
rotation  we  draw  it  towards  the  opening  of  the 
hole ;  when  the  instrument  has  acted  some  time» 
and  has  taken  the  greater  part  of  the  substance 
away  in  powder,  the  stone  gives  way  at  one  or  the 
other  side,  and  forms  a  large  opening,  into  which 
the  excavator  enters,  and  can  no  longer  be  ro- 
tated. 

Here  terminates  the  action  of  the  **  ^videur/' 
for  it  has  accomplished  what  it  was  intended  for, 
namely^  having  reduced  to  powder  the  largest  poi^ 
nbk  portion  of  the  calculus  without  coming  once  m 
contact  with  the  parietes  of  the  bladder. 

Such  is  the  action  of  the  **  ^videur  k  forceps" 
when  the  stone  is  sufficiently  bard  to  sustain  the 
attack  without  breaking ;  if  it  should  give  way 
before  the  action  is  completed  it  is  less  favour- 
able^  for  there  is  not  so  large  a  quantity  of  powder 
produced ;  the  end  of  having  broken  the  stone 
wouldt  however,  be  obtained  in  both  cases.  When 
the  fracture  of  the  stone  takes  place,  the  ''  6vi« 
deur"  is  immediately  prevented  from  proceeding 
in  its  rotatory  movement,  either  by  meeting  with 
the  branches  of  the  instrument,  or  else  by  becom- 
ing entangled  in  the  fragments  of  calculus  which 
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remain  in  the  forceps,  so  that  the  parietes  of  the 
bladder  cannot  possibly  sustain  any  injury,  even 
if  they  were  not  distended  with  water,  which  is 
never  the  case,  for  a  fresh  injection  can  always 
be  made  through  the  instrument  without  with- 
dmwing  it. 

When  the  stone  is  hard  enough  to  remain  entire 
after  being  excavated,  it  remains  in  the  forceps 
in  the  form  of  a  shell,  firmly  maintained  by 
the  four  flattened  extremities  terminating  the 
branches ;  this  shell  is  very  thin,  excepting  at  the 
posterior  part,  where  it  forms  a  sort  of  domCj  and 
has  been  left,  according  to  the  rules,  of  the  thick- 
joess  of  a  quarter  of  the  stone's  diameter ;  it  is  to 
break  this  dome  that  is  destined  the  ^'  percuteur/' 

With  this  instniment,  which  is  nothing  more 
than  a  simple  steel  rod  cut  flat  at  one  end,  and 
having  a  piece  of  lead  at  the  other,  we  may  com- 
municate a  powerful  shock  to  the  posterior  part 
of  the  calculus.  In  order  to  perform  this,  we 
must  first  make  the  ^*  percuteur"  reach  as  far  as 
the  bottom  of  the  shell,  and  then  fix  the  ^'  cur- 
seur"  two  or  three  lines  higher  up,  so  that  the 
blow  may  be  more  forcible,  and  penetrate  two 
or  three  lines  into  the  thickness  of  the  shell,  by 
which  means  it  will  be  broken  at  once,  whatever 
be  its  hardness,  without  the  bladder  being  ex- 
posed to  the  slightest  injury,  since  the  "curseur" 
stops  the  force  of  the  instrument,  and  only  allows 
it  to  go  a  given  distance. 
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Such  is  the  action  of  the  series  of  instruments 
which  complete  the  apparatus  ''  6videur  k  for- 
ceps ;'*  we  will,  when  treating  on  the  manoeuvres, 
explain  what  are  the  means  of  performing  them 
with  mathematical  certainty.  The  idea  which  we 
have  already  given  is  sufficiently  exact  for  ena-- 
bling  our  readers  to  perceive  the  motives  which 
induced  us  to  construct  this  apparatus,  and  for 
rendering  them  competent  to  understand  the 
details,  which  combine  to  form  a  system,  by 
means  of  which  we  are  able,  in  one  single  "  s6ance^* 
in  one  attack,  and  by  only  once  seizing  the  stone^  to 
do  more  towards  restoring  to  health  a  patient 
having  a  large  spherical  calculus,  than  could  be 
performed  by  the  "  perce-pierre''  in  a  great  num- 
ber of  long  and  painful  operations.  The  mere 
inspection  of  the  (figures  22,  23,  plate  2,)  repre- 
senting the  two  portions  of  a  large,  excavated 
calculus,  will  clearly  evince  the  immense  advan- 
tages of  this  apparatus  in  such  cases.  When  this 
system  is  employed,  the  greater  part  of  the  stone 
is  voided  in  powder  with  the  greatest  ease,  which 
saves  the  patient  the  fatigue  and  pain  of  passing 
many  fragments ;  the  application  of  the  system 
is  also  advantageous  in  as  much  as  it  leaves  the 
calculus  which  remains  in  the  bladder  in  the  most 
favourable  state  for  being  easily  and  rapidly  de- 
stroyed by  the  instruments  acting  by  percussion 
or  by  crushing.  In  fact,  if  the  shell  should 
remain  entire,  or  nearlv  so,  aAer  the  action  of  the 
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** percuteurf^  it  may  be  easily  broken  with  an 
instrument  which  communicates  to  the  stone  the 
blow  of  a  hammer ;  this  produces  flattened,  con- 
cave fragments^  which  are  seized  and  destroyed 
with  difficulty  by  the  "  perce^pierre/'  but  are  in 
perfect  relation  to  the  power  and  disposition  of 
the  instrument  to  which  we  will  now  direct  our 
attention. 
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ON    THE 


BRISE-COQUE- 


Motive  for  which  this  Instrument  was  constructed. 

If,  with  the  instruments  we  have  been  examining, 
we  seek  to  comminute  the  fragments  resulting  from 
the  action  of  these  instruments,  we  shall  find  that 
the  portions  of  calculus  they  produce  must  evi- 
dently be  very  unfavourable  to  the  action  of  the 
"fevideurs,"  whether  the  "  fevideur  k  forceps/'  or 
the  "  trois-branches  k  virgule :"  for  the  idea  associ- 
ated with  the  word  excavation,  is,  that  the  substance 
to  be  acted  upon  should  present  diameters  of  nearly 
equal  dimensions,  and  as  soon  as  the  diameters  of 
any  body  differ  very  considerably,  we  immediately 
conclude  that  excavation  is  not  applicable,  since 
there  is  not  sufficient  substance  to  be  excavated. 
There  only  remains,  therefore,  to  destroy  these 
flat  and  concave  fragments,  the  "  perce-pierre," 
which  might  possibly  reduce  them  into  smaller 
pieces ;  but  if,  on  the  other  hand^  we  put  this 
instrument  to  the  test,  and  try  to  comminute 
such  fragments,  we  shall  soon  find  that  we  must 
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often  be  deceived  in  its  action,  which  is  too  fre- 
quently quite  ineffectual,  or  nearly  so.  The 
greatest  inconvenience  with  such  fragments  is, 
that  the  "  perce-pierre "  almost  always  grasps 
them  badly.  The  flatness  of  the  body,  when 
seized,  allowing  the  branches  to  approach  very  near 
together,  presents  an  obstacle  to  the  free  play  of 
the  perforator,  which  in  most  cases  is  absolutely 
prevented  from  turning ;  but  if  by  chance  it  can 
be  rotated,  the  fragment  being  badly  seized  and 
niaintained  generally  by  only  two  of  the  branches, 
escapes  at  the  first  movement  of  the  drill-bow : 
if,  instead  of  using  the  bow,  we  wish  to  crush  a 
fragment  by  the  mere  pressure  of  the  drill,  the 
piece  of  stone  most  frequently  slips  between  the 
two  branches  by  which  it  is  unsteadily  maintained, 
or  escapes  by  expanding  the  hooks  which  seldom 
grasp  it  firmly;  should  we  seek  to  pulverize  a 
fragment  by  the  pressure  of  the  branches,  we  find 
that  they  are  wanting  in  power  when  the  instru- 
ment  is  small,  and  that  when  there  is  a  sufficient 
quantity  of  metal  to  prevent  them  from  yielding, 
the  manner  in  which  the  fragment  is  seized  is  so 
exceedingly  unfavourable  to  this  action,  that  it 
produces  a  very  unsatisfactory  and  trifling  result : 
for  the  most  part  the  drill  head  being  forced  into 
the  sort  of  infundibulum  formed  by  the  branches, 
presents  an  obstacle  to  their  being  sufficiently 
closed  to  press,  with  any  degree  of  force,  upon  a 
flat  portion  of  calculus.     We  may  therefore  safely 
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conclude  that  this  instrument  is  badly  adapted  to 
the  comminution  of  these  fragments. 

If  we  have  proved  the  insufficiency  of  the 
**  perce-pierre  "  with  regard  to  flat  fragments,  we 
shall  also  have  to  shew  how  much  more  defective 
it  is»  as  well  as  the  "6videurs/'  in  the  destruction 
of  flat  entire  calculi,  for  the  most  part  smooth  and 
polished^  A  concave  fragment  is  occasionally 
seized  well  or  badly,  and,  on  account  of  its  aspe- 
rities and  irregularities,  it  is  more  likely  to  be  main- 
tained by  the  instrument  more  or  less  flrmly ;  but  to 
seize  a  smooth  flat  calculus,  is  really  so  exceedingly 
difficult  for  the  "  perce-pierre,**  and  so  totally 
opposed  to  its  capacities,  that  in  order  to  prov^ 
our  assertion,  we  think  it  quite  sufficient  to  refer 
the  matter  to  a  trial,  and  only  desire  that  the 
instrument  should  be  placed  in  relation  to  a  flat 
calculus;  it  will  then  be  seen  how  clumsy  and 
inefficient  it  is  under  such  circumstances,  and  it 
will  also  be  a  matter  of  astonishment  to  every 
one,  that  any  person  should  assert  that  lithotrity 
required  no  aiLviimries^  when  its  power  and  re- 
sources consisted  solely  in  an  instrument  as  de? 
fective  as  the  "  perce-pierre."  Let  this  instrument 
be  employed  to  destroy  a  flat  calculus,  and  we 
shall  find  that  a  patient  is  seldom  completely 
restored  to  health  in  these  cases,  and  never  if 
without  undergoing  numerous  attempts  too  fre» 
quently  unsuccessful  and  always  painful. 

If,  after  having  considered  the  *'  perce-pierre  " 
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in  this  unfavourable  light,  we  reflect  on  the  nu- 
merous cases  in  which  we  shall  have  to  destroy  flat 
concave  fragments  produced  by  the  excavators, 
and  fragments  of  all  shapes  on  which  the  action  of 
this  instrument  is  too  often  tedious  and  defective ; 
if  we  also  bear  in  mind  the  large  proportion  of 
flat  stones,  we  shall  certainly  more  readily  appre- 
ciate the  vast  importance  of  establishing  a  new 
system  for  destroying  these  stones  and  fragments^ 
which  to  a  powerful  and  energetic  action  for 
crushing,  should  add  promptness  and  delicacy  in 
the  manoeu\Tes. 

This  end  could  only  be  obtained  by  means  of  a 
combination  which  should  be  made  to  perform,  as 
it  were,  at  the  same  time,  the  action  of  mzing  and 
destroying  with  rapidity •  We  have  called  this,  a 
system  of  crushing^  and  have  discovered  the  means 
of  accomplishing,  with  an  instrument  which  we 
have  named  '^  brise-coque"  (shell-breaker)  all  the 
data  which  were  prescribed. 

The  name  of  this  new  combination  in  some  sort 
unites  its  action  to  that  of  the  instruments  which 
act  progressively  upon  calculi,  and  have  for  their 
object  to  reduce  them  to  the  form  of  shells. 

In  the  first  part  of  this  chapter  we  stated  that 
the  system  of  destruction,  by  crushing^  was  best 
adapted  for  allowing  the  action  of  seizing  and 
destroying  to  be  executed  at  the  same  moment,  or 
nearly  so,  and  that  such  a  system  was  evidently 
the  most  advantageous  and  desirable,  since  it  is  by 
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far  the  most  rapid  in  its  performance.*  Being 
persuaded  of  this,  it  is  our  duty  to  apply  it  as  fre- 
quently as  possible ;  for  a  successful  result  will  be 
obtained  as  promptly  as  the  means  are  rapid  and 


The  system  of  crushing  is  applicable  whenever 
the  calculi  or  fragments  assume  a  flattened  shape, 
or,  to  speak  more  generally,  whenever  they  pre- 
sent small  diameters ;  for  we  shall  hereafter  see 
that,  in  cases  of  numerous  small  calculi,  more 
or  less  spherical,  it  can  be  employed  with  great 
advantage. 

Let  us  now  more  closely  study  an  instrument 
with  which  we  are  enabled  to  come  to  sQch  im- 
portant results. 

Construction  of  the  "  Brise-coquc.'^ 

General  Idea. — This  instrument,  represented  in 
different  positions  CpJ.  3d),  differs  totally  in  its 
appearance  from  those  which  we  have  previously 
examined.  It  is  a  simple  pair  of  forceps,  the  dif- 
ferent parts  of  which  are  combined  so  as  to  endow 
it  with  a  power  of  attrition  sufficiently  great  to 
crush  the  hardest  calculi.     It  is  also  of  such  force. 


*  I  think  it  right  to  reuitrk,  that  by  perciusion  we  can  more 
speedily  destroy  a  stone  than  by  crushing ;  so  that  if  we  can  dense 
the  means  of  bringing  the  system  of  percussion  into  action,  the 
**  brise-ooque*'  will  be  dispossessed  of  its  superiority  in  cases  of 
flat  and  ofal  calculi. 
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that  the  efforts  of  a  maD,  however  strongs  could 
not  break  the  branches,  not  even  if  he  were  to 
make  them  act  upon  a  substance  as  hard  as  steeL 

Notwithstanding  the  enormous  power  of  this 
instrument,  it  is  not  loaded  with  so  large  a  quan-^ 
tity  of  metal  as  we  might  be  led  to  expect  from  the 
astonishing  development  of  force  of  which  it  is 
susceptible.  It  has,  however,  the  appearance  of 
great  solidity.  This  results  from  the  different 
parts  which  compose  it  being  constructed  accord- 
ing to  mechanical  laws.*  Notwithstanding  this 
immense  power,  it  is  manoeuvred  with  facility  ;  it 
is  opened  and  closed  with  promptness ;  and  is  deli- 
cate and  clever  in  its  movements.  If  it  crushes 
the  stones  with  authority,  it  seizes  them  with  agi^ 
lity  and  skilL 

The  principal  parts  composing  the  "  brise-coque'* 
are  a  tube  containing  two  very  strong  branches, 
and  it  is  in  the  mechanism  which  forcibly  draws 
these  two  branches  into  the  tube  that  consists  the 
great  power  of  attrition  of  this  instrument*  Spring 


*  Among  these  laws,  there  are  two  from  which  we  have  more 
particularly  drawn  the  greatest  advantages.  The  first  is,  having 
multiplied  the  levers  in  such  a  manner  as  to  obtain  great  power ; 
and  the  second,  having  employed  the  force  which  results  from  the 
tenacity  of  the  metal,  rather  than  that  resulting  from  its  other 
properties  of  resistance.  These  two  laws  have  also  been  par- 
ticularly attended  to  in  the  construction  of  the  **  ^videur  d  forceps** 
which,  as  we  know,  is  exceedingly  powerful  without  being  loaded 
with  metal. 
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catches,  combined  with  levers^  draw  the  branches 
alternately  into  the  tube,  in  such  a  manner  that  a 
stone,  or  fragment  of  stone  interposed,  must  ne- 
cessarily be  crushed. 

Such  is  the  general  idea  which  must  be  formed 
of  the  "  brise-coque." 

A  Study  on  the  different  Parts  which  compose  the 

'*  BrisC'Coque'' 

The  '*  brise-coque,"  considered  in  entire,  con- 
stitutes a  compact  whole,  which  renders  it  difficult 
to  proceed  to  the  examination  of  each  of  its  parts 
analytically.  We  shall  not  be  able,  as  in  the  other 
instruments,  to  study  successively  the  parts  des- 
tined to  seize  the  stone,  and  those  adapted  to 
destroy  it ;  for  in  the  "  brise-coque*  there  exists 
so  intimate  a  connection  between  these  parts,  as 
entirely  to  prohibit  the  possibility  of  separating 
them.  This  close  connection  results  naturally 
from  the  nature  of  the  problem  we  had  to  solve, 
which  we  expressed  in  the  following  manner: — to 
umtCj  at  the  same  time,  as  it  were,  the  action  of 
seizing  and  destroying  with  rapidity.'' 

Since  we  cannot  do  otherwise,  we  will  study  this 
instrument  in  entire,  and  endeavour  to  give  a  cor- 
rect.idea  of  it  rather  by  a  train  of  reasoning  than 
by  figures  in  detail,'  which  do  not  come  within  the 
compass  of  this  work. 

If  we  examine  the  **  brise-coque"  (pi.  3.  fig.  3), 
we  observe  (a.  a'.)  two  expanded  branches ;  (b.b.) 

u 
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a  steel  tube  which  contains  them ;  (c.  c.  c.)  an 
oval  piece,  rather  flattened,  presenting  on  each 
side  two  projections  (i.  i'.),  which  are  the  handles 
of  two  springs ;  (d.  d.)  the  external  "  pavilion," 
or  a  resting-place  for  the  hand  during  the  manoBU- 
vres;  (e.  e'.)  two  **  montants,''  or  square  steel 
bars,  destined  to  bring  the  branches  into  action  ; 
(A)  a  sort  of  round  box,  forming  the  internal  "  pa- 
vilion/' in  which  is  inclosed  the  joint  of  the 
handle  (g%  with  the  '*  montants"  (e.  e\). 

Such  is  a  general  idea  of  these  different  pieces, 
which  we  will  afterwards  consider  more  mi- 
nutely. 

We  will  now  begin  by  examining  the  pieces 
which  constitute  the  interior  of  the  instrument. 
They  are,  the  branches  (^7.  a'.)  which  go  through 
the  whole  length  of  the  tube  (b.  b.) ;  the  **  mon- 
tants" (e.  e/.)>  which  are  received  in  a  square  tube, 
not  visible  in  the  figure,  on  account  of  the  pieces 
(c.  c.  c.)  and  (d.  d.)  ;  the  portion  (d.  d.)  is  fixed  to 
this  square  tube,  and  (c.  c.  c.)  is  moveable  on  it,  as 
we  shall  afterwards  explain.  The  inferior  extre- 
mities of  the  bars  (e.  e'.)  are  jointed  in  the  interior 
of  the  square  tube  to  the  superior  extremities  of 
the  branches  (a.  a*.)  by  means  of  a  double  mortise. 
This  joint  falls  exactly  at  the  part  where  the  round 
and  square  tubes  touch,  so  that  the  extra-vesical 
extremity  of  the  branches  can  be  drawn  into  the 
square  tube  ;  but  the  two  bars  (e*  e.)  cannot  enter 
into  the  round  tube  (b.  b.). 
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In  consequence  of  this,  we  may,  by  pushing  the 
bars  (e.  d.)  as  far  as  the  round  tube,  make  the 
branches  expand  to  a  given  extent,  and  close  them 
by  withdrawing  the  •*  montants"  {e.  e'.). 

We  are,  therefore,  masters  of  the  important  pro- 
perty of  opening  and  closing  this  instrument  with 
ease  and  regularity^  and  will  proceed  to  consider  in 
what  manner  we  obtain  the  expansion  of  the 
branches. 

Since  each  branch  is  fastened  to  each  of  the 
bars  (e.e'.),  it  is  evident  that  the  branches  may  be 
brought  into  movement  by  moving  the  correspond- 
ing bars.  Well,  it  is  by  developing  this  property 
that  the  branches  are  made  to  expand. 

In  the  box  (A.  fig.  3),  there  exists  a  mechanism, 
by  means  of  which  the  handle  (^),  or  small  lever 
(as  we  shall  hereafter  call  it),  is  articulated  with 
each  of  the  "  montants"  (e.  e'.) ;  so  that,  by  in- 
clining the  sviall  lever  towards  (e),  as  in  the  figure, 
the  bar  (e)  is  forced  about  a  line  and  a  half  further 
into  the  interior  of  the  instrument,  and  (e')  is 
drawn  out  in  about  the  same  proportion,  the  pro- 
jection of  the  branch  (a')  from  the  tube  (b.  b.)  is 
diminished,  and  that  of  (a)  is  augmented  by  the 
alternate  movements  of  (^r')  and  {e')  upon  (a)  and 
(e)  in  the  whole  length  of  the  instrument. 

If  we  examine  the  branches  (a.  a',  fig.  3.)  at  the 
q;K>t  where  they  enter  into  the  tube,  we  shall  dis- 
cover two  "  hausses''  (elevations),  which,  when 
the  lever  (jg)  is  inclined,  are  brought  opposite  each 

R  2 
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other,  and  cause  the  branches  to  diverge,  and  at 
the  same  time  to  be  maintained,  as  the  seventh 
rule  requires. 

It  is  easy  to  conceive  that,  when  the  lever  (g) 
is  not  inclined,  the  two  **  hausses''  do  not  corres- 
pond together,  but  are  concealed  in  two  openings 
made  to  receive  them,  so  that  the  branches 
are  partly  closed,  by  not  being  supported 
and  expanded  by  the  '*  hausses,"  and  may  be 
entirely  closed  by  drawing  out  the  "  mon- 
tants"  (e.  e'.). 

We  have  now  the  power,  therefore,  of  making 
the  branches  project  from  the  tube,  of  giving  them 
a  considerable  degree  of  expansion,  of  supporting 
them,  and  of  drawing  them  together.  These 
being  the  properties  required  for  grasping  and 
maintaining  a  stone  or  fragment,  we  are  already 
enabled,  by  means  of  this  instrument,  to  accom- 
plish this ;  and  have  only  to  find  the  means  of 
crushing  these  foreign  bodies  when  once  seized. 

In  the  first  place,  we  can  crush  a  portion 
of  stone  by  simply  compressing  it  between  the 
two  branches  with  the  power  of  the  hand  only ; 
but  the  force  thus  obtained,  although  sufficient 
to  destroy  soft  and  small  fragments,  is  quite  dis- 
proportionate to  the  power  required  for  crushing 
a  large  fragment,  or  an  entire  flat  calculus.  We 
must,  therefore,  develop  new  properties  in  our 
instrument,  and  endow  it  with  a  much  greater 
degree   of  pressure  than   can  result  from   mere 
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manual  force,  which  is  advantageous  for  retaining 
the  stone  in  the  forceps,  till  the  mechanism  which 
is  to  crush  it  can  be  brought  into  play.  Let  us 
examine  this  mechanism. 

We  already  know  that  we  can,  by  means  of  the 
small  lever  (g),  produce  an  alternate  movement  of 
the  branches  (a.  ^.)and  of  the  bars  (e.  d.)  on  each 
other,  and  in  this  possibility  consists  the  element  of 
the  great  power  we  can  give  to  the  *'  brise-coque.'' 

If  we  refer  to  the  oval  piece  (c.  c.  c.)  which  is 
seen  on  its  widest  surface  (fig.  3)  and  sideways 
(fig.  2),  we  remark  on  its  sides  two  projections  (i.  i'. 
fig.  3),  of  an  oblong  shape,  which  are,  as  we  before 
remarked,  the  handles  of  two  springs,  the  axis  of 
which  are  also  placed  at  the  sides  of  the  piece  (ccc), 
and  are  supported  by  strong  bolts  on  which  they 
move ;  these  springs  pass  through  two  openings 
made  in  the  square  tube,  and  play  on  the  cogs 
existing  on  the  outside  of  each  of  the  bars  (e.  c). 
These  cogs  are  arranged  so  as  to  allow  the  pieces 
(e.e*.)  to  ascend  and  draw  the  branches  in  the 
interior  of  the  tube,  but  do  not  admit  of  their 
descent. 

It  foUows,  therefore,  that  the  alternate  move- 
ments of  the  "  montants"  (e.  e.)  produced  by  the 
inclination  of  the  lever  (^),  bring  alternately  the 
cogs  of  the  **  montants  '*  (e.  e'.)  in  relation  with  the 
springs  ;  so  that  whilst  a  cog  of  the  bar  (e)  is  rest- 
ing against  the  spring  of  (i'),  if  we  incline  the  small 
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lever  towards  (e!\  the  bar  (e)  ascends  a  cog  higher 
on  the  spring  of  (i) ;  this  mechanism  being  re- 
peated, shortens  at  each  movement  of  the  lever 
(§•)  one  of  the  branches  by  a  quantity  which  can 
be  estimated  at  about  one  line  and  a  half. 

From  this  it  results  that  the  branches  do  not 
merely  press  upon  the  stone,  but  press  upon  it 
alternately  in  a  manner  similar  to  the  action  of  the 
jaws,  which  differs  widely  from  the  pressure  effected 
by  drawing  the  branches  simultaneously  upon  the 
calculus. 

The  piece  (c.  c.  c.)  being  moveable  on  the  square 
tube  which  supports  it,  to  an  extent  of  about  two 
lines,  we  may,  at  will,  prevent  the  springs  from 
corresponding  to  the  holes  through  which  they  pass 
to  come  in  contact  with  the  cogs,  and  thus  give 
the  branches  as  much  facility  of  being  opened  or 
closed  as  if  no  cogs  or  springs  existed. 

It  is  clear  that  this  property  was  indispensable, 
to  prevent  the  act  of  crushing  proving  prejudicial 
to  the  act  of  seizing. 

In  a  word,  when  the  springs  are  not  in  relation 
with  the  cogs,  the  **  brise-coque"  is  a  delicate 
skilful  instrument  j  when  on  the  contrary  the  cogs 
act  upon  the  springs,  it  assumes  a  different  charac- 
ter, and  becomes  an  instrument  displaying  greater 
power  in  proportion  as  the  branches  are  drawn 
nearer  together  by  the  action  of  the  cogs. 

Now  that  we  are  acquainted  with  the  manner  in 
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which  the  different  parts  of  the  ^*brise-coque'*  are 
disposed  to  give  it  the  power  of  seizing  and  crush* 
ingy  let  us  proceed  to  examine  its  mechanism. 

Mechanism  of  the  "  Brise-coquc.*^ 

When  the  "  brise  coque"  is  closed  (pi.  3,  figures 
1  &  2),  the  branches  are  drawn  into  the  tube» 
and  their  extremity  has  the  appearance  of  an  olive 
of  a  regular  shape,  although  slightly  furrowed  by 
the  irregularities  resulting  from  particular  sections 
made  in  the  branches,  to  give  them  the  power 
of  taking  firm  hold  on  the  stone.  This  extremity 
differs  little  in  size  from  the  body  of  the  instru* 
ment  (tlie  11th  and  r2th  figures  shew  the  branches 
closed  in  their  natural  size). 

The  two  "  montants "  {ei.  e.)  which  are  both 
visible  (fig.  1)»  and  only  one  of  which  can  be  en- 
tirely seen  (fig.  2),  are  drawn  as  far  from  the 
•*  pavilion  "  (rf.  d.)  as  was  necessary  to  bring  the 
branches  into  the  tube  up  to  the  commence- 
ment of  the  olive-shaped  extremity. 

The  small  lever  (g.  fig.  1)  is*  straight  j  the  oval 
piece  (c.c.c.)  is  pushed  down  towards  the  concave 
part  of  the  "pavilion*'  (rf.  rf.),  and  the  vesical  ex- 
tremity  of  (c.c.c.)  is  not  consequently  in  contact 
with  the  square  portion  (b)  of  the  tube,  which, 
although  similar  to  the  "  armure "  of  the  other 
instruments,  is  only  intended  to  facilitate  the  tak- 
ing to  pieces  or  putting  together  again  of  the 
"  brise-coque,"    and  not  to  keep  it  firm  in  the 
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''support  fixe/'  which  with  this  instrument  is 
never  necessary.  The  handles  (i.  if.)  of  the  springs 
are  drawn  deeper  intd  their  respective  mortises ; 
for  the  springs  no  longer  corresponding  to  the 
openings  in  the  square  tube,  which  bring  them  into 
contact  with  the  cogs  of  the  "montants,"  rest 
against  the  sides  of  this  tube,  which  consequently 
forces  the  handles  (L  H.)  to  penetrate  further  into 
the  grooves  destined  to  receive  them. 

When  the  "  brise-coque  *'  is  open  (fig.  3),  that 
is,  when  the  branches  project  from  the  tube,  and 
are  expanded,  they  vary  in  length  according  to 
the  size  of  the  branches  employed,*  but  the  usual 
length  is  two  inches  and  one-third,  which  allows 
them  to  comprise  in  the  extent  of  their  expansion, 
when  they  are  carried  to  the  fundus  of  the  bladder, 
that  portion  of  it  where  the  fragments  are  mostly 
found. 

When  the  branches  are  fully  expanded,   the 

*  The  branches,  which,  in  common  cases  are  adapted  to  the 
"  brise-coque,"  exactly  resemble  those  of  the  (3,  4,  5,  8,  9,  10, 
11,  and  12  figs.),  but  under  certain  circumstances  others  are  used, 
such,  for  example,  as  are  quite  fiat  in  the  inside  of  their  extremities, 
others  resembling  spoons,  for  the  purpose  of  moulding  in  (heir  interior 
certain  fragments  of  a  soft  plastic  nature,  which  cannot  be  extracted 
without  danger,  by  any  other  means ;  others  slightly  curved  at  their 
extremity,  for  penetrating  into  some  bladders  which  will  not  admit 
of  the  introduction  of  a  perfectly  straight  sound.  In  a  word,  the 
primitive  construction  of  this  instrument  is  susceptible  of  a  variety 
of  modifications,  which,  in  the  course  of  practice  arc  often  found 
necessary. 
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branch  (a )  is  about  three  lines  shorter  than  (a), 
(figs.  3  and  10);  this  results  from  the  lever  (g) 
having  been  inclined  in  order  to  bring  the  two 
'' hausses  "  (elevations)  opposite  each  other,  which 
was  effected  by  drawing  out  the  "  montant "  (<?'), 
corresponding  to  (a^)»  and  thus  shortening  this 
branch  ;  the  two  elevations  being  placed  in  the 
middle  of  the  width  of  the  branches,  cannot  pos- 
sibly come  into  contact  with  the  parietes  of  the 
neck  of  the  bladder. 

The  inflection  given  externally  to  the  branches 
(figs.  3  and  10),  is  produced  by  means  of  a  loss  of 
substance,  at  that  portion  wliere  they  enter  into 
the  tube,  this  portion  we  will  hereafter  call 
''  les  foibles ;"  this  diminution  in  the  quantity  of 
the  metal  is  continued  to  a  considerable  extent  in 
the  interior  of  the  tube,  so  that  no  single  part  of 
the  "  foibles  **  produces  the  expansion,  but  it 
results  from  the  loss  of  substance  being  carried  to 
a  certain  length  in  the  branches,  which,  without 
weakening  too  much  any  particular  spot,  pro- 
duces the  desired  effect  of  making  them  di- 
verge. 

Although  the  branches  expand  considerably, 
they  are  almost  entirely  straight  in  their  strongest 
portion.  A  small  curve  outwardly  is,  however, 
favourable  to  the  crushing  of  entire  calculi.* 

*  When  there  is  an  entire  flat  stone  to  destroy  of  considerable 
diickneiB,  the  branches  should  be  curved  a  little  externally,  but  for 
ftagmcDto  they  should  be  nearly  straight. 
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The  portion  (c.  c.  c.  fig.  3)  retains  the  same  posi- 
tion  as  when  the  branches  were  drawn  into  the 
tube. 

The  lever  (jg)  is  inclined  towards  (e). 

When  («>)  is  straightened,  the  "hausses**  are  no 
longer  placed  face  to  face,  and  the  branches  close 
considerably  by  the  elasticity  of  the  '* foibles;" 
they  can  then  be  easily  drawn  into  the  tube  with 
the  hand,  by  withdrawing  the  two  bars  (e.  e'.),  as 
far  as  possible  from  the  "  pavilion*'  (d.d.).  By  these 
means  the  fragments  are  seized  between  the 
branches. 

Having  studied  the  mechanism  of  this  instru- 
ment for  grasping,  let  us  now  turn  our  attention 
to  its  mechanism  for  crushing. 

When  a  stone  or  fragment  is  seized  and  main- 
tained between  the  branches,  by  merely  drawing 
them  together  with  the  hand,  and  when  the  "  foi- 
bles "  have  entered  into  the  tube,  it  is  then  that 
the  "  brise-coque "  is  converted  into  a  powerful 
instrument,  for  then  its  own  mechanical  force 
is  combined  with  that  of  the  levers  and  springs; 
this  change  is  effected  by  lowering  the  portion 
(c.c.c.  fig.  4.),  which  is  then  brought  into  contact 
with  (6),  and  the  springs  are  in  relation  with  the 
cogs  of  the  bars  (e.  e .). 

The  alternate  movements  of  the  small  lever  (g) 
produce  the  following  effects ;  when  it  is  inclined 
towards  (e),  the  branch  (a)  is  shortened  by  a  line 
and  a  half;  if  it  is  turned  in  the  direction  of  (e^. 
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the  branch  (^r)  is  drawn  into  the  tube  in  the  same 
proportion ;  if  again  we  direct  it  towards  (e),  (a) 
is  again  shortened,  etc.  etc.»  so  that  each  oscilla* 
tion  of  the  lever  (g)  produces  an  alternate  di- 
minution in  the  projection  of  the  branches  from 
the  tube,  and  consequently  a  proportionate  in* 
crease  of  pressure,  combined  with  a  sort  of  grind* 
ing  action,  similar  to  that  of  the  jaws,  which  con- 
tinues till  the  branches  are  drawn  completely  into 
the  tube.  In  cases  which  require  a  very  great 
degree  of  attrition,  such  as  for  crushing  a  thick 
compact  calculus,  the  power  of  the  small  lever  is 
augmented  by  adding  to  it  the  assistance  of  another 
larger  lever  represented  (fig.  13),  which  receives 
in  the  mortise  (a)  the  small  lever  (g-),  and  length- 
ens it. 

We  can  easily  conceive  that  a  stone  subjected 
to  the  action  of  such  an  instrument,  cannot  resist, 
but  must  necessarily  give  way ;  for  the  withdraw- 
ing  of  the  branches  into  the  tube  is  effected  by 
the  extreme  power  resulting  from  the  action  of 
numerous  levers :  in  fact,  if  we  take  a  mechanical 
survey  of  these  levers,  we  shall  find  that  the 
power  of  each  one  is,  as  it  were,  superadded  to 
that  of  the  others,  so  as  to  unite  and  determine  a 
mass  of  force  which  unfolds  itself  at  the  extremity 
of  the  instrument. 

Thus  we  see  that  the  *'  brise-coque  "  unites  in 
its  properties  delicacy  and  force,  each  of  which  is 
developed  by  the  most  simple  manual  manoeuvres; 
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for,  how  are  the  branches  made  to  project  from  the 
tube  ?  by  the  inclinations  of  the  lever.  How  are 
they  expanded?  by  an  inclination  of  the  lever. 
How  are  they  closed?  by  an  inclination  of  the 
lever.  Lastly,  how  are  they  drawn  together  so  as 
to  produce  sufficient  force  for  crushing  ?  by  the 
inclinations  of  the  lever.  These  four  divisions  in 
operating,  complete  the  actions  of  seizing  and 
crushing,  and  are  performed,  in  a  few  seconds, 
by  manoeuvres  as  gentle  and  inoffensive  as  the 
delicacy  of  the  act  requires,  without  necessitating 
the  application  of  those  muscular  efforts  which 
deaden  in  an  operator  the  sense  of  feeling. 

Action  of  the  "  Brise-coque  "  on  Calculi. 

The  form  and  disposition  of  the  branches  of  the 
"  brise-coque,"  being  exactly  similar  to  the  two 
branches  of  the  three-branched  instruments  des- 
tined to  seize  a  stone,  it  follows  that  calculi  are 
as  favourably  situated  relatively  to  the  "  brise- 
coque,"  as  to  the  other  instruments,  and  are 
seized  with  equal  facility. 

It  now,  therefore,  only  remains  to  examine  in 
what  manner  flat  calculi  and  fragments  of  stone 
are  seized  with  the  "  brise-coque,''  which  was  in- 
vented to  remedy  the  defective  manner  in  which 
the  three  and  four-branched  instruments  acted  in 
such  cases. 

We  will  first  direct  our  attention  to  the  frag- 
ments, and  shall  readily  conceive,  if  we  examine  the 
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interior  of  the  branches,  and  the  manner  in  which 
they  are  armed  (fig.  10),  that  when  once  a  frag- 
ment is  grasped  between  two  such  irregular,  wide 
and  flat  surfaces  as  these,  it  cannot  possibly  slip 
away,  but  will  almost  necessarily  be  crushed.  If 
the  fragment  be  of  a  cubical  shape,  and  of  from 
six  to  ten  lines  in  diameter,  a  few  movements 
of  the  lever  will  separate  all  that  portion  of  the 
fragment  which  projects  beyond  the  branches,  from 
the  portion  which  is  held  between  them  by  means 
of  the  beards  at  {a!  a.  fig.  10)  which  are  disposed 
in  such  a  manner  as  to  produce  a  section  of  the 
stone  held  by  the  forceps.  It  will  also  be  admitted, 
without  difficulty,  that  however  far  the  fragment 
extends  bevond  the  branches,  it  will  be  reduced 
to  pieces  in  consequence  of  the  irradiating  splits 
resulting  from  the  pressure ;  and  that  all  the  stone 
contained  in  the  interior  of  the  branches,  will  be 
ground  down  into  powder,  since,  as  we  before 
remarked,  the  power  of  attrition  augments  in  direct 
proportion  to  the  shortening  of  the  branches. 

(If  we  turn  to  (fig.  9),  and  examine  how  the 
branches  close  together,  we  shall  see  that  they 
only  approach  near  enough  to  seize  a  fragment  of 
two  or  three  lines  in  diameter;  we  may  conse- 
quently conclude  that  the  membrane  of  the  blad- 
der cannot  possibly  be  seized,  but  only  the  portion 
of  stone.) 

The  flatter  a  stone  is,  the  more  difficult  it  is  to 
be  seized,  maintained,  and  perforated,  with  the 
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"  perce-pierre,"  and  the  more  completely  a  stone 
assumes  this  shape,  the  easier  it  is  to  accomplish 
this  with  the  "brise-coque"  in  the  course  of  a  few 
seconds ;  this  property  is  such  as  will  set  forth 
the  value  of  the  "  brise-coque  ;"  its  importance^ 
however,  will  be  better  exemplified  by  witnessing 
the  astonishing  facility  with  which  this  instrument 
destroys  those  flat  stones,  which  form  so  considerable 
a  proportion  of  vesical  calculi  (see  fig.  5  and  7)« 

Tlie  flatter  a  stone  is,  the  further  the  extremity 
of  the  branches  grasp  it  from  its  circumference, 
and  consequently  the  nearer  the  fracture  takes 
place  to  its  centre,  if  it  be  very  wide  (fig.  7)»  If 
the  stone  measure  an  inch  in  its  longest  diameter 
(fig.  5),  it  is  still  more  favourable,  for  then  the 
branches  grasp  the  whole  width  of  the  calculus, 
and  in  a  few  movements  of  the  small  lever,  it  is 
not  only  reduced  to  fragments,  but  the  greater 
part  of  it  is  ground  into  powder.  When  the  stone 
is  flat,  but  very  large,  the  fragments  produced  are 
generally  flattened,  from  the  calculus  having  itself 
been  of  that  shape,  and  are  still  in  perfect  rela- 
tion to  the  power  of  the  "  brise-coque,"  which  pul- 
verizes them  the  more  completely  in  proportion 
to  their  small  dimensions. 

The  thicker  a  flat  calculus  is,  the  greater  is  the 
difficulty  of  acting  upon  it  at  its  centre,  for  the 
branches  take  their  hold  nearer  the  circumfer- 
ence (fig.  6) ;  but  this  circumstance,  although  it 
may  at  first  be  considered  as  unfavourable,  is,  on 
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the  contrary,  an  advantage ;  for  the  "  brise-coque  " 
acting  near  the  edges  of  the  calculus^  does  not 
attack  it  with  the  disadvantages  which  must  result 
from  its  thickness^  but  under  the  most  favourable 
circumstances.  In  fact,  instead  of  crushing  such 
a  calculus,  by  main  force,  at  once,  which  would 
require  an  enormous  pressure,  the  **  brise-coque  " 
first  destroys  the  smallest  and  weakest  portion; 
thus  in  a  flat  calculus  of  two  inches  in  diameter, 
and  of  ten  or  twelve  in  thickness,  (which,  how- 
ever, approaches  the  oval  shape,  and  ought  first 
to  be  attacked  by  the  "  6videur  k  virgule,")  the 
branches  of  the  "  brise-coque"  would  take  their 
hold  at  eight  or  nine  lines  from  the  edge,  which 
being  the  thinnest  part  of  the  stone  is  most 
easily  acted  upon,  and  is  crushed  on  account  of 
the  layers  being  at  this  spot,  in  such  stones,  less 
adherent  together. 

A  stone  of  ten  or  twelve  lines  in  thickness,  is 
the  limited  extent  to  the  power  of  the  "brise- 
coque,"  which,  as  we  see,  becomes  more  efficient 
in  proportion  as  the  thickness  diminishes.  It  can, 
however,  be  employed  very  advantageously,  when 
the  stone  is  ten  lines  in  its  smallest  diameter, 
especially  if  branches  of  two  inches  and  a  half  or 
three  inches  in  length,  can  be  used  ;  under  these 
circumstances  an  oval  stone  of  these  dimensions 
may  be  attacked  by  the  "brise-coque,"  without 
having  been  previously  weakened  by  the  "  trois- 
branches  k  virgule,"  or  the  "  perce-pierre,"  but  its 
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action  is  still  more  rapid  on  such  a  calculus,  when  it 
has  been  previously  attacked  by  these  instruments. 
Our  reasoning  is  at  present  relating  to  stones  of 
excessive  hardness^  for  the  '*  brise-coque "  com- 
minutes  with  the  greatest  ease,  those  of  an  inch  in 
thickness,  which  are  moderately  hard. 

When  the  "brise-coque"  acts  upon  a  flat  stone  of 
considerable  thickness,  and  seizes  it  at  eight  or  ten 
lines  from  the  edge,  with  branches  (similar  to  those 
of  1^.  6),  the  calculus  is  usually  broken  into  two  or 
three  pieces  approaching  the  cubical  shape,  which 
is  desirable,  inasmuch  as  a  stone  which  before 
from  its  shape  was  with  difficulty  seized  and  acted 
upon  by  the  "  virgule"  or  **  perce-pierre,"  becomes 
perfectly  adapted  to  the  action  of  these  instru- 
ments. 

If  we  examine  what  shape  the  fragments  result- 
ing from  the  action  of  the  "  brise-coque ' '  most 
frequently  assume,  we  shall  find  them  generally 
cubical,  and  devoid  of  asperities,  which  admits  of 
their  being  expelled  from  the  bladder  through  the 
urethra  with  facility;  this  circumstance  is  of  great 
importance,  for  it  is  on  the  manner  in  which  the 
fragments  are  passed  that  depends  in  a  very  great 
measure  the  little  pain  patients  experience,  and 
the  rapidity  with  which  they  are  relieved  of  their 
detritus. 

If,  in  the  last  place,  we  remark  how  the  instru- 
ment is  closed  when  its  action  is  completed,  we 
shall  find  that  the  two  bill-shaped  extremities  of 
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the  branches,  are  brought  together  by  means  of 
the  alternate  movements  of  the  lever  (jg),  with  a 
degree  of  pressure  so  great,  as  only  to  allow  a 
quantity  of  stone  to  remain  in  the  cavity  they 
form  sufficient  to  fill  it.* 


^  This  18  not  one  of  the  least  advantages  which  the  **  brise-coqne** 
poiicwefl  over  the  **  perce-pierre*'  in  the  oommination  of  fragment!. 
In  general  the  **  perce-pienre  *'  is  withdrawn  from  the  bladder, 
bearing  with  it  a  considerable  quantity  of  detritus,  amalgaml^ 
with  fibrinous  matter,  which  renders  the  extremity  of  the  instrument 
when  it  is  drawn  out,  larger  than  it  was  when  firrt  introduced ;  this 
produces  distension  of  the  urethra,  and  sometimes  laceration  ;  it  is 
▼ery  fortunate  when  a  fragment  does  not  project  between  the  branches, 
for  it  is  seldom  a  surgeon  can  get  rid  of  this  detritus  with  the  drill, 
however  careful  and  persevering  he  may  be  in  his  attempts. 

I  will  here  remark  on  this  head,  tliat  M.  Civiale,  in  some  parts  of 
his  work,  maintains  having  withdrawn  entire  fragments  from  the 
bladder  with  his  instrument.  This  practice  is  not,  in  my  estimatioB, 
aooordant  with  the  delicacy  required  in  the  manoeuvres  of  lithotrity ; 
and  on  this  subject  it  is  important  to  attend  to  the  following  train  of 
reasoning. 

The  **  perce-pierre  "  must  never  be  drawn  from  the  bladder  with 
any  detritus,  because : 

Either  the  fragment  is  of  considerable  size,  and  enlarges  the  ex- 
tremity of  the  instrument  by  distending  the  branches  so  that  it  cannot 
pass  through  the  urethra  without  causing  more  or  less  pain,  under 
which  circumstances  it  is  far  preferable  to  comminute  it  in  the 
bladder,  from  which  it  will  be  voided  with  the  urine  without 
difficulty. 

Or  else  the  fragment  is  small,  but  projects  between  the  branches, 
when  the  instrument  ought  not  to  be  withdrawn,  for  the  urethra 
would  be  torn  ;  it  is  therefore  better  to  pulverize  the  fragment  in 
the  bladder,  which  will  expel  it. 
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The  shape  of  the  fragments  which  results  from 
the  manner  in  which  the  layers  of  the  stone  are 
broken  and  separated,  by  the  action  of  the  **  brise- 
coque/'  is  worthy  of  observation^  and  I  conclude 
what  I  have  to  say  on  this  instrument,  by  calling 
attention  to  this  point. 

We  will  now  proceed  to  examine  some  other 
instruments,  which  are  used,  more  or  less  directly, 

as  accessories  to  those  we  have  just  been  studying. 

• 

Or,  lastly,  the  fragment  is  too  small  to  enlarge  the  end  of  the 
instroment,  or  to  project  between  the  branches,  and  in  this  case 
only  it  may  be  prudently  withdrawn  with  the  detritus;  but  as 
nothing  can  lead  the  suigeon  to  oondnde  that  such  is  the  case,  he 
can  never,  without  imprudence,  draw  out  any  stone  in  his  instru- 
ment, and  the  more  so,  from  the  facility  with  which  so  small  a 
fragment  might  be  reduced  into  powder  with  the  drill. 

In  a  word,  it  is  committing  a  great  &ult  to  extract  a  fragment 
firom  the  bladder  with  the  instrument  without  being  quite  certain 
that  it  is  completely  enclosed  between  the  branches,  and  does  not 
enlarge  their  extremity.  The  **  brise-coque*'  can  alone  giye  us 
this  certainty.  We  shall  be  more  convinced  of  this  if  we  bear  in 
mind  that  the  canal  must,  above  all,  be  kept  secure,  for  it  is  in  the 
sound  state  of  the  urethra  that  the  patient  finds  his  anchor  of  safety. 
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In  order  to  apply  the  instruments  we  have  been 
examining,  and  which  are  destined  to  destroy  vesi- 
cal calculi,  we  must  have  recourse  to  other  con- 
structions, called  accessory  instruments^  because 
they  only  assist  in  the  comminution  of  stones, 
without  acting  directly  upon  them. 

Among  the  most  important  of  the  accessory 
instruments^  we  find  the  recto-curvilinear  sound, 
with  which  the  preUminary  catheterism  is  per- 
formed>  and  by  means  of  which  we  inject  the 
bladder.  The  syringe^  with  which  we  inject 
water  into  the  bladder,  and  which  we  have  called 
"  seringue  chirurgicale,"  surgical  syringe,  from  its 
peculiar  construction  j  the  drilUbow,  by  means  of 
which  we  give  a  rotatory  movement  to  those  instru- 
ments which  act  progressively  upon  the  stone ;  the 
"repoussoir  k  main,"  the  hand-vice,  with  which  we 
push  forward  the  perforator  of  the  *'perce-pierre,'* 
when  it  is  placed  in  the  "  support  fixe  ;'*  the 
conical  sound,  which  is  employed  to  dilate  the  ori- 
fice of  the  urethra,   so  as  to  prepare  it  for  ad- 

s  2 
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mitting  the  instruments  with  facility ;  *'  la  clef," 
a  sort  of  tumscrewj  with  which  we  tighten  the 
little  screws  attached  to  the  end  of  each  branch 
of  the  "  fevideur  k  forceps ;"  and  lastly,  the  little 
syphon^  which  enables  us  to  inject  water  into  the 
bladder  through  the  instruments  themselves  when 
it  is  found  necessary. 

Although  these  are  only  secondary  instruments, 
they  are,  nevertheless,  of  absolute  necessity,  and 
weViU,  therefore^  consider  each  one  in  following 
the  course  we  have  hitherto  adopted. 
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ON  THE 


RECTO-CURVILINEAR   SOUND 


AND 


SURGICAL   SYRINGE. 


When  patients  afflicted  with  the  stone  could 
only  be  relieved  by  running  the  risks  of  lithotomy, 
they  were  subjected  to  an  examination  with  the 
sound,  which  chiefly  had  for  object  to  acquaint  the 
surgeon  whether  the  bladder  contained  a  calculus 
or  not;  when  the  cutting  operation  was  to  be 
performed,  this  was  a  circumstance  of  the  greatest 
importance,  since  it  could  only  be  the  certainty 
of  discovering  a  stone,  and  extracting  it,  that 
could  induce  a  surgeon  to  expose  a  patient  to  the 
dangerous  consequences  of  one  of  the  most  serious 
operations  of  surgery.  Thus,  the  only  thing  re- 
quired by  the  lithotomist  is,  to  ascertain  that  a 
stone  exists,  and  to  have  a  tolerably  accurate  idea 
of  its  dimensions,  so  as  to  know  whether  it  is 
large  or  small;  its  intermediate  size  and  shape 
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are  of  little  importance  to  him,  and  the  knowledge 
of  them  would  only  be  an  indication  to  enlarge  or 
diminish  his  incision  accordingly.  With  respect 
to  the  form  and  capacity  of  the  interior  of  the 
bladder,  it  is  hardly  a  motive  of  consideration  for 
a  surgeon  performing  the  operation  of  lithotomy, 
to  whom  it  is  quite  immaterial  to  extract  a  cal- 
culus from  a  large  or  small  bladder,  regular  or  not, 
&c.  These  considerations,  with  respect  to  litho- 
tomy, are  quite  of  a  secondary  nature,  and  induce 
little  or  no  changes  in  the  manner  of  operating. 
For  this  reason  the  lithotomist  only  sought  to  give 
to  his  sound  for  making  the  exploration,  a  curve 
best  adapted  to  insure  an  easy  introduction  through 
the  urethra.'  With  a  laige  curved  sound  he  dis- 
covers the  calculus  by  striking  it  with  the  con- 
vexity, which  portion  of  the  instrument  goes  natu- 
rally to  the  fundus  of  the  bladder,  where  the  stone, 
fix>m  its  specific  gravity,  is  usually  placed .  If  under 
certain  circumstances  he  wishes  to  have  a  more  cor* 
rect  idea  of  the  calculus  he  has  discovered,  the 
sound,  from  its  extensive  curve,  prevents  him 
from  directing  its  extremity  to  the  lateral  parts  of 
the  bladder,  for  it  is  in  continual  contact  with  the 
superior  part  of  the  organ,  so  that  he  cannot  form 
very  exact  diagnostics  as  to  the  size  and  shape  of 
a  stone  which  he  feels  so  imperfectly. 

The  lithotomist,  moreover,  only  having  for 
object  to  assure  himself  of  the  existence  of  a 
stone,  usually  explores  the  bladder  when  it  con- 
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tains  little  or  no  liquid ;  he  sometimes  meets  with 
a  partial  distension,  resulting  from  more  or  less 
urine,  and  takes  advantage  of  this  circumstance 
for  making  a  more  careful  examination ;  but  he 
does  not  consider  a  distended  bladder  necessary 
for  attaining  the  end  he  has  in  view,  since  he  fre- 
quently empties  this  organ  of  all  the  urine  it  con- 
tains, in  order  to  arrive  at  placing  the  calculus  in 
contact  with  the  convexity  of  the  sound,  with  a 
greater  degree  of  certainty. 

If  the  lUhotomist  does  not  deem  it  requisite  to 
explore  the  bladder  carefully,  in  order  to  form 
correct  ideas  as  to  its  state,  and  that  of  the  stone 
contained  in  its  cavity ;  the  lUhotrUist,  on  the 
contrary,  seeks  to  be  intimately  acquainted  with 
the  organ  in  the  interior  of  which  he  is  to  ma- 
noeuvre his  instruments,  and  with  the  stone  upon 
which  he  is  to  make  them  act. 

The  lithotritist,  after  having  discovered  a  cal- 
culus, must  be  able  to  appreciate  its  size,  shape, 
density,  composition,  and  position ;  must  know 
the  form  and  dimensions  of  the  urethra,  those  of 
the  interior  of  the  bladder,  the  more  or  less  regu- 
larity of  the  parietes  of  this  organ,  its  extent  from 
the  posterior  to  the  anterior  part,  its  depth  below 
the  neck,  its  width,  and  lastly,  its  degree  of  con- 
tractility. 

These  minutiae  are  to  him  of  the  greatest  im- 
portance, since  they  enable  him  to  act  with  the 
precision  his  mode  of  operating  requires,   and 
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regulate  him  in  choosing  an  instrument  best 
adapted  to  accomplish  the  purpose  he  has  in  view 
with  rapidity ;  he  must  therefore  employ  a  sound 
so  constructed,  as  to  enable  him  to  acquire  a  know- 
ledge of  these  details  with  facility,  and  with  as 
much  exactness  as  possible,  without  fatiguing  the 
patient  or  giving  him  much  pain. 

To  this  intent,  the  recto-curvilinear  sound  was 
constructed,  so  called,  because  one  portion  of  it  is 
completely  straight,  and  the  other  curved,  accord- 
ing to  a  law  which  we  will  hereafter  lay  down ; 
and  the  syringe  with  rings,  or  surgical  syringe,  so 
called  because  it  can  be  handled  with  greater  ease 
and  delicacy  than  ordinary  ones,  and  can  conse- 
quently be  used  with  greater  advantage  in  ope- 
rations requiring  the  use  of  a  syringe. 

These  two  instruments,  besides  being  requisite 
for  performing  a  preliminary  examination  of  the 
bladder,  are  also  employed  for  injecting  water 
into  that  organ,which  must  always  be  done  before 
the  operation  is  commenced,  and  above  all,  for 
placing  tlie  calculi  in  the  most  favourable  position 
for  the  instruments  to  act  upon  them  efficiently 
and  rapidly. 

Being  assured  of  the  importance  of  the  surgical 
syringe  and  recto-curvilinear  sound,  we  will  examine 
them  separately. 
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Construction  and  Mechanism  of  the  Recto^Curvilinear 

Sound. 

It  is  a  silver  sound,  hollow,  and  from  two  lines 
to  two  lines  and-a-half  in  diameter  (pi.  4,  fig.  1). 
The  body  of  itjwhich  extends  from  the  "pavilion** 
to  the  commencement  of  the  curve,  is  perfectly 
straight,  and  seven  or  eight  inches  in  length  ;  the 
curve,  which  commences  at  the  extremity  of  the 
straight  portion,  is  equivalent  to  the  fourth  part 
of  the  circumference  of  a  circle,  described  with  a 
radius  of  an  inch  and-a-half.  There  are  at  the  vesi- 
cal extremity  of  the  sound,  two  small  eyes  placed 
laterally;  at  the  extra-vesical  extremity,  a  cork 
is  fixed,  in  which  there  is  a  hole  to  receive  the 
pipe  of  a  syringe,  so  that  the  bladder  can  be  inject- 
ed with  liquid,  without  fear  of  any  being  spilt ;  by 
opening  or  shutting  a  cock  placed  at  this  part  of 
the  sound,  the  water  may  be  injected  into  the 
bladder,  retained  there,  or  allowed  to  escape. 

Such  is  a  general  idea  of  the  recto-curvilinear 
sound;  when  we  treat  on  the  manoeuvres  of  the 
operation,  we  will,  in  a  chapter  entitled,  **  On 
the  Methodical  Catheterism  which  must  precede  the 
breaking  up  of  Calculi  in  the  Bladder,^^  become 
acquainted  with  the  manner  of  turning  to  advan- 
tage the  properties  we  have  sought  to  develop 
in  the  recto-curvi linear  sound.     (The  2d   and  3d 


S66  ACCESSORY   INSTRUMENTS. 

figures  of  the  4th  plate,  are  end  pieces  of  different 
lengths;  but  smaller  than  the  one  which  generally 
terminates  the  sound;  these  pieces  are  screwed 
on,  in  the  place  of  the  large  one,  when  it  is  found 
necessary  to  diminish  the  curve.) 

On  the  Surgical  Syringe. 

It  is  only  necessary  to  have  used  common  syringes, 
or  to  have  seen  injections  made  with  them,  to  feel 
fully  persuaded  that  some  addition  was  requisite  in 
order  that  they  should  be  handled  with  more  ease 
and  promptness,  and  without  the  help  of  both 
hands ;  when  a  surgeon  has  to  inject,  he  is  mostly 
obliged  to  maintain,  with  one  of  his  hands,  the  pipe 
of  the  syringe,  so  that  both  hands  are  employed  in 
the  manoeuvre,  and  this  impedes  his  movements, 
which  are  rendered  tedious  and  numerous;  we 
must  therefore  seek  to  avoid  such  an  inconveni- 
ence in  every  operation,  but  more  particularly  in 
lithotrity,  in  which  a  movement  less  may  be  con- 
sidered as  a  valuable  acquisition. 

It  was  with  this  object  in  view  that  I  constructed 
the  surgical  syringe  (see  pi.  4,  fig.  4) :  it  is  in 
silver,  and  holds  ten  ounces  of  water ;  a  ring  is 
fixed  to  the  piston,  and  two  others  are  placed  on 
the  moveable  top  which  is  screwed  to  the  cylinder 
of  the  syringe ;  in  this  top  there  is  a  hole  through 
which  the  piston  plays.     The  thumb  is  placed  in 
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the  ring,  placed  at  the  extremity  of  the  piston, 
and  the  first  and  second  fingers  are  introduced 
into  the  other  two  rings  placed  on  each  side  of 
the  top ;  in  this  manner  the  surgeon  manoeuvres 
the  syringe  with  one  hand,  and  has  the  other  at 
perfect  liberty. 
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DRILL-BOW. 


Motive  for  which  it  was  constrmcted. — Its  Con- 
stmctiofi  and  Mechanism. 

A  BOW  is  so  well  known  in  mechanical  arts, 
that  it  may  perhaps  be  a  motive  of  surprise  that  I 
should  give  a  special  definition  of  it;  but  no- 
thing, however,  is  more  clear  than  the  necessity 
of  doing  so. 

When  the  power  of  lithotrity  was  limited  to  the 
employment  of  the  "  perce-pierre "  only,  it  was 
not,  in  fact,  very  important  to  give  an  exact  and 
invariable  shape  to  the  bow,  as  long  as  it  brought 
the  pulley  into  action,  which  rotated  the  drill,  that 
was  thought  sufficient.  But  since  the  construc- 
tion of  the  eaxavating  instruments^  the  manner  of 
manoeuvring  the  bow  has  undergone  a  great 
change,  and  is  no  longer  so  simple;  it  is  not 
sufficient  to  rotate  the  pulley  mechanically,  but 
we  must  vary  the  movements,  which  must  be  some- 
times slow,  sometimes  rapid,  sometimes  firm,  some- 
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times  in  advancing,  sometimes  in  retreating,  and 
lasdy,  sometimes  in  a  spiral  direction.  It  is  in  order 
to  perform  these  manoeuvres  with  the  greatest  ease 
possible^  that  the  drill-bow  represented  (pi.  4, 
fig.  5)  was  constructed. 

This  bow  is  18  or  19  inches  in  length  ;  we  did 
not  think  it  advisable  to  make  it  so  long  as  those 
generally  used  in  lithotrity,  for  the  string  is  then 
too  loose,  and  the  movements  of  the  hand  are  not 
conveyed  so  easily  and  correctly  to  the  pulley. 

There  are  three  things  to  consider  in  the  bow  j 
the  handle,  the  blade,  and  the  string. 

The  handle  is  from  three  inches  and  a  half  to 
four  inches  in  length,  it  is  hollow,  and  consists  of 
two  pieces  which  screw  together.  At  that  part 
where  the  blade  is  fixed  in  the  handle,  there  is  a 
hole  from  which  the  string  proceeds ;  this  hole 
communicates  with  the  interior  of  the  handle  in 
which  is  kept  an  extra  length  of  cord,  in  case 
the  one  attached  to  the  bow  should  break. 

The  blade  is  15  inches  long,  nearly  straight, 
and  of  considerable  strength ;  it  is  fixed  in  the 
handle,  and  at  its  extremity  there  is  a  small  curve, 
which  terminates  in  a  hook. 

The  cord  is  retained  in  the  handle  by  means  of 
a  knot,  and  proceeds  through  the  hole  before- 
mentioned,  which  is  placed  at  about  an  inch  from 
the  part  where  the  blade  enters  into  the  handle ; 
so  that  when  the  bow  is  strung,  there  is  room 
between  the  string  and  the  handle  to  introduce 
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the  finger  and  tighten  the  cord,  which  is  often 
found  useful  during  the  excavation.  Finally,  the 
cord  is  at  one  end  formed  into  a  loop,  the  knot 
of  which  must  correspond  exactly  to  the  height  of 
the  hook. 

The  manoeuvres  of  the  bow  will  be  explained 
when  we  consider  the  instruments  for  supporting  ; 
for  their  action  being  so  intimately  connected,  it 
would  not  be  right  to  make  any  distinction  be- 
tween  what  we  have  to  say  of  them  both. 

We  will  conclude  by  remarking,  that  to  handle 
the  bow  with  precision  and  perfection  requires 
long  study,  for  it  is  on  the  movements  of  the  bow 
that  depend,  in  a  great  measure,  the  more  or  less 
rapid  success  of  the  operation ;  to  bring  the  ex- 
cavators into  action  in  the  interior  of  a  calculus  by 
means  of  the  drill-bow,  is  attended  with  its  difficul- 
ties and  delicacies  as  when,  under  other  circum- 
stances, a  similar  instrument  is  employed  to  charm 
and  delight  our  ears. 
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ON    THE 


HAND.VICE. 


Since  we  did  not  approve  of  the  "chevalet** 
to  support  the  instruments,  it  was  necessary  to 
construct  a  hand-vice,  more  suitably  adapted  than 
the  "  chevalet,"  to  force  the  perforator  forward  as 
fast  as  it  penetrated  into  the  stone.  By  the  means 
we  employ,  the  pressure  on  the  drill,  being  under 
the  immediate  influence  of  the  hand,  is  more  effi- 
cient, and  admits  of  different  degrees  of  force 
according  to  the  nature  of  the  stone,  which  varies 
considerably  in  its  composition  and  density. 

The  hand^ice  (pL  4,  fig.  6)  is  simply  a  metal 
tube  containing  a  strong  spiral  spring;  in  the  in- 
terior of  this  tube  there  is  a  solid  steel  cylinder, 
five  or  six  lines  in  length,  which  is  moveable,  and 
can  be  made  to  depress  the  spring ;  the  extremity 
of  the  cylinder  is  hollowed  out  so  as  to  receive 
the  end  of  the  drill,  and  a  circular  rim,  placed 
inside  the  tube,  prevents  the  cylinder  from  coming 
out.  At  the  other  end  of  the  hand-vice  there  is 
a  portion  forming  a  hexagon,  which  hinders  the 
instrument  from  rolling,  when  placed  down  any 
where. 
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CONICAL  SOUND, 


Frequently  the  urethra,  being  smaller  at  the 
orifice  than  at  any  other  part,  presents  an  obstaiele 
to  the  easy  introduction  of  the  instraments.  This 
is  sometimes  the  case^  although  the. opening  is 
large,  and  arises  from  the  lips  of  the  orifice  of  the 
urethra  not  separating  sufficiently,  or  from  their 
being  soft  and  sinking  down  under  the  extremity 
of  the  instrument  j  this  circumstance  renders  the 
first  introduction  difficult  and  tedious,  which 
might  always  be  avoided  by  previously  preparing 
the  opening  with  a  conical  sound.  It  was  for  this 
purpose  that  the  one  drawn  (pi.  4,  fig.  7)  was 
constructed.  It  is  nothing  more .  than  a  silver 
sound,  five  lines  in  diameter  at  the  widest  part, 
about  eight  inches  in  length,  and  which  increases 
in  diameter  from  the  point,  which  is  a  line  and  a 
half  in  thickness,  to  about  half  the  length  of  the 
sound. 
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TURNSCREW 


BELONGING  TO  THE  "  PINCE  A  FORCEPS." 


Wr£n  a  calculus  is  seized  by  the  ''pince  i 
forceps,"  and  the  four-hooked  extremities  of  the 
branches  have  taken  firm  hold  on  its  circum* 
ference,  it  is  necessary  to  keep  them  in  this  posi^ 
tion,  which  is  effected  by  fastening  the  screws  of 
Mch  little  case  upon  the  bars  or  **  conducteurs/* 

The  little  key  (pi.  4,  fig.  8.)  is  constructed  for 
tills  purpose. 

It  is  a  piece  of  metal  with  a  handle  at  one 
extremity,  and  two  little  points  projecting  from 
tiie  other,  which  fix  into  the  two  holes  made  in  the 
screws  of  the  four  cases.  By  means  of  this  turn-* 
screw  the  branches  may  be  rendered  immoveable 
at  any  degree  of  projection  from  the  tube  of  the 
instrument. 


T 
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SYPHON. 


Wb  enforced  ia  the  fourth  rule  the  necessity  of 
being  able  to  inject  water  into  the  bladder  through 
ihe  instruments  themselves,  whilst  they  were  in 
the  interior  of  the  organ,  and  accordingly  in  each 
instrument  we  found  an  opening  for  that  purpose; 
and  it  is  by  means  of  the  syphon  (pi.  4,  %.  9.)  that 
We  perform  the  injection. 

It  is  formed  of  two  gum-elastic  tubes  placed 
one  inside  the  other,  and  terminating  in  a  silver 
extremity,  covered  over  with  a  cork,  cut  in  such 
a  manner  as  to  enter  with  facility  into  the  hale 
made  in  the  instruments  to  receive  it ;  the  other 
end  of  \h^  syphon  is  fixed  on  the  pipe  of  the  syringe 
in  such  a  manner  that  not  a  drop  of  water  can 
escape. 
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*CHEVALET."    RECTANGULAR   BED, 


FIXED    POINT. 


Position  of  the  Patient  and  Surgeon  during'  the 
Opcralioji  of  Lithotrity  ;  A  fanner  of  firing  the 
Instrument,  and  of  bringing  it  into  Action  upon 
the  Stone  by  means  of  the  Drill-bow. 


I 


As  we  now  know  the  precise  motive  for  which 
'each  of  the  lithotritic  instruments  has  been  con- 
■tructed,  and  now  that  we  completely  unclerstaml 
their  construction,  mechanism,  and  action,  let  us, 
before  we  apply  them  to  calculous  patients,  or 
'rather  before  studying  their  manoeuvres,  consider 
the  position  in  which  we  shall  place  the  patient, 
'hnd  what  means  wc  shall  employ  to  hold  the 
instrument  whilst  it  is  acting  upon  the  stone. 

If  we  have  made  great  alterations  in  the  litho- 
tritic instruments,  according  to  the  diflferent  form 
and  size  of  calculi,  so  these  varieties  have  in- 
duced us  to  make  new  improvements  with  regard 
to  the  position  of  the  patient,  and  with  regard 

T    2 
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to  the  manner  in  which  the  inatrument  should  be 

held. 

We  have  already  observed,  that  when  the  cal- 
culus is  small,  the  action  of'  "  perce-pierre"  is 
sufficient ;  but  that  when  H  is  too  large  to  be 
broken,  after  one  or  two  perforations  made  by 
this  instrument,  we  must  then  have  recourse  to 
some  method  of  excavating  it.  Now,  whether 
the  simj^e  perforation  be  sufficient,  or  whether  we 
are  obliged  to  have  recourse  to  this  mode  of  exca- 
vating^ we  must  have  means  of  support  suitably 
adapted  to  the  means  employed  for  destroying 
the  stone.  When  it  is  small,  we  may  place  the 
patient  on  a  common  bed,  and  use  the  hand  only 
for  breaking  down  the  stone»  or  the  bow  made  to 
act  by  means  of  a  ^'  chevalet ;"  but  when  the 
stone  is  larger,  and  requires  the  use  of  the  exca- 
vating instruments,  we  then  place  our  patient  on  a 
particular  kind  of  bed ;  and  we  also  fix  the  instru- 
ment in  a  manner  better  adapted  for  the  play  of  the 
**  ivideur^^  which  adds  to  the  perforating  action^ 
from  the  fore  to  the  back  part,  a  lateral  action^ 
and  which  requires,  in  order  that  it  may  be  per- 
formed properly,  or  even  at  all,  that  the  instrument 
should  be  fixed  with  much  more  firmness  j  thus 
we  see  that  the  precautions  necessary  to  be  taken 
are  in  direct  ratio  to  the  difficulty  of  the  operation. 

We  shall  begin  by  describing  the  position  in 
which  we  ought  to  place  the  patient  when  we  are 
going  to  perform  a  simple  operation,  for  which 
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we  Consider  it  sufficient  to  emjjloy  the  •'  perce- 
pierre,"  made  to  act  by  means  of  the  **  chevalet,** 
held  by  an  assistant.* 

On  the  Position  in  which  the  Patient  should  Be 
placed  when  we  operate  with  the  **  Perce-pierre** 
sustained  by  a  **  Chevalef'  held  by  an  Assistant. 

When  we  find  that  a  patient  has  only  a  small 
stone,  which  may  be  easily  destroyed  by  the 
"  perce-pierrej"  it  may  be  sufficient  to  place  him 


♦  We  very  seldom  use  the  "cheyalet,"  and  hardly  ever  place 
our  patients  on  a  common  bed ;  our  mode  is  more  rational,  ana 
more  secure;  we  give  the  description  of  the  *<chevalet**  in  thii 
book,  and  explain  the  manner  of  using  it,  because  in  simple 
cases  k  may  be  sometimes  useful,  notwithstanding  its  defectt* 
The  object  of  this  work  is  not  only  to  shew  our  mode  of  pro* 
ccedingy  but  to  explain  the  art  in  general,  and  the  means  it  re* 
quires :  it  is  with  this  view  we  mention  the  **chevalet;**  besides^ 
the  sdence  can  only  become  clear  by  forming  comparisons,  and» 
dMiseqiiently,  w«  must  not  omit  describing  what  lithotrity  was  ht^ 
fan  the  present  time,  with  regard  to  the  means  of  support,  in  oidtf 
to  compare  it  to  what  it  now  is  in  the  same  respect.  If  such  bad 
not  been  our  motive,  we  should  not  have  occupied  ourselves  witl^ 
describing  those  means  which  we  reject  from  our  practice,  even 
in  those  cases,  the  simplicity  of  which  renders  less  necessary  the 
numerous  precautions  required  in  the  operation  of  lithotrity ;  for  we 
coDflider  ourselves  obliged,  in  simple  eases  as  well  as  in  others,  to 
use  every  means  which  can  afford  the  patient  the  most  favourable 
chances  of  success ;  we  shall  perceive  at  the  end  of  this  artic^  how 
much  these  chances  are  increased  by  the  use  of  the  rtctaMguht  ied; 
on  which  we  place  the  patient  during  the  oper^ion.  '    ' 
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on  a  common  bed ;  and,  in  order  to  support  lihe 
instrument,  to  use  a  "  chevalet,"  held  by  an  as-^ 
sistant,  and  similar  to  that  employed  by  some  me* 
chanics.  We  shall  now  explain  this  apparatus,  and 
the  manner  of  making  use  of  it.    ' 

The  patient  should,  if  it  can  be  managed,  be 
placed  on  rather  a  hard  bed,  neither  too  high  nor 
\oo  low,  in  order  that  the  surgeon,  during  the 
manoeuvres,  and  whilst  he  uses  the  bow,  may  not 
be  obliged  to  stoop,  from  the  bed  being  too  low, 
and  that  the  movement  of  the  bow  may  not  be  con- 
strained and  difficult  from  the  bed  being  too  high. 
,  The  patient  ought  to  lie  upon  the  bed  in  such  a 
manner,  that  the  left  leg  may  rest  upon  the  mat- 

f 

tresst  and  the  right  be  supported  by  a  sufficiently 
high  chair  j  by  this  means  the  pelvis  will  be  placed 
upon  the  edge  of  the  bed.  Care  should  be  taken 
to  raise  this  part  with  a  firm  pillow ;  the  trunk 
should  lie  nearly  flat,  and  the  head  and  shoulders 
should  be  a  little  raised.  Such  is  the  position  in 
which  we  must  place  the  patient  upon  a  common 
bed.  If  we  have  a  sofa  without  a  back,  it  is  more 
convenient  to  operate  upon,  for  the  patient  may 
then  lie  down  naturally ;  we  are  then  to  raise  his 
pelvis,  and  desire  him  to  separate  his  thighs,  and 
to  bend  his  legs  slightly ;  being  placed  in  this 
manner,  with  the  body  and  thighs  nearly  on  a  level, 
so  that  there  will  be  sufficient  room  for  the  bow  to 
play  freely,  the  surgeon  may  proceed  to  the  oper- 
ation. 


OR  MOVEABLE   SUPPORT.  27c) 

If  the  patient  is  lying  upon  a  common  bed, 
with  one  foot  on  a  chair,  as  we  mentioned,  the 
most  favourable  position  in  which  the  surgeon  can 
place  himself,  in  order  to  introduce  his  sound,  is 
opposite  his  patient.  If,  on  the  contrary,  he  is 
upon  a  sofa,  so  that  his  two  heels  rest  upon  the 
same  plane  as  his  body,  the  surgeon  must  stand 
on  one  side  to  introduce  the  sound,  which  is  less 
convenient.  If  the  surgeon  has  introduced  his 
instrument  in  front  of  the  patient,  he  must  pass  to 
his  right  when  he  manoeuvres ;  if,  on  the  con- 
trary, he  has  introduced  it  from  the  right  side,  he 
must  remain  where  he  is,  and  must  make  those 
nianoeuvres  in  order  to  seize  and  break  down  the 
stone,  which  we  shall  describe  presently,  when 
speaking  of  the  application  of  the  ''  perce-pierre.** 

As  soon  as  the  surgeon  has  grasped  the  stone 
between  the  three  branches  of  the  *' perce-pierre,'' 
he  ought  to  calculate  by  the  length  of  the  stem 
of  the  perforator^  if  the  stone  is  small  enough  to 
be  crushed  by  the  simple  pressure  of  the  drill,  or 
by  rotating  it  with  the  hand ;  he  ought  to  make 
the  attempt,  but  if  it  does  not  succeed,  this  rota- 
tory motion  of  the  drill  will  also  be  of  service  in 
shewing  whether  it  will  work  freely  when  turned 
with  the  bow.  But  to  use  the  bow,  he  must  add 
to  bis  apparatus  another  instrument,  which  is 
called  the  ^'chevalet/'  and  the  construction  of 
mrbicb  we  shall  explain  before  proceeding  to  the 
manner  of  using  it. 
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„  .        ■  On  the  "  Chevaiet" 

i^l^Ehe  ^chevaiet''  is  an  instnunent destined,  Ist^ 
to  support  the  "  perce-pierre/^  by  the  aid  of  an 
dbsifitiuit; ;  2dly^  that  the  operator  may  give  a 
<|ri]ck>  rotatory  motion  to  the  drill  by  means  of  a 
bow;  and,  3dly,  that  the  drill  may,  as  it  per«» 
fbrates^  bo: pushed  forward  against  the  stone* 
'  JLet  ns  now  see  how  all  these  objects  are  accom* 
plbhed  by  meaoa  of  the  *'  chevaiet,"  the  construe-^ 
tion  of  which  we  iriiaU  £rst:  ecsamine. 


^  .<  >  I 


Consiructian  of  the  **  Chevaiet  J^ 


The  "chevaiet"  is  represented  (plate  5,  figs.  1,. 
2,  and  3.);  it  is  composed  of  two  pieces,  which 
together  fulfil  the  objects  for  which  this  instru- 
ment was  invented.  We  call  the  first  piece  the 
"support"  (fig,  1.),  and  the  second  the  "repous- 
soir"  (fig.  2.)-  They  are  named  from  the  different 
uses  to  which  each  part  is  destined. 

The  *'  support"  (fig.  1.)  consists  of  a  curved 
part  (a.)  and  a  straight  part  (i.)  j  at  the  top  of  the 
curved  portion  there  is  a  square  mortise  (c)  which 
is  to  receive  with  ease  that  part  of  the  instru- 
ment which  we  have  named  the  *'  armure,'*  The 
jjtraight  part  is  the  same  size  throughout;  it  is 
polished,  and  from  eight  to  ten  inches  in  length, 
about  two  lines  aod-a^half  thick,  and  about  four 
or  five  wide. 
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Where  the  straight  and  curved  parts  unite,  there 
is  a  kind  of  oval  (rf.)f*  Which  is  joined  to  the  piece, 
ftUd  alkrws  thd  assistant  to  hold  it  firmly,  whilst 
the  satgeon  is  perforating  the  stone« 

The  *'  repoussoir**  (fig.  2.)  is  more  complicated, 
it  consists  of  an  upper  and  lower  portion ;  at  th^ 
lower  there  is  a  mortise  (a^)  which  is  to  receive 
the  straight  part  of  the  **  support/'  and  in  which 
it  glides  with  perfect  ease,  like  a  slide.  A  screw 
(A.)  below,  fixes  it  upon  the  *'  support*'  when  re- 
quired. The  upper  part  has  a  kind  of  tube  (c.)> 
in  which  there  is  a  spiral  spring.f  In  this  tube 
there  is  a  small  moveable  steel  pin  (d.)  which  is  so 


*  This  oral  it  in  additioD  which  I  liafe  made  to  the  *'  cbevaleU*^ 
t  The  spiral  spriog  appertains  to  M.  Civialt.  and  is  a  very  iisefi^ 
and  necessary  addition  when  the  *'cheyalet*'  is  employed.  If, 
however^  1  made  use  of  this  means  to  support  the  instrument,  I 
should  construct  the  **  chevalet'^  in  such  a  manner  that  the  tul>e 
(e*  %•  2.)  which  contains  the  spring,  should  be  made  to  advance 
by  means  of  a  screw,  independently  of  the  **  repoosaoir^"  like  tbt 
**  cbeva|et*'  employed  by  worlcmen  ;  this  instrument,  in  its  preaent 
state,  of  perfection,  is  due  to  M.  Leroy,  who  acknowledges  havine 
borrowed  the  idea  from  M.  Ducamp ;  but  the  primitive  idea 
belotigs  to  Dr.  Gruithuisen,  who  recommended  to  rotatie  the  drill 
in.  the  same  manner  as  a  watchmaker;  and  expressed  himself  in 
the  l^llowitig  naoner :  '*  When  the  alone  is  seised  by  the  mt tallif 
Soop,  and  drawn  towards  the  external  tube,  it  is  brought  into  <;oii» 
tact  with  the  drill,  which  is  to  be  rotated  by  means  of  the  bow  in 
the  same  manner  as  watchmakers  do  to  perforate  metaL^* 

(A^iratisbtion  of  the  memoir  ofDr.Orinthuisen,  will  be  found  in 
my  letter  to  the  Academy  of  Sciences,  page  80.) 
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placed,  that  when  we  .press  upon  it,  it  makes  the 
spiral  spring  yield,  and  when  the  pressure  is  re* 
inoved,  this  spring  forces  the  pin  out ;  it  is  thus 
so  adapted,  that  it  pushes  forwards  the  stem  of  the 
pcHbiator,  according  as  the  drill. head  at  the  end 
of  it  advances  in  the  stonev  A  screw  (e*)  placed 
above  the  *^  repoussoir/'  fixes  the  little  steel  pin, 
iilrhen  required;  this  pin  has,  at  its  outer  ex- 
tremity (^)i  a  small  hallow  to  receive  the  end  of 
the  stem  o£  the  perforator  ;  there  is  a  notch  (g*)2Lt 
the  upper  part  of  the  little  pin,  in  order  that  when 
unscrewed,  this  pin  may  not  escape  from  the  tube^ 
although  it  is  at  tlie  same  time  free,  and  plays  with 
perfect  ease,  obeying  the  impulse  of  the  spiral  spring. 
'  These  are  the  two  parts  which  compose  the 
V  cbevalet ;''  let  us  now  examine  the  manner  in 
which  it  is  to  be  used. 

On  the  Manotuvring  of  tlie  ChevaktJ^ 
We  left  the  operator  after  he  had  seized  the 

♦  Although  the  description  of  the  manoeuvres  of  the  **  chevalet** 
ought  to  be  placed  in  that  division  which  treats  on  the  operation, 
and  which  will  constitute  the  second  pert  of  this  work,  I  have, 
however,  thought  it  preferable  to  give  the  manoeuvres  of  the  instru- 
ments which  serve  to  support  the  lithotritic  apparatuses,  at  the  same 
time  that  I  give  the  definition  of  their  action,  and  mechanical  con- 
struction. The  details  on  the  manoeuvring  of  the  **  cbevalet,**  the 
b<m^  and  the  **  point  fixe,"  will  also  enable  my  readers  to  form 
some  idea  on  the  course  I  shall  follow  vbl  describing  the  manoeuvres 
of  the  instruments  in  the  second  part. 
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slohe,  and  found  it  necessary  to  use  the  **  cbevi^ 
let/*  in  order  to  perforate  it.  <  i 

The  assistant  is  to  have  the  ^  support"  and 
''  repouBsoir^'  ^eparate,*^  he  must  push  back  tim 
little  steel  pin  upon  the  spiral  spring,  and  then  Su^ 
it  thene  by  means  of  the  screw. 

The  stone  being  taken  and  fixed  in  the  **  pero6# 
pierre,^  the  surgeon  is  to  hold  this  instrument  with 
the  left  hand,  whilst  he  takes  the  '^  support''  in  his 
right,  and  places  the  ''amure'^  in  the  mortise; 
holding  the  instrument  and  *^  support''  in  their 
place  with  the  left  hand,  he  must  then  take  the 
"  repoussoir"  in  the  right,  and  join  it  to  the  **  sup^ 
port;*'  he  is  then  to  fit  the  extremity  of  the  /w> 
/orator  into  the  little  hollow  at  the  end  of  the  pin, 
to  tighten  the  screw,  (A.  fig.  2.)  which  keeps  the 
'*  repoussoir"  and  the  **  support*'  fixed,  and  t© 
unscrew  that  which  holds  back  the  pin,  in  order 
that  this  pin,  yielding  to  the  impulse  of  the  spiral 
spring,  may  push  forwards  the  perforator  as  the 
drill  acts  upon  the  stone  ;  all  this  being  adjusted, 
the  ''support"  and  the  *' repoussoir"  represent 
(fig.  3). 

This  done,  the  surgeon  once  more  examines  if 

«— — — —^l—^— »— — —      I  II  111  Willi  II  — ^—^^  I       I    ■     ^— ^w— ^— »» 

^  He  may  also  present  them  to  the  surgeon  united  together.—* Ttie 
**  repoossoir**  most  then  be  placed  on  the  extremity  of  the  straight 
portion  of  the  "  support."  In  my  estimation  it  i*  better  to  keep 
the  two  pieces  separate,  which  plan  is  less  likely  to  embarias^a 
young  or  inexperienced  operator. 


■r-  ; 
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the  perf&rator  tui-tiA  teftdily^  and' theii  giving  thtf 
instrument  thus  placed,  into  the  hands  of'  ad 
assistant,  he  tikes  the  haindleof  the  bow  in  his 
tight  hand,  and  holds  it  bdtweeti  the  palm  and  tfie 
little  and  ring  fingeriS;  laying  hold  of  the  cdrd 
between  the  thumb  and  fore-ftnger  of  the  same 
hand;  he  applied  it  iipon  the  pulley  of  the  instru- 
ment, and  places  it,  with  his  left  hand,  in  such'tf 
manner  that  the  middle!  fingef  of  the  right  hdnd 
may  catbh  it,  and  carry  it  under  the  pulley  so  as 
t6  'duffotind  it;  he  then  takes  away  frotii  the 
|jilley  the  right  hand,  which;  however,  htiH  keeps 
hold' of  the  two  eh ds  of  the  string  to  prevent  it 
iroto  leaving  the  groove  of  the  pulley,  and  takesr 
the  lower  one  in  the  left  hand,  which,  without 
fitting  the  cord,  is  to  lay  hold  of  the  bow  aboiit 
threeinches  from  the  hook ;  holding  thus  with  the 
left  hand,  the  end  of  the  bow  and  the  cord,  which 
he  takes  cares  to  keep  extended,  that  it  may  not 
slip  from  the  pulley,  he  lets  go  the  handle  held  in 
the  right  hand,  and  with  it  takes  the  end  of  the 
bow,  and  bends  it,  whilst  with  the  finger  and 
thumb  of  the  left  hand,  he  carries  the  knot  ovei* 
the  hook. 

When  the  surgeon  has  thus  hooked  the  loop,  he 
is  to  hold  the  bow  in  its  proper  position  with  his 
left  hand,  whilst  he  takes  the  handle  in  his  right ; 
he  must  then,  with  the  left,  take  hold  of  the 
instrument  and  "  chevalet,^'  where  they  are  held 
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together  by  means  of  the  mortise  of  the  ^Vsup^ 
port*." 

The  assistant  supports  the  whole  apparatus, 
which  the  surgeon  abo  holda  with  his  left  handi 
whilst  with  his  right  be  takes  the  handle  of  thei 
bow,  and  Gvery  thing  is  thus  arranged,  for. the 
stone  to  be  perforated  as  soon  as  the  drill  10 
rotated.  > 

.  The  surgeon  is  to  commence  the  perforation  of 
the  stone,  by  moving  his  bow  at  first  slowly,  in 
order  that  the  drill  may  make  an  impression  upon 
the  surface  of  the  stone ;  this  being  made,  he  maji 
work  it  more  rapidly,  always  taking  care  not  td 
je|*k  it,  as  this  would  be  painful  to  the  patient ) 
he  i^  only  to  move  the  arm  which  holds  the  bowji 
all  the  rest  of  the  body  is  to  be  motionless,  and  th^ 

* 

whole  length  of  the  bow  is  to  be  drawn  across  thpi 
pulley.  * 

As  soon  as  the  perforator  has  penetrated  ini^ 
the ;9tone«  as  far  as  the  construction  of  the  instru* 
YXient  w^l  allow,  the  surgeon  is  to  withdraw  hia 
l^p)if,  and.  the  different  pieces  of  the  ^'  chevaletyVj 
in  the  same  order  as  in  uniting  them.  ;:t 

To  remove  the  bow,  the  assistant  is  still  to  hold 
the  instrumenti  and  the  surgeon  takes  the  end!  of 
the  bow  in  his  lefl  hand,  leaves  the  handle  which 
he  held  in  his  right,  and  with  this  hand  takes  hold 
of  the  shaft  of  the  bow  and  bends  it,  whilst  ha 
cur^uUj'  unhooks  the  cord  with  the  other ;  he  thett 
undoes  the  screw  which  fixes  the  **  repoussoir** 
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on  the  '^^  support/'  aind  first  removes  the  former  of 
liie  two,  and  afterwards  the  ^*  support"  itself. 

During  the  whole  time  fae  is  to  take  great  care 
to  keep  the  bow  in  a  right  angle  with  the  axis  of 
the  pulley,  for  if  he  turns  it  oh  one  or  the  other 
side  before  the  cord  is  unhooked,  it  will  slip  ftom 
the  groove  of  the  pulley,  and  give  a  shock,  which 
may  prove  painful  to  the  patient*  This  precept 
tnust  be  attended  to,  not  only  when  the  surgeon 
relaxes;,  but  also  when  he  extends  the  bow^ 

The  ^*  che valet''  b^ng  removed,  be  is  next  to 
endeavour  to  grasp  the  fragments  oif  the  stone,  if 
it  has  been  broken  by  this  perforation,  or  if  it  has 
iiot,  he  must  seize  the  stone  again.  If  there  are 
only  fragments,  they  may  be  crushed  by  the  pres- 
sure of  the  perforator^  but  if  the  stone  remain 
entire,  although  perforated,  he  must  again  use  the 
*'  chevalet,"  and  go  through  the  same  series  of 
movements. 

During  these  manoeuvres,  the  assistant  is  to 
remain  opposite  the  patient,  which  he  may  easily 
do,  whether  he  be  lying  upon  a  common  bed,  or  a 
sofa  without  back  or  sides.  In  this  latter  case, 
the  person  to  be  operated  on  should  be  placed 
sufficiently  near  the  end  of  the  sofa,  for  the 
assistant  to  hold  the  "  chevalet'*  without  incon- 
venience.  He  must  take  care  to  hold  the  forceps 
charged  with  the  stone  in  the  centre  of  the  water 
contained  in  the  bladder,  and  to  avoid  carrying 
the  instrument  towards   the  fundus,    and  more 


OR  MOVEABLE  SUPPORT*  287 

especially  towards  the  neck,  for  when  th^  branches 
of  the  instrument  are  thus  in  contact  with  tWa 
part  of  the  bladder^  the  patient  feela  a  disi^^ee* 
able  vibration ;  he  must  also  be  careful  to  bold 
the  '' repoussoir"  in  readiness  for  the  surgeon, 
and  each  time  the  surgeon  returns  this  piece, 
he  is  to  push  back  the  steel  pin  upon  the  spiral 
springs  and  to  turn  the  screw  which  keeps  it  back, 
so  that  when  the  surgeon  has  adjusted  the  end  of 
the  stem  o£  the  perforator  in  the  hollow  of  the  pin, 
he  may  only  have  to  loosen  this  screw  which 
retains  the  pin,  in  order  that  the  drill  may  be 
pushed  forwards  against  the  stone.* 
'  This  is  the  mode  of  rendering  all  the  steps  of 
the  operation  as  short  as  possible,  when  we  have 
only  the  ••  chevalet"  and  the  "  perce-pierre*'  to  per- 
form it  with,  which  latter  instrument,  although  it 
appears  simple,  is  rather  complicated. "f    Let  m 


*  The  details  which  I  have  given  here  may  perhaps  appear  tOQ 
minule ;  but  if  a  surgeon,  unaccustomed  to  use  a  driil-bow,  wishes 
to  place  it  on  a  pulley,  he  will  feel  convinced  that  it  is  not  so  easy 
as  he  might  imagine,  unless  he  proceeds  by  order.  In  lithotiity, 
fba  chief  aim  is  to  abridge,  as  much  as  possible,  the  movi- 
meats  md  duration  of  the  operation  ;  and  it  is  this  which  rendic^jt 
so  necessary  to  proceed  methodically.  The  precepts  which  the 
manoeuvring  of  the  drill-bow  required,  will  render  still  more  evi- 
dent how  much  more  important  and  numerous  will  be  those  reiatiiig 
to  th^  niibdoeuvres  of  the  instruments. 

t  Let  it  be  understood  that  the  ritnplidty  of  an  Insfrthnent  itouit 
M  cMiniM  aocofrdm^  id  its  mand^vrei,  and  mot  adc<Ml«ig  to  (the 
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now  proceed  to  a  system  of  support  more  suitably 
adapted. 

As  we  considered  that  the  **perce-pierre"  was 
insufficient  in  those  cases  where  the  diameter  of  the 
stone  much  exceeded  thediameter  of  the/ief/ordr<{ir^ 
so  also  we  considered  that  the  position  of  the  pa-* 
tient  on  a  common  bed,  and  the  instrument  worked 
by  means  of  a  bow>  and  held  in  its  place  by  an 
assistant,  was  equally  insufficient.  We  decided 
that,  with  the  use  of  these  means  only,  the  science 
could  not  attain  a  high  degree  of  perfection ;.  for 
we  have  perceived  that,  although  in  simple  and 
easy  cases  the  surgeon  could  operate  successfully^ 
notwithstanding  the  disadvantageous  and  incon- 
venient position  of  the  patient — notwithstanding 
the  necessity  of  he  himself  being  obliged  to  stoop^ 
which  makes  his  manoeuvres  fatiguing  and  diffi- 
cult— and  notwithstanding  the  instrument  for 
destro3dDg  the  stone  being  unsteady,  which  may, 
in  some  cases,  injure  the  organ ;  yet,  in  difficult 
cases,  he  must  have  recourse  to  means  more  certain 
and  more  satisfactory.  It  is  this  that  has  induced 
us  to  construct  the  apparatus,  which  we  have 
named  the  rectangular  bed,  and  which  we  will  now 
examine. 


imtnnnent  itself,  which  may  be  very  complicated  ia  its  construe- 
tioD,  and  yet  easy  to  manoeuvre ;  or,  at  is  proved  by  the  "  peroe-» 
gitrre,*'  very,  simple  in  its  construction,  and  complicated  in  its 
mancsuvres.. 
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RECTANGULAR  BED. 


«• 


I  ifAVB  named  thh  construction  rectangular  Mt 
becittse  the  prindpal  pieces  which  compose  it 
fbfm»  when  the  bed  is  viewed  on  one  side,  a  rights 
aag^  triangle.  In  fact,  this  bed  cannot  be  cotiM 
stmctsd,  and  exactly  fulfil  all  the  objects  neced*^ 
aary  for  the  perfect  performance  of  the  operatiOQ 
of  lidiotrity,  if  the  pieces  which  compose  it  ara 
not  disposed  in  the  form  and  proportion  of  a  rights 
anfi^  triangle,  as  represented  (pi.  fi,  fig.  4). 

The  rectangular  bed  is  an  apparatus  on  wbidi 
the  patient  is  to  be  operated  upon  with  all  the 
diaaces  of  success  which  can  be  added — first,  by  a 
position  comfortable  to  himself;  secondly,  by  a  pob< 
sition  convenient  for  the  surgeon  ;  thirdly,  by 
bei^g  able  slowly  and  regularly  to  raise  the  pelvi^s 
n^en  necessary ;  fourthly  and  lastly,  by  the  instni* 
rnent  beiiig  firmly  hdd  during  the  operation,  add 
by  the  rapidity  with  which  the  instrument,  wheft 
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charged  with  the  stone,  may  be  made  to  act,  with- 
out the  aid  of  an  assistant.  Such  is  the  object  we 
wished  to  accomplish  in  imagining  the  rectangular 
bed.  Let  us  first  examine  its  construction  with 
r^ard  to  the  position  of  the  patient 

The  Construction  of  the  Rectangular  Bed. 

Three  pieces  of  wood  joined  together  (a.  b.  c. 
fig.  4)  form  the  sides  of  this  bed,  under  the  figure 
of  two  right-angle  triangles ;  these  two  triangles 
are  connected  together  in  front,  and  at  the 
right  angle  of  the  triangle,  by  a  very  thick 
transverse  piece  of  wood  (d.  dJ)  ;  the  two  middle 
sides  (a.  a.)  of  each  of  the  triangles  are  joined 
together  by  transverse  pieces,  which  form  the 
bottom  of  the  bed,  and  which  cannot  be  seen  in 
the  figure.  We  observe  in  front  another  transverse 
piece  of  wood  (e),  which  supports  the  two  short 
sides  (c.  c.)  of  the  triangle ;  the  two  sides  (b.  b.) 
are  held  together  in  a  similar  manner  by  another 
transverse  piece  (o).  Towards  the  angle  formed 
by  the  long  and  middle  sides  of  the  triangle,  are 
two  holes  (h) — only  one  of  which  is  seen  in  the 
figure ;  these  holes  receive  the  two  extremities  of 
a  transverse  piece  (i),  forming  the  upper  part 
of  a  square  (k.  k.  k.),  which  sert^es  to  support  the 
bed  when  we  wish  it  to  rest  upon  the  angle  formed 
by  the  shortest  side  (c)  and  the  longest  (b)  of  the 
triangle — as  in  the  position  represented  in  the 
figure.    If,  on  the  contrary,  we  wish  it  should  rest 
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flat  upOD  the  long  side  (b)»  or^  as  it  is  roathemm- 
tically  expressed,  on  the  hypothenuse  of  the 
triangle,  this  square  part,  being  moveable,  and 
being  able  to  be  turned  under  the  bed,  allows  it 
to  be  lowered.  This  turning  up  of  the  square 
part  is  rendered  easy  by  unhooking  the  bar  (m), 
which  is  also  moveable,  and  connected,  by  means 
of  a  hinge,  to  the  middle  of  the  transverse  piece 
(g).  It  is  evident  that,  when  we  unhook  this 
bar  at  the  point  (o)  from  the  lower  transverse 
piece  of  the  square  frame  (k.  k.  k.),  these  two 
pieces,  being  both  moveable,  fold  one  upon  the 
other,  and  allow  the  bed  to  rest  upon  the  long 
side  (b)  of  the  triangle — as  the  dotted  lines  of  the 
4th  figure  represent.  Let  us  not  forget  this 
arrangement;  for  we  shall  return  to  it  when 
considering  the  manoeuvres  of  the  rectangular 
bed. 

On  the  bed  is  a  small  mattress  (p.  q.),  the  fore- 
part of  which  lies  flat,  and  the  posterior  part  is 
raised  by  a  kind  of  wooden  desk  (r),  which  may 
be  brought  forwards,  or  pushed  back,  as  required, 
and  thus  adapts  the  inclination  of  the  mattress  to 
the  height  of  the  patient  to  be  operated  upon. — 
The  inclination  of  this  desk  ought  to  be  exactly  parole 
Id  to  the  hypothenuse  of  the  triangle. 

At  the  front  of  the  bed,  and  below  the  trans- 
verse piece  (d.  d.)  which  unites  the  two  right 
angles  of  the  triangle,  we  remark  two  moveable 
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pieces  of  wood  (s.  s.)>  which  may  be  lengthened, 
or  shortened,  as  required,  and  have  at  their  ends 
two  sandals  (u.  u.) ;  each  of  these  two  pieces  plays 
easily  in  a  mortise  at  the  points  (v.  v.),  and  may 
be  fixed  by  means  of  the  pressure  of  a  screw  (t)— 
of  which  one  only  can  be  seen  in  the  figure.  At 
the  anterior  extremity  of  the  piece  which  forms 
the  middle  side  of  the  triangle,  we  remark  a  metal 
button  (x),  to  which  is  attached,  by  means  of  a 
button-hole,  a  leathern  belt  with  a  buckle. 

At  the  angle  formed  by  the  long  and  middle 
sides  of  the  triangle,  there  are  two  handles  (z.  z., 
only  one  of  which  is  seen  in  the  figure) ;  these  are 
for  the  convenience  of  letting  the  bed  down,  so 
that  it  may  rest  upon  the  long  side  of  the  triangle ; 
and  for  raising  it  up  again,  so  that  it  may  rest  upon 
the  angle  formed  by  the  long  and  short  sides. 
Such  is  the  arrangement  and  construction  of  our 
rectangular  bed.  Let  us  now  place  our  patient 
upon  it. 

On  the  Position  of  the  Patient  on  the 

Rectangular  Bed. 

After  having  thrown  a  cloth  (n)  over  the  fore 
part  of  the  mattress,  and  placed  a  pillow  (w)  at  the 
posterior  part,  we  place  the  patient  so  that  his 
buttocks  may  be  situated  at  the  anterior  edge  of 
the  bed,  the  head  and  shoulders  supported  by  the 
inclined  plane  formed  by  the  kind  of  desk  we 
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mentioned,  and  his  feet  resting  in  the  san- 
dals.* 

The  patient  being  thus  placed,  lies  in  the  posi- 
tion most  favourable  for  the  operation  to  be  per- 
formed v^ith  perfection,  instead  of  being  placed  in 
a  constrained  and  uneasy  position  on  a  common 
bed,  supported  with  pillows  and  cushions. — Thus^ 
as  far  as  regards  the  advantages  and  utility  which 
result  from  the  position  of  the  patient  on  our  bed, 
they  must,  I  think,  be  easily  perceived. f 

Let  us  now  pass  to  the  description  of  the  piece 
destined  to  fix  the  instrument,  and  to  which 
we  have  given  the  name  of  the^ed  support^  to 
distinguish  it  from  the  moveable  support  with  which 
we  are  already  acquainted,  under  the  name  of 
"  chevalet." 


*  I  intend  to  make  an  alteration  in  the  position  of  the  sandtls, 
which  is  to  raise  them,  so  as  to  form  an  inclined  plane  for 
the  feet  By  so  doing,  the  patient  will  find  a  much  more  com* 
fortahle  and  convenient  support  than  he  does  when  the  sandals  are 
horizontal. 

t  The  advantages  of  this  hed  have  been  contested  and  denied  by 
M.  Civiale : — and  for  what  reason  ?  Probably  to  depreciate  iqy 
labours ;  for  no  part  of  this  bed  can  be  denominated  useless  or 
injurious.  This  surgeon,  when  he  operates,  employs  all  the  means 
he  can  devise  or  happens  to  meet  with,  in  order  to  place  his  patientH 
coDvemently ;  and  I  construct  the  reetangular  bed  for  the  sole  pwr^ 
pose  of  always  placing  them  conveniently  wherever  I  may  pperate^ 
and  80  as  never  to  want  the  means  of  doing  so ;— and  yet  what  I 
have  done  is  condemned ! 
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On  the  "  Suppart'Jixe:' 

This  support  is  destined,  first,  to  maintain  firmly 
the  instrument  charged  with  the  stone,  so  that  it 
may  not  vibrate,  but  necessarily  remain  in  the 
centre  of  the  fluid,  which  the  bladder  contains ; 
secondly,  that,  by  the  instrument  being  thus 
fixed,  the  apparatus  for  excavating  the  stone 
may  be  used;  and,  thirdly,  that  the  surgeon 
may  not  require  the  help  of  an  assistant. 

Constructum  of  the  "  Support^Jixe.'' 

(PL  5,  figs.  6  and  6.)  Nothing  is  more  simple 
than  the  construction  of  the  fixed  support ;  it  is  a 
long,  flat  piece  of  steel,  which  is  curved»  and  allows 
of  being  moved  freely  in  a  mortise  (2)  situated  in 
tlie  cross  piece  of  wood  (D.D.)at  the  fore  part  of 
the  b^d ;  this  flat  and  curved  piece  of  steel  (3  3  3, 
which,  in  the  4th  figure,  is  placed  in  the  mortise 
(2)  of  the  rectangular  bed)  can  be  rendered 
immoveable  at  will,  by  the  pressure  of  a  screw, 
the  handle  of  which  (4)  is  placed  at  the  right 
extremity  of  tlie  transverse  piece  (d.  d.).  When 
the  screw  is  unfastened,  the  support  is  free,  and 
can  play  easily. 

At  the  extremity  of  the  support  there  is  a  kind 
of  mortise  (5)  cut  square  and  with  acute  angles, 
destined  to  receive  that  part  of  the  instruments 
named  ihjd  **  armure."  A  strong  screw  placed 
at  the  right  side  of  this  mortise  is  adapted  to 
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press  upon  the  '*armure''  of  the  instrument, 
which  can  in  this  manner  instantly  be  rendered 
fixed.  (The  figures  5  and  6  represent  the  support 
on  a  larger  scale ;  figure  6  represents  it  without 
the  instrument,  and  figure  5  represents  it  with  the 
instrument  fixed  in  the  mortise,  by  the  pressure 
of  the  screw.  The  relative  position  of  the  bed, 
the  supportf  and  the  instrument  during  the  ope- 
ration, is  marked  out  (fig.  4)  in  dotted  lines.) 

On  the  Matueuvring  of  the  Rectangular  Bed.     . 

There  is  but  one  single  manoeuvre  of  the  rec- 
tangular bed;  it  is  that  of  changing  the  position  of 
the  bed  in  order  to  give  the  pelvis  of  the  patient 
an  elevation  of  from  forty  to  forty-five  degreeSi 
which  we  are  already  aware  is  often  useful,  either 
in  searching  for  the  last  fragments,  or  in  grasping 
large  round,  or  fiat  stones. 

When  we  wish  to  elevate  the  pelvis  in  this 
manner,  it  is  to  be  done,  by  making  the  bed 
rest  upon  the  hypothenuse  of  the  triangle,  instead 
of  upon  the  angle  formed  between  the  longest 
and  the  shortest  sides.  The  bed  being  thus 
moved,  the  pelvis  forms  with  the  horizon  the 
angle  necessary  to  alter  the  lowest  point  of  the 
bladder. 

Before  lowering  the  bed,  we  must  take  care 
to  support  the  patient  by  means  of  a  belt  similair 
to  that  represented  (fig.  7) ;  this  belt  passes  be- 
hind the  neck  of  the  patient,  and  in  front  of  his 
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shpvUeni  and  is  Attached  to  the  buckles  pladtd 
atfffiaoli^ide  of:tlie.'l>ed«tand  one  of  which  can  be 
SQfinat  the^8pot{ji)j.  this  kind  of.  girdle  is  only 
intended  tO' .prevent  the  patient  from  slipping 
b|kickbiiVhil8t  the  bed  is. being  lowered^  and  is  not 
in  i  any<  wfty  meant  t o .  keep .  him  -  In  a  fixed  position 
dlMfi^g  the  operation,  fori  lithotrity  never  requires 
thftt  dbe>  patient  should  be  bound  or  even  held  by 
aoi^assistiAti    m  .  :. 

4Piiprder  to  lower, the  bed,  an  assistant  takes 
hqUi.c^  the. twa  handles  (only  one  (z)  is  shewn  in 
the.  :SgureX  <  and  unhooking,  with  his  foot,  the 
bu^ (if),. 'from  the.  lower  transverse  beam  of  the 
square  yframe  (k^k.  k.)»  he  pushes  this  frame  under 
the  bed,  and  which  folding  by  means  of  the  mobi^ 
lily. oC  its  two  pivots  (of  which  one  (h)  is  seen),  to 
be  lowered  posteriorly,  and  to  rest  upon  the  long 
side  of  the  triangle. 

When  we  wish  to  replace  the  bed  in  the  hori*» 
zontal  position,  the  assistant  lifts  it  up  by  the 
two  handles,  and  the  square  frame  (k.  k.  k,)  which 
supports  it  in  this  position,  being  thus  raised, 
returns  to  its  place,  as  well  as  the  bar  (m),  by 
their  ^own  weight. 

When  the  bed  rests  upon  the  hypothenuse  of 
the  triangle,  the  assistant  can,  by  raising  it  some 
inches  from  the  ground,  and  letting  it  fall  again, 
give  slight  shocks  to  the  bladder,  which  we 
mentioned. as  being  extremely  useful  in  collecting 
the  fragments  to  the  lowest  part  of  the  organ. 
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Whilst  the  assistant  is  thus  lowering  the  bed, 
the  surgeon  must  follow  the  rooveroent,  and  sup- 
port the  instrument.  This  lowering  and  raising  of 
the  bed  must  be  done  very  slowly,  and  gradually. 

When  the  patient  is  thus  placed  on  the  inclined 
bed,  he  remains  absolutely  in  the  same  position 
as  when  situated  horizontally,  only  the  weight  of 
his  body,  instead  of  being  entirely  supported  by 
the  mattress,  is  partly  sustained  by  the  belt  which 
we  took  care  to  put  on  to  prevent  his  slipping 
backwards;  although  the  pelvis  is  considerably 
raised,  the  trunk  is  still  in  a  horizontal  position^ 
since  the  surface  of  the  desk. on  which  he  rests 
is  exactly  parallel  to  the  long  side  of  the  triangle, 
which  is  itself  parallel  to  the  horizon. 

We  may  however  increase  the  ease  of  this  posi- 
tion for  the  patient,  by  raising  his  head  by  means 
of  a  rather  firm  pillow,  which  is  to  be  placed  only 
under  the  head  and  not  under  the  shoulders. 

The  Manoeuvres  of  the  fixed  Support. 

The  support^  or  fixed  pointy  being  destined,  first, 
to  hold  in  the  middle  of  the  water  injected  into 
the  bladder,  that  part  of  the  instrument  charged 
with  the  stone,  in  order  that  it  may  not  be  in  con- 
tact  with  the  parietes  of  the  organ ;  and,  secondly, 
to  hold  the  instrument  immoveably  fixed,  whilst 
the  breaking  down  of  the  stone  is  proceeding; 
its  manoeuvres  must  be  such  that  both  these 
objects  may  be  obtained. 


29&  ON  THi;  RISCTANGULAR  BEP, 

jToaisfive.;^  thu^nd  with  facility,  care  should 
be  taken  to  place  the.  patient, ,  bo  that  the  nfhe 
of  the  perineum  may  be  in  a.  direct  line  with  the 
mtppari^  and  that  the  anusr  may  be  about  four 
inches  irom  the  front  edge  of  the  mattress. 

I  Ab  soon  as  the  stone  is  secured  in  one  of  the  in- 
sttfnoMnts^^  either  in  the  simple  ^'  perce*pierre,!*  the 
^  6videur  4  virgule,''  or  the  '^  6videur  k  forceps,*' 
the  surgeon  ought  to  satisfy  himself  that  the  inr 
strument  can  be  moved  freely  in  the  bladder :  this 
being  ascertained,  he  is  to  carry  his  instrument 
backwards  and  forwards  from  the  neck  to  the 
posterior  part  of  the  oi*gan,  r  holding  it  as  horiason^ 
tal  as  possible,  until  he  feels  it  stopped  by  one  and 
the  other  of .  these  parts ;  judging  from  the  play 
of  the  instrument,  what  space  there  is  between 
these  two  portions  of  the  bladder,  he  is  to  cal- 
culate the  middle  of  this  space,  and  there  place 
the  part  of  the  forceps  which  contains  the  stone, 
and  hold  it  in  this  situation  by  means  of  thejixed 
point. 

When  he  fits  \hidjixed point  to  the  instrument,  he 
must  hold  the  latter  in  his  right  hand,  in  nearly 
the  same  position  as  it  would  have  if  left  to  itself, 
and  at  the  same  time  take  the  support  in  his 
left  hand,  and  bring  its  mortise  under  the  ^^  oT" 
mure'  of  the  instrument ;  taking  then  the  Jixtd 
point  between  the  little  and  ring  fingers  of  the 
left  hand,  he  keeps  the  instrument  in  the  mortise 
witli  the  fore  finger  of  the  same  hand ;  and  whilst 


AND    IMMOVEABLE    SUPPORT.  299 

he  thus  retains  the  whole  in  its  pr6per  positibn, 
he  with  the  right  hand  lays  hold  of  the  handle  of 
the  screw,  which  is  to  fix  the  sapp&rtf  and  fastens 
it  by  a  half  turn.  (See  figure  4,  which  shews,  in 
dotted  lines,  the  alteration  in  the  position  of  the 
screw  handle  (4),  when  it  fixes  the  support.)  The 
support  being  held  immoveable,  one  turn  of  the 
screw,  placed  at  the  side  of  the  mortise,  presses 
upon  the  **  armure''  of  the  instrument,  and  main- 
tains it  in  its  place. 

When  the  instrument  introduced  into  the  blad- 
der is  held  by  the JLred pointy  it  makes  an  angle  of 
from  ten  to  twelve  degrees  above  the  horizon; 
if  the  angle  were  smaller,  that  is  to  say,  if  the 
instrument  were  more  horizontal,  it  would  eoidh 
press  the  urethra  upon  the  triangular  ligament, 
and  would  draw  too  much  upon  the  suspenscury 
ligament ;  if  the  angle  were  greater,  the  part  of 
the  instrument  holding  the  stone  would  be  too 
near  the  fundus,  a  circumstance  particularly  to  be 
avoided. 

Each  patient,  however,  presents  some  peculiari- 
ties, which  alter  the  position  of  the  instrument  as 
r^ards  its  direction,  in  the  same  manner  as  cer- 
tain  circumstances  in  the  operation,  as  regards 
the  play  and  mechanism  of  tlie  instruments,  may 
induce  us  to  change  the  part  of  the  organ,  in 
which  we  are  to  place  the  forceps  charged  with 
the  stone.  We  shall  learn,  when  describing  the 
manoeuvres  of  the  instruments,  wbAt  ar^  the  ^ir- 


dir^M^nces  which  may '  make  u^  place  this  part 
bf  th^  forceps 'sometimes  near  the  neck,  and  at 
^ their  tiitt^s  nearer  to  the  fundtis  of  the  organ ;  it 
ifi^^^hbw^ver,  most  commonly  necessary  to  place  it 
tb"  thfe  centre. ' 

^ 'IVlien  the  instrument  is  held  according  to  these 
hdes,  the  operation  is  mostly  performed  without 
the  patient  feeling  the  least  pain;  and  the  bow 
id 'employed  when  the**  point  fixe"  is  used,  in  the 
tHoAt  manner  as  it  is  with  the  **  chevalet."  In  fact, 
the  external  tube  protects  the  canal  from  the 
patts  of  the  instruments  which  move  within ;  and 
thilt  part  which  destro3rs  the  stone  being  main- 
tiiiAed  in  the  middle  of  the  water  injected  into  the 
bhldder,  the  parietes  of  the  organ  cannot  be 
fdHched. 

The  patient,  more  particularly  during  the>time 
of  the'  operation  in  which  the  stone  is  being  de- 
stroyed, is  so  completely  free  from  any  painful  sen- 
sations when  l3ang  on  the  rectangular  bedy  that  he 
remains  perfectly  tranquil,  and  allows  the  surgeon 
the  tin^e  necessary  to  actefiectually  upon  the  stone. 

This  is  all  that  regards  the  manoeuvring  of  the 
support :  it  is  evident  that  it  is  rapid  and  simple. 
To  raise  the  support  to  the  height  of  the  instru- 
ment, to  turn  the  screw  that  holds  it,  and  that 
which  presses  upon  the  "  armure,"  completes  all 
that  is  tobe  done,  that  the  surgeon  may  be  ready 
for  the  use  of  the  drill-bow* 
'  Sdch  ate  the  means  which  the  science  possesses 
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for  placing  the  patient,  and  holding  the  instru- 
ment during  the  operation.  We  perceive  that 
they  are  of  two  kinds :  the  one  consisting  in  the 
use  of  a  common  bed  and  ''  chevalet:''  which  lat- 
ter is  only  the  application  of  an  instrument  well 
known  in  the  mechanical  arts;  and  the  other 
consisting  in  the  use  of  the  rectangular  bed  and 
**  point  fixe,"  expressly  constructed  and  suited  for 
accomplishing  the  object  now  under  consideration, 
which  is  one  of  the  most  important  of  the  operation 
of  lithotrity.  * 

We  hope  to  have  added  a  great  improve- 
ment to  the  art  of  lithotrity  in  the  construction 
of  the  rectangular  bed  and  JLred  support :  tins  will 
be  more  fully  appreciated  when  we  shall  have 
taken  a  last  comparative  glance  on  the  advantages 
of  these  means,  and  those  of  the  moveable  sup- 
port or  "  chevalet."  Instead  of  the  unsteady  and 
uncertain  position  of  the  patient  on  a  common 
bed,  when  lying  upon  our  rectangular  bedy  he  is 
in  a  perfectly  easy  position  ;  all  his  limbs  are  half 
bent ;  his  pelvis  is  slightly  raised ;  his  feet,  placed 
in  the  sandals,  have  sufficient  and  comfortable 
support ;  his  trunk  rests  upon  an  inclined  plane ; 
the  head  is  raised  i  the  arms  are  free ;  the  thighs 
are  naturally  bent,  leaving  the  genital  systenx 
freely  exposed ;  and,  lastly,  there  being  nothing 
round  the  patient,  the  surgeon  has  ample  space 
for  the  performance  of  all  his  manoeuvres. 
The  operator  is  upright,  or  nearly  so ;,  not- at 
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all  coostrainedy  and  consequently  not  fatigued  i 
he  can  perform  his  movements  with  predsion 
and  delicacy,  and  trusting  to  the  safety  of  an 
apparatus  securely  held,  he  can  make  use  of  all 
his  resources  to  destroy  the  foreign  body  he  is 
Uttadcing. 

If  the  bed  thus  presents  these  undeniable  ad- 
vantages with  regard  to  the  convenience  of  both 
patient  and  surgeon,  the  *'  support-fixe''  also  givea 
the  operator  a  security  and  a  promptness  of  action 
which  cannot  be  afforded  by  the"  '*  chevalet'*  held 
by  an  assistant. 

Before  the  *'  chevalet'^  is  taken  from  the  hand 
of  the  assistant,  which  is  always  necessary  when 
we  use  these  means  of  support,  before  the  instru- 
ment charged  with  the  stone  is  fitted  into  the 
mortise  of  the  "  chevalet/*  before  the  portion 
called  the  ^'repoussoir"  is  adjusted  with  the  stem 
of  the  perforator,  before  the  screw  of  this  piece  i9 
fixed,  and  that  of  the  spring  unscrewed,  before  the 
assistant  is  placed  in  his  proper  situation  to  hold 
the  instrument,  and  the  surgeon  has  passed  the 
cord  around  the  pulley:  the  surgeon  using  the 
rectangular  bed  and  support  has  time  enough  to  pre- 
pare himself  five  or  six  times,  for  making  his  bow 
act,  and  that  without  the  help  of  any  assistant  The 
manoeuvres  with  the  "  chevalet"  are  consequently 
long  and  embarrassing,  and  do  not  lead  to  a  very 
satisfactory  result;  those  with  the  assistance  of 
the  bed  are,  on  the  contrary,  rapid  and  easy,  make 
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the  patient  avoid  painful  sensations,  and  shorts 
the  action  of  destro3dng  the  stone,  by  all  that  time 
which  was  before  lost,  both  from  the  bad  position 
of  the  patient  and  surgeon,  and  from  the  insuffi- 
cient means  of  support,  which  would  not  allow  of 
the  application  of  the  important  system  of  exca- 
vating calculi,  or  of  destroying  them  by  percussion. 


>  i  i 
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When  the  lithotomist  has  decided  that  a  patient 
ought  to  be  cut  for  the  stone^  there  is  nothing  to 
impede  the  performance  of  the  operation.  Whether 
the  bladder  be  capacious  or  contracted,  the  stone 
large  or  small,  flat  or  round,  adherent  or  moveable, 
the  lithotomist,  with  his  sharp  instrument,  can 
always  penetrate  into  the  organ  in  which  the  stone 
is  deposited,  and  through  the  opening  he  has  made 
extract  it,  if  small,  and  if  large,  forcibly  draw  it 
out.  The  varieties  in  different  bladders,  the  pecu- 
liarities of  formation  in  certain  subjects  are  of 
little  importance  to  the  surgeon  performing  litho- 
thomy,  who,  with  the  determination  of  removing 
the  stone,  even  though  he  may  be  compelled  to 
employ  force,  will  easily  overcome  all  these  diffi- 
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culties,  for  they  are  not  of  a  nature  to  resist  the 
great  power  and  strength  of  the  instrument  he 
uses. 

The  lithotritisty  on  the  contrary,  whose  object 
is  to  cure  his  patients  with  gentle  means,  and  to 
whom  all  kind  of  force  is  strictly  prohibited,  who 
has  to  pass  his  instruments  through  a  narrow 
canal,  manoeuvre  them  in  a  soft  circumscribed 
organ  removed  from  his  sight,  who  is  to  act  upon 
a  stone,  of  which  he  has  only  obtained  any  know- 
ledge by  his  touch,  and  who,  to  obtain  the  cure 
of  his  patient,  has  to  reckon  upon  the  fragments 
being  expelled  by  the  natural  efforts  of  the  bladder 
through  the  narrow  passage  nature  has  intended 
for  the  stream  of  urine,  must  meet  with  diffi- 
culties, the  more  numerous  in  proportion  as  the 
means  he  employs  are  more  gentle,  and  allow  of 
less  violence*  He  is  obliged  to  bear  in  mind 
numerous  circumstances,  which  are  of  no  import- 
ance to  the  lithotomist,  but  are  to  him  of  the 
greatest  interest,  for,  acting  by  dexterity,  and  not 
by  force,  he  is  to  turn  aside  obstacles  rather  than 
to  overcome  them. 

We  shall  now  endeavour  to  point  out  a  few  con- 
siderations to  which  this  reflection  gives  rise,  in 
order  that  we  may  determine  the  propriety  of  sub- 
tfiitting  calculous  patients  to  the  operation  of  litho- 
trity.  We  shall  first  consider  the  age  ;  secondly, 
the  constifution  or  general  state;  thirdly,  the  state 
ofthe'iirethra ;  fourthly,  the  state  of  the  prostate ; 
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fifthly,  the  state  of  the  bladder;  and  lastly,  the 
state  of  the  stone. 

The  Comideration  of  lithotrity,  with  regard  to  the 

Age  of  the  Patient. 

If  lithotrity  has  been  invented  for  the  purpose 
of  avoiding  the  dangers  of  lithotomy,  its  import* 
ance  diminishes  when  considered  vdth  regard  to 
children;  for  it  is  observed  that  the  operation  of 
lithotomy  performed  on  children  from  six  to  seven 
years  old,  or  even  from  seven  to  eight,  does  not  so 
frequently  prove  fatal  as  when  performed  on  the 
adult,  and  more  especially  on  old  persons. 

This  observation  naturally  leads  us  to  regret 
less,  that  lithotrity  is  not  so  applicable  in  children 
asr  in  persons  more  advanced  in  life. 

If  we  turn  back  to  the  examination  of  those 
conditions,  on  which  we  have  shewn,  that  litho- 
trity may  be  advantageously  performed,  we  shall 
directly  perceive  that  a  child  is  rarely  found  under 
these  favourable  conditions. 

We  remarked  that  lithotrity  was  more  frequently 
successful  in  those  who  came  under  the  surgeon 
soon  aflter  the  commencement  of  the  disease.  In 
this  respect  children  are  unfavourably  situated, 
for  it  seldom  happens  that  those  who  have  the 
care  of  them,  perceive  the  symptoms  of  stone  at 
its  commencement.  An  adult  is  at  once  aware, 
by  the  disagreeable  sensation  at  the  end  of  the 
penis,    and   by  the  occasional  stoppage  in  the 
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stream  of  his  water,  that  there  is  some  dermge- 
ment  in  his  urinary  system;  a  child,  howeyeTf 
states  nothing,  perceives  nothing,  makes  no  com* 
plaints.  During  the  first  two  or  Uiree  years,  the  caL» 
cuius,  having  fallen  into  the  bladder  without  being 
noticed,  continues  to  enlarge  in  that  organ.  If  the 
child  has  reached  the  age  of  five  or  six  years,  ha 
sometimes  complains,  but  this  is  seldom  the  case ; 
the  sensation  he  feels  he  takes  to  be  a  natural  one, 
and  bears  it  for  a  long  time ;  till  at  last  the  instinc- 
tive movements  resultiog  from  this  painful  feel- 
ing, increased  to  a  considerable  degree,  denote  a 
state  of  suffering,  which  no  longer  escapes  the  eye 
of  an  attentive  mother.  It  is  remarked  that  the 
child  has  frequently  his  hand  at  the  end  of  his  penis, 
drawing  it  out  to  ease  the  painful  sensation  exist* 
ing  at  that  part ;  this  he  does  to  such  a  degree  as  to 
produce  hypertrophy.  His  urine  stops  suddenly 
while  he  is  voiding  it,  he  stamps,  his  face  becomes 
red,  he  cries,  screams,  struggles,  and  convulsions 
very  frequently  supervene  in  very  young  subjects. 
It  is  certainly  impossible  for  all  these  symptoms 
not  to  excite  attention,  and  determine  some  sur* 
geoo  to  be  consulted,  but  this  does  not  take  place 
till  the  disease  has  become  sufficiently  serious  for 
the  symptoms  to  be  thus  strongly  marked ;  and 
the  .symptoms  do  not  assume  this  nature  befi>re 
the  stone  has  attained  the  size  of  a  filbert,  or  small 
^akuit,.(and  sometimes  even  larger;  for  calculi 
i«craase^as,r<apidly  ^n  the  child,,  as  in  tiff^  ad^U- , 
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-  If  we  now  consider,  how  small  in  young  sub- 
jects is  the  passage  through  which  we  are  to  intro^ 
duce  instruments  into  the  bladder,  and  through 
which  also  the  fragments  of  the  stone  are  to  be 
expelled,  if  we  also  consider  how  difficult  it  is 
to  keep  a  child  sufficiently  quiet  and  motionless 
during  the  operation,  for  the  surgeon  to  employ 
all  the  delicacy  of  his  tact,  w^  shall  readily  con^ 
ceive  how  difficult  it  must  be  to  practise  lithotrity 
in  such  young  subjects,  and  how  much  those 
favourable  circumstances  which  accompany  the 
operation  in  the  adult,  are  diminished  in  the  child. 

We  must  not  forget  that  a  stone  which  may  be 
considered  small  in  the  adult  is  large  in  the  child^ 
for  in  lithotrity  the  stone  must  not  be  considered 
as  to  its  absolute  size,  but  relatively  to  the  power 
of  the  instrument  which  is  to  destroy  it,  and  to  the 
size  of  the  canal  through  which  the  fragments  are 
to  pass. 

Now,  the  largest  instrument  we  can  introduce  in 
a  child  under  six  or  seven  years,  is  from  two  lines, 
to  two  and-a-half ;  and  the  action  of  an  instru- 
ment of  this  size  is  extremely  slow,  so  slow,  that  in 
such  cases  it  would  not  be  advisable  to  attempt  to 
reduce  a  stone  of  ten  or  twelve  lines  in  diameter, 
for  this  would  require  a  manoeuvring  of  the  instru- 
ment, and  a  repetition  of  its  application,  which 
would  be  attended  with  some  danger. 

Thus  we  are  led  to  the  conclusion,  that  litho- 
trity will  never  be  so  generally  applicable  in  the 
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child  as  in  the  adult,  the  principal  reasons '  of 
which  arise  from  the  difficulty  of  attacking  the 
disease  at  its  commencement,  from  the  small  size 
of  the  urethra,  and  lastly,  from  the  impossibility  of 
keeping  young  subjects  sufficiently  quiet. 

Let  not  this  decision,  however,  be  taken  in  too 
absolute  a  sense,  for  we  are  far  from  proscribing 
the  application  of  lithotrity  in  young  subjects ;  we 
believe,  on  the  contrary,  that  it  may  be  advan* 
tageously  employed  in  those  cases,  in  which  the 
stone,  soon  after  its  descent  into  the  bladder,  gives 
rise  to  symptoms,  which  are  almost  immediately 
observed;  in  such  cases,  the  attempts  made  to 
destroy  it  will  succeed,  for  the  calculus  will  then 
be  in  fair  proportion  with  the  power  of  the  instrur 
ments  employed. 

When  the  stone  has,  on  the  contrary,  acquired 
a  certain  size,  we  must  recollect  that  lithotomy 
performed  on  children  is  not  so  dangerous  as  on 
the  adult ;  and  that  there  are  inconveniences  and 
difficulties  in  lithotrity,  arising  from  the  organiza- 
tion and  slight  development  of  the  parts  in  which 
we  are  to  operate.  Let  us  remember  also,  that 
the  question  is  not  exactly  whether  lithotrity  is 
practicable  in  children,  but  rather  whether,  if  per- 
formed, it  offers  greater  chances  of  success  than 
lithotomy.  This  we  doubt,  when  the  stone  has 
acquired  the  size  of  a  filbert  before  the  age  of 
three  years,  or  of  a  small  walnut  at  the  age  of  five, 
six.  or  seven. 
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These  observations  are  applicable  to  children  in 
direct  proportion  to  their  age :  consequently,  as 
they  grow  older,  our  remarks  become  less  appli*^ 
cable.  Thus,  when  a  child  has  reached  his  sevebth 
or  eighth  year,  the  period  when  he  begins  to  ana* 
lyze  his  sensations ;  when  he  can  appreciate  the 
difference  which  exists  in  his  urinary  system,  when 
he  is  in  health,  and  when  a  stone  is  forming  in  his 
bladder — the  importance  of  lithotrity  increases  for 
him  ;  since  each  year  which  brings  him  nearer  to 
manhood  adds  to  the  chances  of  success  which 
this  operation  holds  out  to  him.  Facts  bear  tis 
out  in  this  opinion ;  for  we  passess  examples  dff 
cures  obtained  in  children  of  seven  and  eight 
years,  and  even  under  that  age.  The  most  fa- 
vourable period  of  life  for  lithotrity  is,  then,  the 
adult  age,  at  which  time  all  the  organs  are  fully 
developed,  the  passages  are  large,  the  bladder 
capacious,  and  possessing  a  strong  power  of  expul- 
sion, the  sensibility  is  sufficiently  developed ;  added 
to  which,  there  is  a  degree  of  attention  which 
every  person,  at  this  age,  pays  to  the  proper  per- 
formance of  his  functions.  This  is  the  reason 
that  Stones  found  in  the  adult  are  frequently 
small  when  compared  to  those  found  in  children 
and  old  persons  ;  for,  being  aware  of  the  existence 
of  these  calculous  bodies  at  an  early  period,  the 
adult  submits  to  the  operation  of  lithotrity  when 
he  is  still  in  a  favourable  condition. 

Old  people,  the  change  apart,  produced  by  age 
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in  the  texture  of  the  parts,  which  deprives  all  the 
tissues  of  their  firmness,  present  considerable  faci- 
Uties  as  regards  the  operation  ;  their  urethra  is 
large,  their  bladder  dilates  easily,  nothing  pre« 
vents  the  stone  being  destroyed ;  but  there  is  a 
very  great  inconvenience  arising  from  their  fre- 
quently not  having  sufficient  power  to  expel  the 
fragments.  This  want  of  power,  in  addition  to 
the  soft  state  of  the  coats  of  the  urethra,  and  the 
varicose  state  of  the  neck  of  the  bladder,  which 
results  from  an  organic  change  produced  by  age, 
and  sometimes  from  the  presence  of  calculi,  ren- 
ders the  expulsion  of  the  fragments  tedious,  diffi- 
^t|  and  sometimes  impossible.  This  inability 
co-ei^sting  with  large  stones,  forms  a  direct  pro- 
hfUbi^ion  to  the  operation.  This  want  of  power  is 
^metimes  shewn  before  the  operation  is  com- 
menoed;  that  is,  when  the  patient  presents  a  great 
4/^^  of  debility  throughout  the  whole  body; 
^)iep  the  urine  flows  slowly,  as  if  falling  by  its 
^{O^^fi  weight }  and  especially  when  a  gum-elastic 
so^jnd  being  introduced  into  a  bladder  containing 
^ffppfif  it,  is  only  expelled  with  very  little  power. 
,$^uld  this  be  the  case,  we  must  particularly  avoid 
operating  if  the  stone  has  acquired  a  large  size — for 
example,  from  fourteen  to  eighteen  lines ;  for  the 
fra^ent^  will  not  be  expelled ;  they  will  fatigue 
the,  patient  considerably,  and  will  sometimes  lead 
to  accidents  which,  the  stone,  if  left  entire,  would 
jfpver  jhave  produced.    IfJ  however,  the  stone  be 


smaller,  we  ipay  destroy  it :  for  when  reduced  into 
Yjpiy  minute  fragmenta-^wbich,  from  its  diminu- 
tive si?e,  and  the  power  of  the.instruipent,  can  be 
done  rapidly  enough — these  fragments  may  be  got 
rid  of  by  means  of  a  large  catheter*  with  a  wifle 
openings  and  which  we  sb^U^mgre, minutely  define^ 
hereaftpr,  when  we  make. a  general  eKamiqatioo, 
of  |he  circumstances  attending  Ihe  pa^^age  of 
fragments. 

At  other  times,  the  impossibility  of  passing  the 
fragments  only  comes  on  during  the  operation ; 
after  one  or  two  "  stances,''  the  patient,  who  at  first 
expelled  his  fragments,  certainly  slowly  and  with 
difficulty,  can  no  longer  pass  them.  Under  such 
circumstances,  we  are  obliged  to  have  recourse  to. 
the  evacuating  sound;  but  we  must  always  remeip*^  , 
ber  only  to  employ  it  when  there  are  but  few  frag* 
ments  to  pass ;  for,  otherwise,  this  means  will  be 
too  fatiguing.     It  is  better,  when  there  is  much 

♦  We  have  only  quite  lately  been  in  possession  of  an  instrument 
adapted  to  bring  fragments  from  a  bladder  not  having  sufficient 
power  to  exptl  them.  The  discovery  of  this  instrument  was  attended  ' 
with  many  difficulties ;  for,  before  we  brought  it  to  its  present  stat« 
of  perfecticn,  we  went  through  a  long  and  progressive  series  of  con- 
structions. It  was  of  the  greatest  importance  to  avoid  lacerating  the 
urethra,  which,  with  common  sounds,  so  frequently  happens.  We 
have,  however,  succeeded  in  discovering  a  combination,  which  is, 
in  our  estimation,' one  of  the  most  important  we  possess;  since  it 
enables  ua  to  restore  to  health  many  persons — and  chiefly  those 
advanced  in  years — on  whom  we  should  not  otherwise  perhaps 
venture  to  operate. 
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ston^in  the  bladder,  to  relinquish  the  operation 
of  lithotrity ;  for  we  cannot  hope  for  a  successful 
termination  when  obliged  to  use  the  sound  very, 
frequently.* 

Thus  we  see  that,  as  regards  the  age  of  the 
patient,  several  important  considerations  arise  re* 
specting  lithotrity.  We  see  that,  although  well 
adapted  to  cure  the  adult,  it  becomes  more  limited 
in  its  application  the  nearer  the  patient  approaches 
to  either  extreme  of  Kfe. 

The  CoMideration  of  Lithotrity  with  regard  i&  ike 
Constitution  or  General  State  of  the  PaHent*     ,  ^ 

A  great  degree  of  obesity,  which  sometimes. 


i» 


)ii'> 


increases  the  difficulties  of  lithotomy,  has  no  in->, 
flui^hce  on  lithotrity.     Among  the  patients  upon 
whom  I  have  operated,  some  were  excessively  cor«r' 
pufent ;  and  I  found  that  this,  instead  of  increas- 
ing the  difficulty  of  manoeuvring  the  instruments, 
appeared  to  render  the  manoeuvres  easier  tban.io 
spare  subjects,  who,  at  first  sight,  would  have  ap* .. 
peared  more  favourably  disposed.     In  general^  aU^  i 
other  conditions  being  the  same,  these  corpulent*' 
subjects  have  appeared  easier  to  operate  on,  more 
especially  as  regards  the  seizure  of  the  stone.    We 
have  also  found  greater  facility  in  introducing  the  ,' 
instruments  in  such  patients.    This  advantage^  in  .< 

my  opinion,  arises  from  the  urethra  being  held  more 

■  ■  •     ■  ■ . .  ■ , . 

*  This  was  written  before  I  had  inveDted  the  present  evacwiU»g, , 
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ibt^tify^itrnd^u  sidesiplnesetatingf  fewer  ciiyitie8y  on 
^^oimt  o{  ibSe  mppart  wbioh.it  iSnds  in  Uieaub- 
jacent  fkU  wbicb  aiiow8/:the  instrument  less  lati« 
tndef of)  motion.  1  have  considered  also,  Uiat  the 
g#tater  >ease  ifith  iirhich  we  can  gtasp  the  stone, 
and^e^ecidly  thafragmeots,  itiilliese  fat  subjects, 
wliB  cauaed  bj?  the  bladder/' when  distended,;  hav- 
ing a^khdre  regular  and  round  form,  and  by  the 
ftiiidus  beiilg  more  elevated,  so  that  the  stone  in 
these  bladders  is  more  ccmveniently  situated/ hie* 
tweeii^tfte  expanded  branches  of  the  instrumeota  ; 
for  thbr6  >  being  less  width  iuithe  bladder^  it  4oei{ 
not  )stllow  the  stones  or  firagments  to,  pass:  ^q  r&idUy 
and  frequently  to  the  stdea.  Thk  is  V6ry' clearly 
^moqstrated,  by  examining  the  diktended  bladder 
bf  a^t  subject^  who  has  died  with  this  orgimitt.  4i 
healthy  state* 

If  we  recal  to  our  recollection  the  description 
given  of  the  bladder  and  of  its  internal  form  wlhen 
dbtended,  we  shall  understand  how  the  irregular 
rities  of  the  organ  are  proportionate  to  the  ema- 
ciation of  the  subject  .  . , 
>  It  must  not  be  forgotten  that  we  are  bow  spe^ik'* 
ing  of  a  subject  in  whom  the  urinary  system  is  per- 
fectly healthy ;  for  we  shall  see  in  cases  of  disease, 
of  enlargement  of  the  prostate,  as  also  in  cases 
where  the  size  of  the  rectum  is  increased  by  inter- 
nal hemorrhoids,  that  the  bladder  of  a  fat  man, 
on  acconnt  of  the  quantity  of  adipose  matter  in 
th&  pelvis,  not  allowing  it  to  be  <iistettded  to .  a 
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great  degreej  k  taon  diMdvafit&geoiisly  inodiied 
thdn  iti  the  thin  sabject :  for  we  know  that  the 
less  space  there  i»  iit  an  organ,  die  more  prejttr 
didal  IB  any  cause  wliich  may  lessen  thatt  speoet 
Emaciated  Mbjects,  on  the  other  hand^  when  the 
bladder  is  healthy,  present  great  halities^  to 
litfaotri^,  on  acooont  of  the  large  t&Ee  of  the 
bfaddery  which  permits  the  branches  of  the  in«* 
•tmmenta  to'  be  fully  expanded,  and  have  full 
j^y  for  the  manoeuvres*  This  is  more  especially 
farovrabte  when  we  have  to  seaaeand  destroy,  a 
iafge'stooe;  but  when  we  oeme*  to  search  for  the 
Uik  ftSLgttieot$f  it  ir  not  so  easy  te  obtatn^  tteffl' as 
i#the  Madder  of  a  moderately  fat  mam  .  t*. 

*  •' In  ^  spare  sobjectn  the  fragment  is  frequently 
lodged  under  the  neck^  which  we  know  is  oflen  of 
considerable  depth ;  and  the  bladder  being!  t  very 
«a{)adons^and  having  a  large  fundus,  the  fragments 
ftoloii^r  fall  so  readUy  into  the  direction  of  tiie  axis 
df^the  instrument ;  for  being  lodged  to  the  right 
e^f  to  the  left,  or  below  the  neck,  we  are  obliged  to 
search  the  more  for  them ;  and  not  being  regular 
dad'  iround,  like  a  small  unbroken  stone,  they'  do 
fieC  pass  to  the  rendezvous ^  if  I  may  be  allowed  the 
Ififffe^idn',  where  all  small  spherical  calcuH  are 
Ibund,  no  matter  what  may  be  the  kind  of  bladder* 
'  A  great  degree  of  oiiganic  disease  appears  to 
US'ID  sufficient  re^soa  to  determine  the  impropriety 
«f  ^th*  eperatiOB,  espeniaUy.if  the.  alotte  be  so 
\ax^kdM^t0Cfm^  our:  attackittg  il.iSeveiAl»4imes. 
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Liiiidtritjr, '  in  commdn  ta^s,  seldom  produces 
feV^r  or  organic  derangemei^t ;  but  an  unhealthy 
subject^  particularly  One  itt  whom  Some  of  the 
yital  orgains  are  much  diseased,  is  more  liable 
to  tome  sympathetic  affection,  resulting  from  the 
more  Or  less  irritation  caused  in  the  urinary  systettl 
by- the  manoeuvres  whidh  lithotrity  renders  neces- 
sary. If,  however,  the  stone  is  small,  and  can  be 
br6lcen  in  two  or  three  operations,  we  are  of 
opinion  that  the  patient  may  be  subjected  to  the 
operation  with  every  chance  of  success ;  but  we 
aire  abo  of  opinion,  that  it  ought  not  to  be  per- 
formed unless  the  stone  causes  great  pain  to  the 
pktient.  It  remains,  however,  with  the  surgeon  to 
weigh  wdl  the  advantages  and  disadvantages  of 
lithotrity  in  these  cases  before  rejecting  or  de- 
ciding upon  its  performance.  But  we  would  par- 
ticularly impress  this  consideration,  that  the  ope- 
ration^ when  performed  in  these  cases  with  the 
greatest  care  and  precaution,  may  produce  some 
sympathetic  excitement,  which  generally  settles 
upon  the  affected  organ. 

Whatever  may  be  the  accidents  supervening  to 
lithotrity  in  such  cases,  they  are  not  to  be  compared 
to  those  following  lithotomy,  which  operation  ought 
never  to  be  performed  in  such  patients.  Thus 
we  find  in  lithotrity  a  resource  attended  at  least 
with  many  chances  of  success,  and  therefore  ap- 
plicable to  cases  which  would  inevitably  terminate 
fatally  if  submitted  to  the  operation  of  lithotomy* 
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'  Another  circumstaoce  may  also  prohibit  thd 
performance  of  lithotrity»  or  at  least  may  lead  to 
a  more  particular  consideration  of  it,  this  is, 
^irhether  it  should  be  performed  in  those  who 
have  a  strong  calculous  diathesis,  or  a  great  dis^ 
position  to  form  nephritic  calculi,  and  in  whose 
bladder  there  may  be  already  a  number  of  stones 
formed. 

Besides  the  numerous  cases  which  have  come 
under  my  own  eye,  and  which  prove  how  easily 
an  inflammation   is   communicated,    sympathetic 
cally,  to  the  kidnies^  in  consequence  of  a  stimulus 
given  to  the  bladder,  I  further  think  it  useful  tp 
refer  to  the  case  of  a  man  suffering  from  catarrh, 
of  the  bladder  and  gravel,  whom  I  treated  by. 
means  of  sounds,  through  which  I  injected  wate;r» 
several  times  a-day,  after  having  first  drawn  off 
all  the  urine  and  mucus  contained  in  the  organt 
This  patient  habitually  voided  gravel,  which,  afler 
being  formed  in  the  kidnies,  descended  through 
the  ureters  into  the  bladder,  from  which  it  was 
expelled  with   the  urine.    When  I  commence4 
the  injections,  I  at  first  observed  that  the  patient 
was  somewhat  relieved,  but  after  a  few  days,  l^ 
found  that  the  pain  in  the  loins  increased,  andr 
that  the  grayel  was  voided  in  greater  quantity  y 
I  omitted  the  injections  and  the  introduction  of 
the  sound ;  the  pain  sensibly  diminished,  as  well 
as  thje  formation  of  the  gravel ;  but  the :  cfitfu:rh: . 
continuing^  I  again  ^-eturned  to  t\iQ  ^9e .  of,  i  ^, , 
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S011111I4  the  pain ;  and  giravel  teturiied ;  till  icon- 
vinoed  bj  the  repeated  .ocairraace  •  of  ifae  same 
phenomena^  I  perceived  (khatitherewas.an^dent 
corre^ondence  >  between  the  appearance  of  Abe 
painsy  tbe  formation  t  of  gmvel,  and  the  irritation 
caused  by  introducing  the  sound  several  iimes 
every  day,  and  injecting  water,  whiobt  although 
done  with  great  care,  still  always  caused. a  little 
pain* 

Xhis/fact  mi^  jead  us  to  tliink  that  the  imtation 
excited  in.  the  bladder  1  may,  by  S3rmpathy,  be  com-^ 
omnicated'  to  the  jkidnieSi  a^nd  .may  cause  that 
peculiar  state  in  these  organs  which  .may  flfiake 
them  form  calculous :ConcretionSf  Thm  opinionr .is 
strengthened  by  the  observations  of  many  persons 
affected  with  acute  gdnorrhsa,  who,  whilst  they 
had  the  urethra  thud  inflamed,  voided  red  or  white 
powder>  which  was  deposited  at  the  bottom  of  the 
vessels  containing  their  urine.  This  deposit  de- 
serves our  attention,  for  among  these  persons,  there 
are  some  who  had  never  observed  it  in  their  urijoe, 
and  others  who  had  remarked  it,  but  not  before 
contracting  a  gonorrhcBa.  It  has  also  been  ob- 
served, that  after  great  venereal  excess,  the  urine 
often  becomes  high  coloured,  and  deposits  a 
powder  of  uric  acid,  more  frequently  than  under 
ordinary  circumstances,  of  life. 

We  CQaclude  from  this  iact,  that  if  a  stimulus  in 
the  urethra  and  bladder  can  ca^use  a  more  consider- 
able formatictn. of,  gravel  lA  the  kidnies^  it  ought  to 
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lead  Us  to  comiiler»  attoiti^y,  what  advasUges 
these  patients  Hiay  derive  fixMn  Hthotrity,  before  we 
subject  themta  it,  •  ?Let  it  be  inidereteod»  that  I  now 
speak  of  patients  wlio  have  a  great  disposition  to 
the  formation  of  calculi^  and  have  already  several 
stones  in  the  bladder,  which  would  require  for  their 
removal  many  ''s6mces^"  for  it  is  evident,  that 
if  a  man  have  only  a  few  small  stones,  those  stMiss 
ought  to  be  reduced,  although  the  patient  may  be 
of  a  calculous  diathesis.  In  such  cases  it  is  hardly 
necessary  to  add  that  the  patient  ought  to  be  put 
on  the  regimen  which  is  most  opposed  to  that 
disposition,  and  particularly  to  the  acute  attacks 
of  nephritis,  to  which  he  is  subject. 

The  Comideration  of  Lithotrity^  as  regards  the  State 

of  the  Urethra.  .     , 

If  ure*  refer  to  the  conservations  made  on  the 
urethral  when  we  were  examining  the  urinary 
OTgansj'  and  on  the  manner  in  wbidi  a  healthy 
caAal  is  modified  by  the  introduction  of  a  strath t 
sotind,  we  shall  find  that  certain  portions- of  the 
eanali  tnr  its  adjacent  parts,  experience  a  oertain 
di^ee  of  tension  caused  by  their  being  brought 
into^a' straight  bne,  to  allow  the  passage  of  the 
reolilineaf  catheter. 

Now,  each  of  these  «parts  thus  brought  Into  'a 
straight  fine,  yields  with"  more  ^oi*  less  dSfScvifiy  to 
thir  la!W  tyf  rectiKMsst  catheteribm^  atfd'  will^  in 
prd|^0MioD»'offir»  mo^6  «r  less  difficulty  to^tiie'^ffee 
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pA^a^  of  the  iDstruments  of  lithotiity ;  this  will 
consequently  increase  the.  obstacles  which  may 
iinpede  this  operation^  and  will^  in  certain  cases, 
reader  it  inadmissifole. 

T  The  urethra  in  its  course^  presents,  as  we  al-* 
ready  know,  three  principal  points,  which,  by 
their  anatomical  disposition,  are  with  most  diffi-* 
Gulty  brought  to  a  straight  line ;  the  first  of  these 
corresponds  to  the  attachment  of  the  urethra  to 
the  symphysis  pubis,  by  means  of  the  suspensory 
ligament  of  the  penis ;  the  second,  is  where  it 
passes  through  the  triangular  ligament,  and  the 
third  is  at  the  neck  of  the  bladder. 

In  some  subjects  the  penis  is  attached  to  the 
anterior  part  of  the  symphysis  pubis  by  a  ligament, 
which,  though  rarely  vsitying  much  in  tenseness  or 
laxity,  yet  unites  it  to  a  greater  extent  of  the  sym- 
physis  ;  as  long  as  this  attachment  does  not  extend 
to  the  upper  part  of  the  symphysis,  it  is  easy,  whilst 
the  extremity  of  the  straight  sound  is  under  the 
pubis,  to  bring  the  anterior  part  of  the  urethra 
sufficiently  down  to  allow  the  instrument  to  pass 
through  the  tiiangular  ligament.  But  if,  on  the 
contrary,  the  penis  is  attached  to  a  considerable 
extent  of  the  symphysis  and  triangular  ligament,  as 
is  sometimes  the  case,  the  straight  sound  then  draws 
the  canal  downwards  to  a  greater  extent,  in  direct 
proportion  to  the  height  of  this  insertion.  There  are 
also  some  individuals  in  whom  the  arch  of  the  pubis 
is  extremely  low,  whether  arising  from  a  peculiar 
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ibmiattoii  of  the  pelvis,  or  because  the  triangolar 
ligament  is  very  wide,  and  the  opening  for  the 
passage  of  the  urethra  low  down  in  it.  This  dis- 
position^ which  is  frequently  added  to  the  one 
just  mentioned,  causes  a  considerable  difficulty  in 
depressing  the  straight  sound,  so  as  to  get  it  under 
the  pubis,  arising  from  the  extensive  insertion  of 
the  suspensary  ligament,  added  to  the  low  arch  of 
the  pubis. 

There  are  other  individuals  in  whom  the  open* 
ing  of  the  urethra  into  the  bladder  is  naturally 
very  high  up,  so  that  when  we  have  introduced 
the  sound  under  the  symphysis,  we  must  depress 
the  handle  considerably  below  the  horizon,  in 
order  to  enter  the  bladder.  This  difficulty  is 
easily  overcome,  if  it  be  the  only  one  we  meet  with } 
but  when  it  is  unfortunately  combined  with  those 
already  mentioned,  they  together  require  that  the 
straight  sound  should  bring  every  part  of  the  ure» 
thral  canal,  although  some  are  in  opposite  direc- 
tions, into  a  straight  line,  and  consequently  when 
the  instrument  is  introduced  into  the  bladder,  it  is 
held  so  firmly  that  the  manceuvres  are  much  im- 
peded* 

The  surgeon  in  the  habit  of  practising  lithotrity 
will  perceive  immediately,  by  the  position  of  the 
instrument,  which  of  the  difficulties  just  men« 
tioned  forms  the  principal  obstacle  to  the  easy 
introduction  of  the  straight  sound,  and  to  its  being 
freely  moved  when  in  tlie  bladder. 

Y 


322  ON   THOSE    CIRCUMSTANCES 

In  common  cases,  the  instrument,  when  intro- 
duced, and  left  to  itself,  remains  in  a  direction 
which  makes  an  angle  of  from  eighteen  to  twenty- 
two  degrees  above  the  horizop,  and  we  can  easily 
move  it  backwards  and  forwards.  If  there  should 
be  any  difficirity,  and  that  difficulty  is  caused  by 
the  suspensary  ligament  of  the  penis,  the  instru- 
ment will  then  form  a  wider  angle  above  the 
horizontal  line ;  if  the  obstacle  arise  from  the 
height  of  the  neck>  the  angle  is  diminished;  if 
from  the  lowness  of  the  pubis,  the  instrument, 
when  left  to  itself,  is  sometimes  above  and  some- 
times below  the  horizontal  line ;  but  we  observe 
that  it  is  altogether  lower,  and  carried  more 
towards  the  anus.  Lastly,  if  these  three  causes 
exist  together,  the  handle  of  the  forceps,  accord* 
ing  as  the  instrument  is  most  influenced  by  the 
ligament  or  the  neck,  is,  in  common  cases,  car- 
ried above  or  below  the  angle  which  it  forms  with 
the  horizontal  line ;  but  we  cannot  move  it  back- 
wards and  forwards  without  much  difficulty  ;  nor 
can  we  rotate  it — a  movement  of  much  import- 
ance in  the  operation. 

There  are  few  cases  in  which  these  dispositions 
are  so  considerable  as  to  prevent  the  performance 
of  lithotrity.  We  must,  however,  feel  convinced 
that  these  considerations  must  influence  us  con- 
siderably in  forming  our  decision  on  the  advan- 
tage or  disadvantage  of  operating ;  for,  in  cases 
of  large  stones,  we  shall  be  compelled  to  attack 
them  the  more  frequently  in  proportion  as   the 
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bladder  requires  that  the  operations  be  of  shorter 
duration,  and  thus  hinders  them  from  being  pro- 
ductive. 

For  these  reasons^  it  is  better  to  decide  not  to 
force  the  passage,  unless  the  stone  can  be  destroyed 
in  a  few  "  stances,''  The  propriety  of  performing 
lithotrity  in  these  cases  depends,  however,  upon  the 
degree  of  difficulty  experienced ;  and  it  is  impossi- 
ble to  lay  down  any  general  rules  upon  the  subject. 
We,  therefore,  leave  it  to  the  surgeon  to  determine. 

When  there  is  this  difficulty  or  impossibility  in 
the  introduction  of  the  instrument,  arising  from 
these  causes,  the  passage  is  often  very  large,  and 
will  admit  a  sound  of  much  greater  diameter  than 
that  of  the  instrument  used.  The  difficulty  does 
not,  therefore,  arise  from  the  urethra  not  being 
sufficiently  capacious ;  for  often^  when  a  large, 
straight^  inflexible  instrument  will  not  pass,  a 
much  larger  elastic  bougie  enters  the  bladder  with 
perfect  facility^  on  account  of  its  bending  and 
being  flexible. 

Another  cause,  unfavourable  for  lithotrity,  may 
arise  from  the  small  size  of  the  urethra.  We 
remarked  that  this  passage  in  the  adult  is  in  ge- 
neral from  three  lines  and  a  half  to  four  and  a 
half  in  diameter  at  its  most  contracted  part ;  but 
there  are  some  subjects  in  whom,  although  the 
organs  are  well  developed,  the  urethra  is  naturally 
very  narrow ;  so  that  it  will  not  admit  instruments 
of  more  than  two  lines  and  a  half  or  two  lines  and 

y  2 
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thred-quarters.  In  sudi  subjects,  the  Qperation 
is  difficulty  from  its  being  impossible  to  introduce 
instruments  sufficiently  large  to  have  a  rapid  and 
powerful  action  on  the  stone.  The  fragments  also 
will  not  pass  out  readily. 

When  considering  the  propriety  of  operating  in 
these  cases,  we  must  take  into  consideration  the 
size  of  the  stone ;  for  if  it  be  very  large,  t^e 
operation  must,  for  the  reasons  we  have  mentioned^ 
be  long  and  painful.  But  if  the  stone  do  not  exceed- 
ten,  twelve,  or  fourteen  lines,  lithotrity  may  then 
h^  attempted  with  success.  But  should  there  be 
several  calculi  in  the  bladder,  and  all  of  this  size, 
it  is  most  prpbable  that  the  patient  could  not 
bear  a  continuance  of  the  operation. 
.  In  these  patients  we  may  endeavour  to  dilate  the 
urethra  with  bougies;  but  I  must  say  that  those  cases 
which  I  have  treated  in  this  manner  have  afforded 
me  very  unsatisfactory  results.  After  a  bougie 
of  proper  dimensions  has  been  used,  the  mem- 
brane, frequently  excited  and  irritated,  becomes 
inflamed  and  contracted  rather  than  dilated.  We 
can  only  effect  a  dilatation  by  employing  these 
means  daily  for  a  very  long  period,  and  by  increas- 
ing the  size  of  the  bougies  almost  imperceptibly — 
a  treatment  which  the  patient  will  often  not  sub- 
mit to,  in  his  impatience  to  be  relieved  from  his 
sufferings.  We  repeat,  however,  that,  in  these 
cases,  it  is  the  size  of  the  stone  which  must  decide 
us  ;  they  are  similar  to  the  cases  in  children,  hav- 
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ing,  however,  one  more  favourable  circumstance 
— that  the  patient  remains  quiet  during  the  ope- 
ration. 

There  is  another  condition  which  may  be  reck- 
oned  among  the  obstacles  arising  from  the  small 
calibte  of  the  urethra ;  and  this  is  a  contraction  of 
its  orifice,  or  meatus  urinarius.  We  alluded  to 
this  in  our  anatomical  examination  of  the  urethra : 
we  shall  again  return  to  it  when  we  describe  the 
treatment  to  be  pursued  prior  to  the  operation  of 
lithotrity ;  for  this  disposition  will  give  rise  to  a 
slight  preliminary  operation,  for  the  performance 
of  which  we  shall  lay  down  some  general  rules, 
which  will  be  better  placed  in  another  chapter. 

Strictures  of  the  urethra,  whether  accidental  or 
morbid— whether  arising  from  gonorrhcea  (which 
is  the  most  frequent  cause),  or  proceeding  from 
any  other  cause — render  lithotrity  difficult,  or  im* 
possible.  We  came  to  the  conclusion  that  the 
results  of  attempts  to  dilate  a  healthy  canal,  natu- 
rally contracted,  were  generally  unfavourable ;  but 
in  a  case  where  the  canal  has  only  an  accidental 
contraction,  we  ought  to  endeavour  to  obtain  a 
passage  for  the  instruments ;  for  this  contraction, 
instead  of  existing  throughout  the  whole  length  of 
the  urethra,  which  is  endowed  with  life  and  con- 
tractility, is  limited  to  a  single  point — or,  at  least, 
it^sel^oth  occupies  a  large  portion  of  the  canal ;  it 
ii  generally  caused  by  super-nutrition  of  the  mem- 
bnbkb,'^itih  is  thickened  at  the  point,  and  is  most 
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commonly  devoid  of  much  vitality  and  contractile 
power :  it  may  be  depressed  by  the  dilating  power 
of  the  bougies,  or  may  be  removed  by  caustic,  or 
advantageously  treated  by  these  means  combined 
together. 

Notwithstanding,  however,  the  possibility  of 
dilating  a  contracted  canal  sufficiently  to  admit 
the  lithotritic  instruments^  we  cannot  deny  that 
this  condition  oflen  prohibits  the  operation.  In 
fact^  it  is  seldom  that  we  can,  though  we  employ 
all  our  means,  by  caustic  and  by  dilatation,  enlarge 
the  strictured  part  to  the  size  of  the  remainder  of 
the  canal*  This  part  always  remains  difficult  to 
pass  with  the  instrument,  and  more  particularly 
for  a  fragment  of  any  size,  which  is  generally  stop- 
ped, and  produces  a  degree  of  irritation  propor- 
tionate to  the  time  it  remains  there.  It  is  besides 
extremely  difficult  to  extract  these  fragments  when 
thus  lodged  j  the  attempts  we  must  make  are 
tedious,  and  give  more  pain  to  the  patient  and 
trouble  to  the  surgeon,  than  the  operation  itself. 
We  have  met  with  many  calculous  patients  who 
had  strictures,  which  were  of  such  a  nature  that 
we  did  not  consider  it  justifiable  to  subject  them 
to  lithotrity,  on  account  of  these  difficulties,  which 
common  sense  must  shew  to  be  sometimes  insur- 
mountable. 

We  have  treated  very  few  calculous  patients  by 
lithotrity  who  had,  at  the  same  time,  considerable 
strictures;    all   such   as   we    have    treated   were 
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cases  of  small  calculi,  which  could  be  easily 
destroyed ;  but  although  the  canal  was  dilated 
to  the  extent  of  three  lines  and  a  quarter,  the 
fragments  were  voided  with  considerable  diffi* 
culty.  They  frequently  lodged  in  the  urethra, 
arising  either  from  the  strictured  parts  contracting 
on  withdrawing  the  bougie,  or  from  this  part  of 
the  canal  being  without  that  kind  of  expulsive 
contractility  which  is  observed  in  a  healthy  urethra, 
and  which  these  patients  possessed  in  a  high  degree. 
All  the  other  patients  had  stones  much  too  large, 
considering  the  state  of  the  strictures,  for  litho* 
trity  to  be  applicable. 

It  must  now  appear  evident  how  difficult  it  is 
to  decide  upon  the  propriety  of  performing  litho- 
trity  in  a  patient  with  a  stricture,  before  removing 
die  stricture ;  since  it  is  the  calibre  of  the  canal 
which  influences  the  power  of  the  instruments, 
and  the  facility  with  which  the  fragments  will  be 
vmded.  It  is  impossible  to  decide  until  the  canal 
is  dilated  as  much  as  it  admits  of.  We  must, 
therefore,  in  these  cases  of  stone  combined  with 
stricture,  when  there  is  any  doubt  about  iithotdty, 
first  treat  the  stricture ;  and  we  may  do  this  the 
more  readily,  as  at  any  rate  this  treatment  will  be 
beneficial  to  the  patient,  even  should  we  afterwards 
find  that  the  operation  is  inadmissible.  If,  on  the 
contrary,  from  the  diseased  state  of  the  bladder, 
and  the  size  of  the  stone,  we  at  once  decide  that 
litfaotrity  ought  not  to  be  attempted,  it  will  then 
be  better  to  perform  lithotomy  at  once,  provided 
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the  stricture  be  not  so  complete  as  to  prevent"  the 
introtiuction  of  the  staff. 

A  large  scrotal  hernia  is  not  an  insurmountable 
obstacle  to  lithotrity ;  but  it  embarrasses  the 
manoeuvres,  inasmuch  as  it  throws  the  canal  to 
one  side,  and  prevents  our  placing  the  instru- 
ment in  the  position  we  may  judge  necessary. 

Stones  lodged  in  the  urethca  give  rise  also  to 
great,  and  sometimes  even  insurmountable  diffi- 
culties, especially  when  the  calculus  has  become 
imbedded  in  the  canal,  and  can  only  be  removed 
by  an  opening.  We  have  met  with  a  case  of  this 
kind.  After  the  stone  was  removed,  and  the 
opening  healed,  this  part  of  the  canal  was  too 
much  contracted  to  permit  the  operation  of  litho- 
trity to  be  performed,  in  order  to  remove  the 
other  calculi  which  were  in  the  bladder.  Litho- 
tomy was  resorted  to  in  this  patient.  There  is  a 
very  important  consideration  with  regard  to  cal- 
culi thus  lodged  in  the  urethra,  to  which  litho- 
tomy itself  gives  rise.  Before  the  art  of  pulveriz- 
ing a  stone  in  the  bladder  was  introduced,  the  rule 
was,  that,  when  a  calculus  became  lodged  in  the 
lu-ethra,  great  care  was  to  be  taken  not  to  push  it 
back  again  into  the  bladder,  but  to  extract  it  by 
making  an  opening  into  the  canal.  This  rule  was 
given  in  order  to  avoid  the  operation  of  litho- 
tomy, which  must  be  performed  if  the  stone  be 
made  to  pass  from  the  urethra  into  the  bladder.  But 
now  that  we  are  enabled,  by  more  gentle  means, 
to  remove  a  stone,  thus  returned  into  the  bladder, 
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-withoiitiiibjectio^tile  fpsti^  dtaiganibi 

lithotomy,  the  rule  ought  io  be  precisely  the  umb- 
tmyr-tlttt  .1%  tbe;8toiie  oughts  if  pmsibki.:  tD  be 
retuified  into  ^  ithe  ^  bladder^  and  im  bpening^nade 
to  remove  it ;  £ir,  if  this  opesatioa  be  trtmL  when 
comptred  ^ith  Uthotomyt.it  b  an  important  one 
wheit  compared  with  Jitbotrity •  The  ^  advantages 
lof  Uthotiity  are  still  more  important  when  we  Gon« 
^der  tha(t»  when  a  stone,  thus  lodged  in  the  uier 
tlura«  has.  been  removed  by  an  opening,  it  is  fre- 
quently found  necessary  to  perform  lithotomy 
Jbasides^  to  jremove  other  small  calculi  remaining 
in  tbe.bladder,  the  existence  of  which  was  ..not 
suspededf  since  the  stone  lodged  in  the  urethra 
obstructed  the  passage,  and  prev^tited  those  in 
the  bladder  from  being  ascertained.  , 

A  canal,  the  mucous  membrane  of  which  is  soft 
and  fungous,  is  disadvantageous  for  lithotrity.  It 
does  not,  in  general,  prevent  the  introduction  of  the 
instruments,  but  it  impedes  the  passage  of  the  frag- 
ments ;  for,  by  their  roughness,  they  adhere  to  the 
membrane,  which  does  not  offer  sufficient  resist- 
ance. They  are,  therefore,  often  stopped  in  their 
progress,  and  lodged  in  the  canal,  from  whence, 
however,  they  are  easily  extracted.  Canals  with 
these  kind  of  membranes  are  generally  very  large> 
and  possess  little  sensibility :  these  cases  are  moert^ 
frequently  met  with  in  old  people.  Lastly,  there 
somesubjects,  though  certainly  few  in  number, 

whomithe,  urethra  vis  sa  extremely  aenshivcihat 
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the  introduction  of  a  gum-elastic  sound  produces 
insupportable  pain.  In  some,  this  sensibility  will 
continue  in  wpite  of  all  the  means  resorted  to  with 
a  view  of  diminishing  it^  but,  in  the  generality  of 
cases,  this  disease  diminishes,  or  altogether  ceases, 
after  the  daily  introduction  of  flexible  bougies,  to 
lite  use  of  which  the  urethra  becomes  accustomed. 
But  we  must  avoid  using  bougies  so  large  as  to 
stretch  the  canal;  for  these  sensitive  subjects  can- 
not bear  too  great  extension,  and,  instead  of  being 
diminished,  the  sensibility  would  be  increased. 
-The  simple  application  of  moderate-sized  bou- 
gies to  the  surface  of  the  urethra,  produces,  in 
these  cases,  the  desired  effect  much  better  than 
distension. 

The  Consideration  of  Lithotrity  with  regard  to  the 

Prostate  Gland. 

The  state  of  the  prostate  has  great  influence  on 
the  degree  of  facility  with  which  lithotrity  may 
be  performed :  this  gland  is  situated  under  the 
neck  of  the  bladder,  which  it  sometimes  com- 
pletely envelops,  forming  a  kind  of  furrow,  in 
which  the  commencement  of  the  urethra  and  the 
neck  of  the  bladder  are  lodged.  It  is  evident 
that  the  difierence  in  the  size  and  form  of  this 
gland  will  have  especial  influence  on  the  canal 
to  which  it  is  so  closely  connected.  The  state 
of  this  gland  ought  then  to  be  particularly  exa- 
mined when  considering  the  propriety  of  per- 


WHICH   INFLUENCE   LITHOTRITY.  331 

formiog  lithotrity.  The  prostate  is  generally 
small,  and  of  a  regular  form ;  its  mechanical  use 
is  to  support  the  commencement  of  the  urethra 
and  the  neck  of  the  bladder,  and  to  give  a  d^ree 
of  steadiness  to  both  these  parts ;  but  unfortu- 
nately for  the  success  of  lithotrity,  it  is  extremely 
liable  to  become  enlarged  when  any  irritating  cause 
produces  a  determination  of  blood  to  this  part. 

When  the  prostate  is  thus  enlarged  it  impedes 
the  operation,  both  from  its  thickness  and  from 
its  breadth.  Its  thickness  often  renders  the 
introduction  of  the  instruments  difficult,  aod 
in  those  cases  where  the  neck  of  the  bladder  ia 
high  up,  the  arch  of  the  pubis  low,  the  suspen- 
sary  ligament  of  the  penis  inserted  into  a  great 
extent  of  the  symphysis,  it  sometimes  renders 
the  operation  altogether  impossible,  or  at  least 
too  painful,  which  amounts  to  the  same  thing. 
When  it  is  only  the  thickness  of  the  prostate  this 
obstacle  may  be  overcome  by  the  regular  intro- 
duction of  sounds.  We  first  employ  gum-elastic 
catheters,  into  which  stilettes,  more  or  less 
curved,  are  introduced  when  in  the  bladder,  so 
that  by  degrees  we  can  depress  the  prostate, 
and  thus  facilitate  the  passage  of  the  instru- 
ments. It  is  much  better,  when  it  can  be  done, 
to  pass  sounds  with  a  small  curve,  which  is  en- 
tirely introduced  into  the  bladder,  and  the  pros* 
tate  is  consequently  depressed  l^  the  straight 
part  of  the  instrument 


< 'When;  however,  this  ^laiid  is  vexy  much  en- 
larged,  and  has  been  so  for  a  length  of  time,  the 
iiltltniinents,  although  introduced,  cannot  be  easily 
frianoenvred,  for  the  depression  of  the  instnin]ient, 
l^ich  is  required  in  order  to  seize  the  stone,  or 
mof^  particularly  any  fragments  in  the  fundus  of 
the  bladder,  is,  by  this  cause,  rendered  painful  to 
the.  patient 

'We  occasionally  meet  with  prostates,  which, 
dthough  small,  are  very  much  developed  in  their 
centre,  so  much  so,  that  the  prominence  formed 
at  this  part  has  been  called  by  some  anatomists 
the  middle  lobe  of  the  prostate. 

We  conceive  that  such  a  conformation  would 
prevent  the  easy  introduction  of  the  instruments, 
but  we  can  say  nothing  about  it  from  experience, 
as  we  have  not  met  with  any  case  of  difficulty 
depending  upon  this  cause. 

Sometimes  the  prostate  forms  a  considerable 
cul  de  sac,  in  which  the  instrument  may  be  en- 
gagedy  and  cannot  be  disengaged  without  depress- 
ing it  considerably,  or  making  it  turn  gently  upon 
itself.  It  is  still  more  difficult  to  disengage  the 
instruments  from  this  cul  de  sacy  and  proceed  into 
the  bladder,  when  there  is  also  a  small  fold  formed 
by  the  internal  membrane  of  the  organ.  This 
fold,  of  which  we  have  already  spoken,  is  found 
at  the  lower  part  of  the  neck,  it  is  semi-circular, 
and  when  well  marked,  it  enlarges  the  cavity  of 
the  cul  de  mc,  formed  by  the  prostate. 


Lastly,  tbe  prostate  not  only  reuden  lithotpty 
difficult  from  the  thickness  it  sometimes  acquires^ 
^ut  jbiy.its  br^th  also,  which,  when  consideraM^t 
impedes^  the  operator  very  much,  and  sometUvciii 
renders  it  almost  impossible  to  seize  tlie^  stones 
or  fragmenta  when  the  patient  is  in  die  horizontal 
position.  It  is  sometimes  enlarged  by  the  de<^ 
termination  of  blood  to  which  it  is  so  liablei  more 
particularly  when  there  is  a  stone  in  the  bladder, 
to  the  diameter  of  from  two  inches  to  two  and  a 
half  from  the  upper  to  the  lower  edge,  and  as 
much  laterally :  it  raises  the  neck  and  increases 
the  cavity,  which  we  have  named  the  *'  fosse  ova- 
hire,"  the  superior  border  of  which  very  nearly  cor- 
responds to  the  lower  edge  of  the  prostate. 

Sometimes  when  increased  to  this  size^  the 
gland  encroaches  upon  the  centre  of  this  cavity, 
which  then  only  exists  laterally,  this  causes  a 
deformity  in  the  fundus,  so  that  its  antero-poste- 
rior  diameter  is  diminished,  and  the  lateral  depres- 
sions or  cavities  are  increased. 

If  with  this  enlargement  of  the  prostate  the 
bladder  still  has  sufficient  depth  from  the  anterior 
to  the  posterior  part,  the  stone,  although  remain- 
ing below  tlie  neck,  and  wedged  in  as  it  were, 
can  still  be  seized.  If,  on  the  contrary,  the  bladf 
der  be  contracted  in  its  antero-posterior  diameter, 
and  more  especially  if,  in  spite  of  this,  it  has  still 
siifficient  space  laterally,  the  stones  will  be  found 
on  either  side,  where  there  is  great  difficulty  in 
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seizing  them ;  and  sometimes  they  are  lodged  in 
such  a  manner  that  it  is  utterly  impossible  to 
obtain  them. 

Not  to  be  unjust,  however,  towards  the  pros- 
tate gland,  I  will  here  terminate  by  remarking 
that  it  is  too  often  accused  of  producing  difficul- 
ties which  result  from  totally  different  causes. 

The  Consideration  of  Lithotrity  with  regard  to  the 

State  of  the  Bladder. 

When  we  examined  the  bladder  in  relation  to 
the  instruments  of  lithotrity,  we  considered  each 
part  in  its  natural  state,  and  such  as  it  is  gene- 
rally found ;  but  there  are  some  subjects  in  whom 
there  is  malformation^  in  this  organ,  arising  either 
naturally,  or  the  consequence  of  disease ;  and  this 
sometimes  impedes  the  easy  performance  of  litho- 
trity,  and  at  other  times  maybe  so  extensive  as 
to  preclude  any  attempt. 

We  have  already  described  the  common  dimen- 
sions of  the  bladder,  and  have  shewn  that  the 
most  favourable  for  lithotrity  is  when  the  bladder 
measures  three  inches  from  the  fore  to  the  back 
part,  and  the  same  from  side  to  side.  The  recto* 
curvilinear  sound,  when  introduced,  occasionally 
indicates  much  greater  dimensions  than  these, 
and  sometimes  both  the  diameters  of  the  bladder 
are  very  small.  This  latter  condition  is  the  more 
unfavourable  in  proportion  to  the  large  size  of  the 
stone,  because  a  wide  expanse  of  the  forceps  is  then 
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particularly  required ;  sometimes  the  antero-poste- 
rior  diameter  is  only  from  an  inch  and  a  half  to  two 
inches,  which  condition  is  more  unfavourable  in 
proportion  as  the  bladder  is  lai^r  in  its  lateral 
diameter.  When,  therefore,  the  antero-posterior 
diameter  is  small,  and  the  lateral  diameter  large, 
it  is  impossible  to  seize  the  stone.  I  met  with 
one  of  these  cases  in  a  physician  in  Paris;  al- 
though the  stone  was  only  of  moderate  size,  nei- 
ther my  colleague  M.  Leroy  (D'Etiolle),  nor 
myself  could  ever  succeed  in  seizing  it,  the  in- 
strument being  introduced  and  expanded  as  much 
as  the  small  antero-posterior  diameter  would  al- 
low, only  produced  a  faint  perception  of  the  pre- 
sence of  a  stone,  which  was  always  lodged  late- 
rally, and  completely  out  of  the  reach  of  the  in- 
strument. This  patient  underwent  the  operation 
of  lithotomy.  I  am,  however,  at  present  able  to 
overcome  with  ease  all  difficulties  arising  from 
malformation  of  this  nature. 

The  form  of  the  fundus  of  the  bladder  is  also 
sometimes  altered  by  internal  hemorrhoids ;  when 
there  are  many  of  these  in  the  rectum,  they  in- 
crease the  size  of  this  intestine,  and  make  it 
project  into  the  bladder,  which  impedes  the 
manceuvres  of  the  instrument^  and  renders  it 
jDore  difficult  to  seize  the  fragments.  An  accu- 
mulation of  foecal  matter  in  the  rectum  produces 
the  same  efiect :  but  this  may  be  readily  removed 
by  means  of  an  enema. 
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In  Uie  last  place,  to  condode  our  remark*  ^okt 
the  difficulties  arisiDg  frcxn  a  malformation  of  the 
bladder,  we  sometimes  meet  with  a  disposition) 
which  has  .caused  some  bladders  to  be.  named  ^ 
columnar  bladderi.    When  this  condition  is  <mly 
in  a  moderate  degree,  it  is  of  little  importance^ 
and  does,  not  much  embarrass  the  practised  Ittho-  ^ 
tritist ;  but  when  it  is  to. such  an  extent  that  the: 
mucous  membrane  forms  small  pouches,  the  merer 
evident,  in  proportion  to  the  contraction,  of  the  - 
bladder,  it  becomes  a  serious  inconvenience^  aadr- 
requires   the  greatest  possible  caution  in.ma' 
nqpuvring  the  instruments,  and  also  in  selecting 
instruments  30    constructed,   that  the     hooked. 
e;^treaiitie3 :  of  the    branches   should   come,  r in  ^ 
cpntact  with  the  irregular  parietes  of  the  oi^gan  m^ 
rarely  as  possible.    It  is  only  by  cautious  and  skil- 
ful manqeuvres  that  we  can  avoid  entangling  the 
forceps    in    these    kind    of    sinuses,    especially 
when  the  stone  to  be  destroyed  is  of  large  size. 
These  sinuses  are  sometimes  so  extensive  that 
they  produce  not  only  depressions,  but  absolute 
pouches,  varying  in  size. 

The  pouches  are  not  formed  by  the  mucous 
membrane  only  dipping  down  between  the  mus- 
cular ^bres,  which  constitute  these  cords,  called 
columns,  but  they  are  organized  sacs,  having  a 
layer  of  muscular  fibre  covered  by  the  mucous 
membrane,  so  that  they  resemble  small  bladders 
superadded  to  the  large  one.     It  Ls  evident  that 
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yhemHmkamam  lAaMmytettnH  these  anmifeliefl, 
Uthottitf  beconet  cf  a  very  eiMCfire  and  uticel^ 
taio  tf^ioition.  For*  if  oafeuli  are  fbrned  ifl^ 
audi  liladden,  tfwy  will  at  one  monient  be  found 
in  die  fundus;  the  next  moment  the  instra*- 
ment  iriH  not  be  able  to  detect  them«  on  aof 
couiit  of  their  getting  lodged  in  one  of  thes^' 
pcmcheSy  from  which  they  will  sometimes  escape; 
if  the  cavity  has  a  large  opening,  but  if  it  be 
small  they  remain  there,  and  occasionally  ac- 
quire a  very  considerable  size. 

These  anomalies  are  not  so  uncommon  M' 
might  be  imagined,  for  we  have  seen  a  g^neat 
mainy  specimens  in  various  museums;  those  at-^ 
taohed  to  the  different  hospitals  in  London  in 
particular,  contain  numerous  examples,  which 
have  been  collected  during  the  last  few  yearly' 
and  which  not  only  shew  the  malformation  we 
now  qyeak  of,  but  afibrd  us  many  examples  w^ 
require,  namely,  that  these  pouches  or  sacs  con- 
tain a  number  of  stones  more  or  less  developed. 
We  can  readily  conceive,  that  when  this  is  the 
case,  the  surgeon  requires  all  his  tact  and  long 
pnetice  to  discover  it ;  this  he  may  accomplish 
by  Ikeatis  of  the  rtcto-cwrvilmear  sound,  wi^ 
wideli  a  most  delicate  and  accurate  examinaddh 
of  t  bhdd^  thus  diseased  can  be  made.  Suc^ 
a^Maidder  iM>metimes  presents  difficulties  quite 
iiMtlMMmtabTe'tb  thelhhotomist  as  well  as  to  tlie 
Kliia»ilfcfc- 
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• «  Lastly,  there  are  bbulders  which  have  t^m 
imd  evea  tiiree  lobes,  that  is  to  sayv  whidi  Ate 
icMiposed  of  two  or  three  cavities,  thejmnoipal 
one  of  which  communicates  with  the  ^  uretiira» 
and  the  others  communicate  with  this  priaci- 
pal  one/ by  openings  varying  in  si^^,  son^e  of 
which  are  not  larger  than  the  internal  orifice 
of  the  urethra ;  so  that  each  of  these  lobcis'  re-' 
semfales  a  sikiall  bladder,  furnisfaed  with  its  se- 
parate neck.  The  two-lobed  bladders,  having 
a  lobe  in  front  and  one  behind^  are  the  modt 
(common  of  these  m^fonnations  j  when  the  open- 
ings by  which  they  ^xmmiunicate  is  very  smaiB, 
mnd  not  in  the  centre,  this  peculiar  f(X*miUion 
would  idmost  certainly  escape  the  most  attentive 
esamination> '  but  whea  the  communication  is 
large,  the  surgeon  can  obtain  a  sufficient  idea  of 
it,  to  direct  him  in  his  examination  and  to  regu- 
late his  line  of  conduct. 

These  malformations,  though  not  near  so  com- 
mon as  the  sacculated  bladders,  are  yet  frequently 
met  with.  I  have  seen  several  examples,  and 
possess,  myself,  a  bilobed  bladder,  having  a  lobe 
in  front  and  one  behind,  in  each  of  which  there 
is  a  stone.  It  is,  however,  important  to  know, 
that  if  these  bilobed  bladders  are  uncommon, 
there  is  frequently  a  disposition,  which  may  be 
considered  as  a  similar  developement  in  a  slight 
degree.  In  fact,  we  meet,  (and  I  have,  myself, 
seen  an  example  in  a  patient,)  with  bladders,  which 
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are  not  absolutely  biiobed,  but  io  the  centre  of 
which  there  is  aa  evidcDt  contraction^  which 
it  sometimes  owing  to  an  organic  disposition  that 
at  one  time  gives  an  absolute  form,  and  at  another 
time  a  relative  form  to  the  organ ;  what  is  meant 
by  a  r^tive  and  absolute  form  has  been  already 
eiqilained. 

The  dimensions  of  the  bladder^  considered  itt 
an  absolute  manner,  also  give  the  means  of 
judging  the  degree  of  &ciiity  with  which  litho* 
tcity  may  be  performed.  When  the  bladder  la 
very  small  or  very  large,  especially  in  its  latent 
diameter,  it  is  a  less  favourable  condition  than 
whettit  is  of  a  moderate  size ;  when  too  small,!ft 
is  difficult  to  grasp  the  stone  from  the  want  of 
space  to  expand  the  branches ;  when  too  large, 
a  amall  stone  or  fragment  is  often  sought  for 
daring  a  long  time :  for,  scattered  in  a  large 
fundus,  they  do  not  so  readily  fall  between  the 
branches  of  the  instrument.  When  the  bladder 
is  o£  moderate  size,  every  thing  goes  on  easily  { 
both  small  and  lai^  stones  pass  with  greater 
facility  into  the  axis  of  the  instrument,  and  fall 
under  its  action  more  rapidly  and  with  less 
trouble* 

A  diseased  state  of  the  bladder  will  also  pro<> 
cure  numerous  indications  of  importance  for  the 
lithotritist. 

A  catarrh   of  the  bladder  is  a  very  common 

z2 


^4P  ON   THOSE   CIRCUMSTANCES 

disease  in  calculous  patients^  and  it  gives  rise  to 
considerations  of  importance  to  our  operation. 

The  first  of  these  is^  that  a  patient  seldom  has 
a  stone  and  a  catarrh  of  the  bladder,  without  the 
latter  being  symptomatic  of  the  former ;  it  is 
only  when  the  stone  has  existed  for  a  long  time, 
when  the  bladder  is  contracted  and  thickened^ 
that  the  catarrh  becomes  idiopathic,  that  is  to  say, 
that  it  does  not  cease  when  the  stone  is  removed. 
A  proof  of  this  is  found  in  patients  who  have 
undergone  the  operation  of  lithotomy,  and  have 
been  cured,  but  still  retain  a  catarrh  of  the  blad* 
d^r .  after  the  wound  has  healed.  These  ex- 
amples are  rare,  because,  when  the  bladder  is 
thus  catarrhal,  hypertrophied,  and  much  diseased 
in  its  structure,  it  is  seldom  that  patients  recover 
after  lithotomy.  As  long  as  the  diseased  state 
of  the  mucous  membrane  is  not  combined  with 
9  diseased  state  of  the  muscular  and  cellular 
tissues,  producing  the  thickening  of  the  coats  of 
the  bladder,  and  that  rigidity  which  prevents  its 
being  distended,  catarrh  does  not  prohibit  the 
operation. 

We  have,  in  fact,  performed  this  operation  on 
several  patients  who  were  thus  affected,  and  who 
did  not  appear  to  have  any  increase  of  sensibility 
when  the  organ  was  touched ;  among  these  cases, 
two  more  particularly  had  so  much  catarrh  of  the 
bladder,  that  the  mucus  deposited  each  night  at 
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the  bottom  of  the  vessels  weighed  seven  or  eight 
ounces,  these  patients  underwent  the  operation  of 
lithotrity,  and  were  relieved  both  from  their 
stone  and  their  catarrh. 

In  both,  we  observed,  that  each  repetition  of 
the  operation  was  followed  by  an  evident  dimi- 
nution in  the  quantity  of  mucus,  it  did  not^ 
however,  entirely  disappear  till  some  days  after 
the  patients  recovered.  In  these  subjects  it  was 
as  easy  to  distend  the  bladder  as  in  other  cases. 
We  do  not  mean,  by  these  examples,  to  prove 
that  the  bladder  may  be  thus  easily  distended  in 
every  case  of  vesical  catarrh,  we  only  wish  td 
shew,  that  this  affection  of  the  mucous  membrane 
does  not  prohibit  the  use  of  the  lithotritic  instru* 
ments,  when  there  is  facility  in  distending  the 
organ,  for  the  disease  is  then  confined  to  the 
mucous  membrane  only. 

If  the  muscular  coat  has  been  long  involved, 
the  bladder  becomes  small  and  contracted,  and 
impedes  the  action  of  the  instruments  by  its 
small  diameter,  and  often  also  by  the  extreme 
sensibility  it  then  has. 

Although  a  simple  mucous  catarrh  does  not 
prohibit  the  operation  of  lithotrity,  it  is  not  the 
same  when  it  is  muco-purulent,  especially  if 
attended  with  a  hemorrhagic  disposition  ;  for  this 
catarrh  is,  generally,  found  in  those  who  have 
suffered  from  stone  for  a  long  period,  and  in 
whom,  consequently,  the   calculi   have  acquired 


■^ 


considerable  size,  which  is  in  some  cases  anofh^i' 
prohibition ;  it  is  also  very  frequently  accompanied 
with  great  disease  in  the  kidnies.  These  patients 
are  not,  therefore,  fit  subjects  fur  lithotrity,  but 
it  is,  perhaps,  even  more  hazardous  to  perform 
lithotomy  upon  them.  Let  it  be  understood  that 
I  now  speak  of  muco-purulent  and  sanguineous 
catarrhs,  which  have  existed  for  a  very  long  time, 
and  always  remain  in  the  same  state,  and  not 
of  those  which  occur  accidentally,  and  at  distant 
intervals. 

Thus,  the  mucus  of  the  bladder  only  prohibits 
lithotrity,  when  the  stone  is  very  large,  and  when 
there  is  also  contraction  of  the  organ,  arising 
from  the  thickening  of  its  coats  ;  it  is  quite 
clear,  that  if  the  stone  be  small,  though  the  blad- 
der  be  catarrhal  and  contracted,  lithotrity  is  prac- 
ticable, not  only  on  account  of  the  absolute 
smallness  of  the  stone,  but  because,  being  small, 
it  can  only  be  of  recent  formation,  and  the 
contraction  of  the  bladder  is  not  caused  by  the 
thickening  of  its  coats,  but  by  the  irritation  arising 
from  the  presence  of  the  calculus,  which  is  then 
most  commonly  light,  friable,  and  easily  pul- 
verized, but  presents  small  crystals  which  re- 
semble needle-points.  When  speaking  of  the  dif- 
ferent kinds  of  calculi,  we  explained  the  reason 
■why  stones  of  this  sort  caused  so  much  irritatic 
and  catarrh  of  the  bladder  in  so  short  a  time. 

As  lithotrity  can  only  restore  calculous  patients 
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when  the  fragments  of  the  stone  may  be  expelled 
by  the  action  of  the  bladder^  the  contractile  power 
of  this  organ  ought  to  be  ascertained  before  de^ ' 
ciding  4ipon  the  operation.  Thus  a  complete  and 
permanent .  paralysis^  arising  from  some  injury  to 
the  medulla  spinalis,  and  accompanied  with  symp* 
toom  which  denote  that  the  other  organs  par* 
tiqipate .  in  this  paralysis,  at  once  decides  the 
impropriety  of  lithotrity»  for  the  fragments  will 
not  be  expelled.*  The  evil  is  not,  however,  very 
great,  for  in  these  cases,  the  stone  does  not 
generally  cause  much  pain,  and  in  the  state  of 
partial  insensibility  in  which  the  patients  are» 
they  care  little  about  being  relieved  from  an  in- 
convenience which  is  diminished  by  the  sedentary 
life  they  are  obliged  to  lead. 

JS^ween,  however,  a  state  of  perfect  insen- 
sibility: and  complete  loss  of  contractility,  and  the 
healthy  and  natural  state  of  the  bladder,  there 
are  viany  intermediate  degrees,  which  may  give 
lise  to  some  special  considerations. 

If  the  non-contractile  state  of  the  bladder  be  so 
great  as  to  lead  us  to  conclude  that  the  fragments 
will  be  passed  slowly  and  with  difficulty,  we  must 
take  into  consideration  the  size  of  the  stone ;  for 
if  it  is  large,  it  is  probable  that  the  bladder  will 
aot  be  completely  emptied  of  all  the  fragments, 

*  I  ooeemore  Tffaark,that  when  thift  wm  wriaeOf  the  enawtiQg 
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^ii^y^  it;  is  smallt  tli/e  ^t^mmts  miiy  more^eaatly 
)^.  f^xtf^qted^,  if  t^ey  oanqot  be  expelled^ 
,^({|f,,thQ^li9fi-PQntJ^a6tile  fitilte.be  moderate,  9nd  if 
the  patient  void  his  unAe£^y/ though  hcidpn 
|i]9t  ;COinpletely :  empty  :tb0  bbuldeij^  ^ithotrifcy  should 
tjien  be  ittteniptedr  .eyem  4iItbou^  the  rstane  cmay 
be  large,  for  the  operation  in  these  cases  has 
ithe  salutary  eilect  of  giving  energy  to  the  bladder, 
jff^  qaufdng  it  to  expel  the  fragments  with  fiuffi* 
^^yept  jK>wer«    We  have  successfully  treated  one  of 
^tjiese  cases,  in  ivbich  the  apathy  of  the  bladder 
ffm^o^  great,  together  with  the  want  of  energy  in 
llbe  patient,  that  the  urine»  sometimes,  came  away 
/roe^  the  actual  ovediowing  of  the  bladder,  so  as 
^  wet  the  sheets  of,  the  bedi  during  the  night, 
lifter  the  two  first  sittings  this  patient  did  not  pass 
j^ny  fragments,  but   after  the  third,  they  came 
.;away  in  considerable  quantities  for  several  succes- 
sive days.     This  patient  was  completely  cured, 
iand  with  the  more  facility,  because  the  bladder 
possessing  little  sensibility,   and  remaining   dis- 
tended a  long  time  without  contracting,  was  in  a 
most  favourable  condition  for  the  rapid  destruc- 
tion of  the  «tone ;  the  progress  of  the  operation 
was  therefore  much  expedited,  from  the  patient  af- 
fording me  more  time  at  each  ^^  stance"  for  the  man- 
oeuvring of  the  instruments  ;  this  stone,  although 
large,  was  destroyed  in  four  applications.     I  have 
met  with  other  patients,  io  whom  there  was  a  sort 


of  inefdlt  in  tb^  bladdery  wMcfc^dlUl^nMccmrpI^eiy 
enqity  itself/ but  Ibis  8tete  iyi^ay«*eeased>  uniit 
the  action  of  the  instimttietits/iri  the  flKathetaaiii 
neriiB.it'  yield%  ^ben  theife^  Is  no  stotae;  to  the 
ngnlar use «f the ^»rtheter.  '^  '  "'-^ 

I  Vetieal  'polypi  and  grovnhir  ni^  dceiiSfonafl^ 
foond'dn  tkis  ovgan^  and  must  infltfeAite  the  Mtf- 
tiets  o^lithotntjr.  j     »         .d 

.;>Iit$<  evident  that  if  a  anrgeon  meets  with  one 
of  tiiese' 'oases/  he  wi)l  acquire  some  idea  of  tlifc 
Btatsv  if'hn  is  not  absolntely  convinced  of  it»  frond 
ficbniiar '  sensations  be  would  feel  with  tlife 
he  must  then  proceed  with  the  greateft 
care:  and  pradence,  and  entirely  forbear,  if  he  is  ill 
alLdoubtfuK  We  have  never  met  "with  suctr  Ji 
ease^ior  at  leasts  which  we  have  ascertained  to  be 
such;  but  we  think  that  it  would  be  easily  dib- 
tinguished  when  the  growth  is  so  large  as  to  fteat 
ia  tile  bladder  and  be  seized  between  the  branches 
fii  the  forceps.  It  mighty  perhaps,  be  desirable 
to -ttaoiove  these  formations,  if  we  possessed  exaet 
certainty  as  to  the  state  of  things,  but  as  this 
cect^niy  can  only  be  obtained  with  great  diffi- 
culty, it  is,  probably,  the  best  course  not  to  inter- 
fere .with  them.  .  To  decide,  therefore,  in  a  cas6 
of /this,  description,  we  must -first  meet  with  one, 
and.  after  a  most  attentive  examination,  aftcir 
JmFMig!  (repeatedly,  by  the  same  manoeuvres,  ascer- 
tained the  presence  of  a  soft;  and  floating  sob- 
stance^in  the.same^sitllatJont  we  may  theo#  withowt 
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decid&'.ta  remove  it,  eiH^er  witb.tha 
li)liK)tii(ic  fbrcepS)  or  with  some  instrument  iiiT 
▼ented  for  the  purpose. 

.  Sometimes  the  mucous  membrane  of  the  \AbA^ 
der  is  simply  soft  and  fungous;  such  a  stnte 
4oes  not  absolutely  prevent  the  operation,  but  it 
id' disadvantageous  to  it,  in  as  much  as  the  £rag^ 
inents  are  not  so  readily  felt,  nor  so  easily  .seized ; 
and,  moreover,  these  kind  of  bladders  bleed  <m 

« 

tbe  slightest  touch  of  the  instrument^  which 
mftders  the  operation  lesa  satisfactory  to  the  litho* 
tritisjt,  who,  in  common  cases,  where  the  operation 
ia  well  performed,  ought  never  to  cause  jmy 
^effusion  of  blood.  But»  however,  these  patients 
witii  fnngo^id  and  bleeding  bladders,  are  generally 
relieved  after  the  operation :  a  circumstance  I 
have  frequently  observed  to  be  in  direct  ratio  of 
the  blood  lost;  let  it  be  understood  that  this 
hemorrhage  must  only  be  produced  by  the  instru- 
ment simply  coming  in  contact  with  the  mem* 
brane,  and  not  by  any  injury  done  to  the  organ 
by  an  unskilful  manoeuvre^ 

-  A  varicose  state  of  the  veins,  at  the  neck  of  the 
bladder,  is  also  an  unfavourable  circmnstance  to 
the  rapid  progress  of  litbotrity.  It  does  not  pre- 
vent the  introduction  of  the  instrument,  but  it 
impedes  the  passage  of  the  fragments. 

LasUy,  a  great  degree  of  organic  derangement, 
whether  in  the  bladder  itself  or  in  the  surrounding 
pajts,  may  render  lithotrity  difficult,  or  ibrbid  it 
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a\togethw.  We  i^hall  not' stop 'to  detail  whml 
all  these  changes  may  bey  but  we  will  point  <nit 
the  nature  of  some  of  them^in  order  that  what 
we  aflade  to  may  be  understood.  For  example,  a 
malformation  of  the  pelvis,  an  exostosis  from  the 
interior  of  this  cavity,  unnatural  adhesions  of  the 
bladder,  hydatids,  an  enlarged  ovary,  or  pre9* 
nancy,  may  alter  the  form  of  the  bladder,  and 
impede  the  operation. 

Another  cause  which  renders  lithotrity  difficult, 
is  the  great  degree  of  contractility  of  the  bladder 
in  some  subjects;  whether  the  organ  be  at  the 
same  time  possessed  of  great  sensibility,  or  whether, 
on  the  •  contrary,  this  sensibility  is  only  in  m 
slight  degree,  although  the  parts  are  healthy,  a 
small  stone,  not  long  formed,  sometimes  produces 
such  a  state  of  spasm  and  contraction,  that  the 
operation  is,  in  most  cases,  rendered  painfuL 
We  have  seen  in  these  patients,  to  what  an  ex- 
tent  the  contractile  force  of  the  bladder  may 
arrive ;  sometimes  it  allows  a  moderate  injection 
of  water,  but  when  introduced,  the  liquid  is  imme- 
diately  expelled  with  great  force,  although  an  instnu 
ment  has  been  used,  apparently  of  sufficient  size  tm 
stop  up  the  canal.  But  in  other  cases  this  contrac* 
tion  is  80  powerful,  that  it  will  scarcely  allow  one 
or  two  ounces  to  be  injected.  In  other  cases  the 
water  does  not  escape,  but  the  instrument  is  instan* 
taneoiksly  grasped,  and  can  no  longer  be  moved ; 
this  Contraction  presently  ceases,  and  allows  the 


848  ON   "FftOSfi   ClRCUMSTANCETi 

operatibtl  tb  be  odhtinit^d  for  a  short  time.  These 
ai*e  some  of  the  difficulties  caused  by  great  con- 
t!*actility  in  the  bladder  ;  we  think  that  in  a  case 
6f  this  kiiid,  when  the  stone  is  very  large,  the 
operation  is  prohibited,  provided  this  state  of  the 
orga^  cannot  be  I'etnedied  by  any  means,  such  as 
^ntiphlo^stics  or  sedatives. 

We  have  explained  in  our  examination  of  the 
physiolo^cal  functions  of  the  bladder,  the  la^S 
Which  regulate  these  contractions  ;  these'  laws,  if 
well  understood,  will  regulate  the  conduct  of  thft 
surgeon,  when  the  contractions  come  on  during 
the  operation. 

The  Consideration  of  Lithotrity  with  regard  to  the 

State  of  the  Stone. 

As  we  have  devoted  a  chapter  to  the  exami- 
nation of  calculi,  and  the  influence  which  their 
position,  form,  size,  and  number,  may  have  upon 
the  success  of  lithotritj^  we  shall  now  confine 
ourselves  to  some  propositions,  each  of  which  will 
in  a  brief  manner  explain  the  degree  of  influence 
which  the  calculi,  under  each  of  these  relations, 
may  have  upon  the  operation. 

Thus  we  lay  down  as  a  rule,  with  regard  to 
position,  that  the  further  a  stone  is  from  the  axis  of 
the  instrument,  the  more  difficult  it  is  to  seize, 
unless  an  instrument  be  discovered  having  its 
centre  of  action  out  of  the  axis  of  the  straight 
tube. 
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That  with,  regard  to  their  ibrm^the  more  rouod 
or  flat  a  stone  is,  the  easier  it  is  to  seize  and 
to  destroy;  for  these  two  fomu  are  inore  pari 
t^cularly  adapted  to  the  power  of  the  instruments. 
That  as  regards  their  size,  lithotrity  j^  easier  aod 
moie  rapidly  performed  the  smaller  the  stone  is« 
That  as  regards  their  number,  the  size  being  the 
siusef  it  is  easier  to  destroy  one  stone  than  a  great 
f^aay.  That  as  regards  the  nature  of  their  sur- 
^e»  the  smoother  a  stone  is,  the  more  difficult 
it  is  to  seize^  especially  when  it  is  rather  large.      > 

These  axioms  may  perhaps  appear  worthless 
and  too  simple  to  claim  a  place  in  this  article ;  but 
let  it  be  remembered,  that  lithotrity  is  not  equally 
clear  to  every  body,  and  that  there  are  acme  who 
consider  it  as  an  operation  which  ought  to  be 
equally  successful  in  every  subject;  that  it  is 
equally  practicable  when  the  stone  is  small,  as 
when  it  is  large }  in  a  case  where  there  are  many 
calculi,  as  when  there  is  a  single  stone;  when  the 
Uadder  is  capacious,  unirritable  and  healthy,  as 
when  it  is  small,  irritable  and  diseased^  it  will  no 
longer  excite  surprise  that  we  lay  down  principles 
so  easy  as  to  be  disregiarded  by  some  of  our  readera 
foi  their  simplicity.  May  they  cause  this  operation 
to  be  considered  in  a  more  philosophical  point  of 
view,  and  convince  medical  meui  that  if  tliey  have 
^n  patients  in  a  favourable  condition  who  have 
bfid  a  small  stone  removed  by  a  simple  instrument, 
tedious  in  its  action,  and  employed  on  all  occasions ; 


thereareoth^  cades  Uiat  eatmotbeprodeiitly  trd^ed 
by  the  same  means^  apd  which  require  more  ptotnpt 
s^d  efiicient  applioatidns.  We  must  not,  i^owt^vec^ 
dmit  to  mention/that  the  most  direct  prohibition  tb 
the  operation  of  lithotrity,  is  when  the  stone  is  so 
large  as  to  fill  the  cavity  of  the  bladder,  so  as  not  to 
allow  of  the  introduction  of aD  instrument  capable  of 
seizing  and  destrojdng  it.  It  is  as  well  to  mejltioi^ 
bere,  in  order  to  solve  a  question  Irequently  ai^ed 
by  unreflecting  persons :  that  there  mustaltl^ays^be 
sufficient  space  in  the  bladder  to  allow  tiie  instni- 
ttients  to  be  properly  manceuvred,  and  to  contain 
f her  stone  to  be  destroyed.  With  this  we  condode 
this  chapter^  devoted  to  die  consideration  of  those 
cirenmstances  which  may  contribute  to  the  sue* 
cess  of  the  operation  of  lithotrity,  which  may  ren- 
der it  difficult,  or  prohibit  its  application. 

We  trust,  that  after  having  thus  minutely  ex- 
amined successively  those  organs,  and  their  dif- 
ferent parts  which  may,  by  deviating  from  a  natu- 
ral state,  oppose  the  success  of  the  operation ;  after 
having  explained  also  the  difficulty  each  may  give 
rise  to,  we  have,  as  it  were,  dissected  our  subject, 
and  exposed  each  part;  we  have  seen  how  ne- 
cessary these  considerations  are  to  the  surgeon- 
lithotritist,  how  many  particular  circumstances 
he  must  acquaint  himself  with,  and  how  much 
tact  and  delicacy  are  required  in  order  to  perfonn 
this  operation  in  a  proper  manner.  His  art  exacts 
constant  attention,  continual  care,  great  skill,  and 


loi^^udyi.  to  ennble  him.  to.  decide  upon  die  pcor 
ptriety  of  undertaking  the  opera4Aont  or  upon  the 
propfiety  of  coDtinuiog  it  when  once  beguii.<  As 
loi^  aa.  the  patient  is  in  a  favourable  condidoOv 
midcye  aged,  with  a  small  stone,  a  large  urethra, 
a  moderate-sized  bladder,  well  formed^  and  not 
irritaUe*  the  means  of  obtaining  a  cure  may  be 
«aaily;  chosen  and  employedf  at  least  as  &r  as  the 
action  of  seizing  the  stone  with  gentlenessi  of  re- 
ducing it  to  fragments^  of  taking  these  fragments 
and  againreducing  them,  can  be  easy.  But  when  the 
circumstances  are  no  longer  &vourable,  when  th^ 
stone  i»  large,  the  bladder  irritable  and  contracte4» 
tuatadc  is  no  longer  the  same ;  more  skill,  more 
tact  are  required ;  the  instruments  must  be  more 
powerful,  more  expeditious  in  their  action,  and 
the  surgeon  must  also  have  the  power  of  deciding 
^ekly,  what  ought,  and  what  ought  not  to  be  done* 
The  lithotritist  cannot  always  immediately  de- 
cide upon  the  propriety  of  operating  or  not;  he 
is  often  obliged  to  hesitate :  on  one  side  circum- 
stances induce  him  to  believe  that  it  is  right  to 
cerate;  others  may  lead  him  to  rgect  the  at^ 
tempt,  and  he  remains  undecided.  This  inde^ 
dsion  might  be  painful  to  him,  did  he  not  know 
that  lithotrity  presents  the  consolation  of  safely 
attowing  attempts  to  be  made.  The  more  perfect 
are  hia  instruments,  the  greater  is  their  power  on 
the  yStone  j  and  the  more  genUy  he  manceuvres 
them  iu  the  bladder,  the  greater  is  the  confidence 
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with  which  he  may  employ  them ;  by  being  careful, 
and  especially  prudent,  he  may  try,  by  appljring 
the  instrument  itself,  whether  the  operaticm  will 
be  advantageous  to  his  patient* 

He  knows  that  lithotrity  is  not  like  lithotomy ; 
if  the  latter  is  an  operation  which  cannot  be  regu- 
lated in  its  performance,  which  cannot  be  accom- 
modated to  the  susceptibility  of  the  patient,  nor 
be  suspended  at  will,  to  be  continued  at  aoaie 
future  period. — On  the  contrary,  he  knows  tl^ 
lithotrity  is  regulated  by  the  desire  and  suscep^ 
tibility  of  the  patient,  and  by  the  will  of  the  sur* 
geon,  that  he  can  stop  the  attempts,  can  Tepe$t 
them  at  long  or  short  intervals  of  time,  aad^ 
lastiy,  can  accommodate  every  step  of  the  ope^ 
ration  to  the  feelings  of  the  patient. 

Fortunate  are  we  to  possess,  in  a  doubtful  case, 
the  means  by  which  we  can  in  some  measure 
regulate  the  intensity  of  an  operation,  and  try 
what  will  be  the  result ;  stop  if  the  symptoms  are 
unfavourable,  or  continue  if  they  answer  our  ex* 
pectations.  In  this  manner  the  surgeon  may, 
oflen  step  by  step,  succeed  in  curing  his  patient ; 
or  even  if  his  attempts  are  not  completely  suc- 
cessful, he  generally  finds  in  his  careful  and 
prudent  endeavours  the  satisfaction  of  seeing  that 
he  has  produced  a  degree  of  relief  from  pain,  to 
which  the  patient  had  long  been  a  stranger. 


(    863    ) 
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I  RAVE  now  arrived  at  the  point  which  finishes 
first  part  of  my  work.  In  this  is  included  all 
diat  constitutes  the  theoretical  part  of  lithotrity-^ 
in  inj  own  conception,  at  least,  and  probably  in 
the  opinion  of  all  practitioners,  who  will  admit 
that  the  instruments  which  destroy  calculi  with 
tiie  greatest  rapidity,  and  with  the  fewest  painful 
aenaations  in  the  organ,  are  those  which  ought  to 
be  ccmsidered  as  types  expressive  of  the  powers 
and  capabilities  of  lithotrity.  I  think  I  may  say 
that  I  have  arrived  at  this  favourable  result,  in 
many  respects  at  least. 

Keeping  in  mind  the  limited  size  and  expansion 
which  can  be  given  to  the  instruments — limits 
which  are  fixed  by  nature,  and  therefore  cannot 
be  enlarged — I  do  not  think  that  the  action  by 
which  a  spherical  stone  is  grasped,  fixed,  and  exca- 
vated, can  be  rendered  more  sure  and  extended 
than  it  now  is  with  my  **  ivideur  it  forceps'^  Nei- 
ther do  I  think  it  possible  to  give  an  easier  or 
more  powerful  action  than  that  which  is  displayed 
in  my  *^  brue^oque,''  for  the  destruction  of  flat 
stones,  and  more  especially  of  all  kinds  of  frag- 
ments. 
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I  believe  these  two  instruments  not  only  com- 
bine all  the  mechanical  advantages  of  which  they 
are  susceptible  as  the  destructive  agents  of  vesical 
calculi ;  but,  speaking  from  experience,  I  am  of 
opinion  that  no  part  could  be  taken  away,  or  su- 
peradded, with  advantage. 

My  "  virgulCf^  though  an  efficient  instrument, 
and  one  which  has  already  rendered  me  great  ser- 
vice, is,  I  believe,  susceptible  of  amelioration } 
and  it  at  present  engages  my  attention.  It  is  the 
only  combination,  however,  which  has  appeared 
to  me  hitherto  capable  of  endowing  the  three- 
branched  instruments  with  as  energetic  an  action 
as  its  original  construction  will  permit. 

My  rectangular  bed  has  left  me  nothing  to  desire 
since  I  first  commenced  to  operate  upon  it  It 
perfectly  answers  every  object  for  which  it  was 
constructed,  and  equally  satisfies  all  that  the  sur- 
geon or  science  can  exact.  The  **  support  jixe^ 
is  perfectly  immoveable  when  it  maintains  the 
instrument,  which  it  seizes  with  the  greatest  faci- 
lity and  rapidity.  Nothing  more  can  be  said  with 
respect  to  it. 

The  only  thing  which  has  yet  left  me  seriously 
to  desire,  is  a  combination  better  adapted  to  grasp 
and  break  up  thick  oval  stones  than  the  three- 
branched  instruments.  These  forceps  do  not 
answer  well }  a  new  construction  is  required,  as  I 
have  already  said,  and  I  am  at  this  moment  ac- 
tively engaged  upon  it.     I  venture  to  hope  tliat 
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the  route  I  have  taken  will  lead  to  the  production 
of  a  system  which  may  act  upon  these  stones  more 
rapidly  and  effectually  than  the  system  of  gradual 
wearing  away^  or  even  of  crushing^  effected  by  the 
"  brise-caque :" — It  is  the  system  of  percussion^  esta- 
blished on  principles  hitherto  unknown.  As  soon 
as  I  shall  have  the  satisfaction  of  solving  this  new 
problem,  I  shall  believe  I  have  filled  up,  with  the 
greatest  advantage,  the  extensive  map  I  marked 
out  when  I  first  devoted  myself  to  the  study  of 
lithotrity. 

I  have,  in  accordance  with  my  promise,  indi- 
catedy  in  a  clear  manner,  whatever  regards  my 
instruments.  I  have  shewn  every  thing  connected 
with  their  construction,  their  mechanism,  and  their 
action  on  the  stones — one  thing  only  is  wanting 
to  a  perfect  knowledge  of  them,  and  that  is  a 
description  of  their  manoeuvres  in  their  minute  de- 
tails ;  but  this  is  an  undertaking  of  a  different 
nature,  which,  from  its  importance,  must  form  a 
separate  study,  and  which  ought  to  be  the  result 
of  long  experience.  I  have  only  given  in  this  part 
of  my  work  the  body  or  material  (le  corps),  as  it 
were,  and  not  the  mind  or  spirit  (resprit). 

When  they  may  be  said  thus,  figuratively  speak- 
ing, to  be  endowed  with  their  mind,  will  be,  when 
I  shall  put  them  in  contact  with  the  stone  in  the 
bladder,  and  when  I  describe  how  they  ought  to  be 
manoeuvred;  orin  other  terms,  it  will  be  when 
I  speak  of  and  define  the  operation  ;  then,  by  the 
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marks  of  reference,*  I  shall  animate  and  give  them 
a  language  j  in  teaching  how  they  are  to  be  pre- 
pared, to  prevent  the  escape  of  water,  I  shall  make, 
them  instruments  available  and  efficient  for  the 
purposes  of  doing  that  in  the  bladder  which  they 
could  before  effect  without. 

I  shall  shew  the  manner  of  rendering  cathe* 
terism  or  sounding  ejpactly  indicative  of  the  stone 
to  be  destroyed,  and  teach  in  what  manner  the 
calculus  ought  to  be  placed  in  the  organ,  in  order 
that  the  instrument  may,  with  the  greatest  faci- 
lity, be  made  to  execute  the  double  action  of  seiz- 
ing and  destroying. 

I  will  explain  and  demonstrate  by  diagrams, 
which  shall  represent  the  instruments  in  action 
in  the  bladder,  how  the  manoeuvres  ought  to  vary 
according  to  the  accidental  positions  of  the  stones ; 
and  will  also'  explain  what  must  be  done  to  expand 
the  instruments,  support  the  branches,  attack  the 
stone,  fix  it,  and  finally  operate  its  pulverization, 
with  the  smallest  expenditure  of  time,  and  the  least 
complicated  manoeuvres.  We  shall  find  that  these 
different  periods  of  the  operation  have  invariable 
and  precise  rules  which  are  susceptible  of  expla- 
nation, and  even  of  mathematical  demonstration  ; 
for  it  will  be  admitted  that  the  manual  part  of 


*  These  marks  are  drawn  on  the  plates ;  but  in  the  second  part 
I  will  explain  with  what  intention  they  are  thus  disposed,  without 
which  they  can  only  convey  an  imperfect  idea. 
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lithotiity  consists  in  the  contact  of  bodies ;  which 
is  an  affair  entirely  physical,  and  which  may  con- 
sequently be  subjected  to  methods  of  proceeding 
rigorously  fixed 

It  will  be  explained  under  what  circumstances, 
and  at  what  degree  of  inclination,  my  bed  may  be 
useful,  when  it  is  necessary,  and  what  degree  of 
influence  this  inclination  ought  to  have  on  the 
success  of  the  operation — whether  it  be  in  the 
preliminary  stage  of  placing  the  stone — or  when 
we  endeavour  to  seize  it — or,  in  fine,  when  we 
would  moderate  the  contraction  of  the  organs. 

I  will  demonstrate  the  position  which  ought  to 
be  given  to  the  instruments  during  their  action 
in  the  interior  of  the  bladder ;  and  will  shew  that 
this  position  must  be  varied  under  different  cir- 
cumstances. 

It  will  be  explained  what  are  the  rules  to  be 
observed  in  order  to  inject  the  bladder  conve- 
niently ;  and  it  will  be  proved  that  there  are  cir- 
cumstances in  which  an  indication  like  this,  though 
of  quite  a  secondary  nature^  is  nevertheless  suscep- 
tible of  considerations  of  no  small  importance. 

The  method  of  performing  the  rectilinear  cathC' 
terism  with  ease,  and  the  means  of  rendering  it 
practicable  when  it  is  not  so,  will  be  described, 
whether  the  difliculty  may  arise  from  organic  or 
acquired  obstacles,  or  whether  it  may  be  caused  by 
certain  unusual  contractions. 

I  will  make  known  the  laws  which  influence  the 
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expulsion  of  the  fragments,  and  will  explain  what 
indications  are  to  be  attended  to  in  order  to  obtain 
their  natural  and  easy  evacuation.  I  will  shew  what 
is  to  be  done  when  the  fragments  are  retained  in 
the  passage :  it  will  be  seen  that,  from  this  cir- 
cumstance, very  important  considerations  arise. 
I  will  make  known  evei^  thing  respecting  the 
instruments  I  employ,  whether  it  be  to  push  the 
fragments  back  into  the  bladder,  to  withdraw 
them,  or  finally  to  break  them  up  in  the  urethra 
itself-— the  whole,  without  in  the  slightest  way  ex- 
posing the  canal,  which  it  is  of  the  greatest  import- 
ance to  preserve  from  injury. 

It  will  be  shewn  by  what  means  the  expulsion 
of  the  fragments  from  bladders  which  do  not  expel 
them,  is  effected.  We  shall  see  that  the  valuable 
instrument  employed  for  this  purpose,  the  use  of 
which  is  so  frequently  necessary,  obliges  the  sur- 
geon to  act  according  to  precise  rules,  in  order  that 
the  urethra  may  be  shielded  from  all  liability  to 
injury. 

The  different  means  of  ascertaining  that  a  blad- 
der contains  no  more  fragments  will  be  accurately 
detailed.  I  will  prove  that  mere  catheterism,  or  the 
search  made  with  forceps,  is  often  not  sufficiently 
certain  or  conclusive;  and  that  there  are  more 
simple  and  certain  means  of  assuring  ourselves,  and 
conveying  the  conviction  to  our  patient,  that  he  is 
entirely  and  completely  cured. 

I  will  fully  express  my  x)pinion  on  the  prophy- 
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lactic  means  which  may  be  employed  for  the  stone, 
either  before  it  exists  in  the  bladder,  or  when  it  is 
already  there,  or  finally,  after  the  patient  has  had 
it  removed.  I  will  shew,  by  reference  to  facts, 
what  these  means  ought  to  be,  and  when  they 
ought  to  be  employed. 

Finally,  I  will  describe  the  appropriate  treatment 
to  be  adopted  with  the  patient  before,  during,  and 
after  the  operation.  To  this  effect  I  will  enter 
ftilly  into  details  which  will  indicate  what  symp- 
toms  accompany  it — ^what  circumstances  may  re- 
tard or  delay  the  successive  applications  of  the 
instruments — and  those  which  ought  to  oblige  the 
surgeon  to  desist  altogether.  It  will  easily  be  con- 
ceived that  the  considerations  arising  from  this 
subject  will  be  of  no  ordinary  interest ;  and  to  form 
a  decision  when  we  are  to  act  or  refuse,  requires 
great  judgment,  and  a  power  of  weighing  and 
appreciating  the  circumstances  of  the  case. 

Such  will,  in  general,  be  the  substance  of  the 
second  part  of  my  treatise. 


(     361     ) 
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M.  Chevalier,  a  farmer,  at  Combes- la -ville, 
aged  52,  of  a  sanguine  temperament,  but  also  ex- 
tremely  nervous,  experienced,  during  three  years, 
symptoms  of  stone,  which  became  every  day  more 
and  more  marked,  and  induced, him  to  proceed  to 
Paris,  and  to  consult  Dr.  Pasquier,  jun.  This 
surgeon  practised  catheterism,  discovered  rather 
a  large  stone,  and  called  me  in  to  perform  Utho- 
trity  on  the  patient. 

I  sounded  M.  Chevalier,  and  discovered  in  his 
bladder,  which  was  rather  large,  but  contractile 
and  irregular  in  its  parietes,  a  large  stone  of  be- 
tween sixteen  and  eighteen  lines  in  diameter; 
scarcely  moveable,  and  placed  nearly  behind  the 
cervix  of  the  organ,  whence  it  could  with  difficulty 
be  dislodged.  The  canal  was  large,  and  the  urine 
deposited  a  considerable  quantity  of  glairy  sedi- 
ment. 
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Although  I  was  not  fully  convinced  of  the  sphe- 
rical shape  of  the  calculus^  on  account  of  its 
being  nearly  immoveable,  I  employed  the  "  6videur 
k  forceps,"  with  which  I  readily  seized  the  stone, 
but  when  I  attempted  to  lower  upon  it  the  four 
claws  of  the  forceps,  it  escaped  from  their  grasp, 
which  induced  me  to  postpone  the  operation  for 
two  or  three  days.  In  a  second  attempt  I  easily 
succeeded  in  capturing  the  stone,  and  the  branches 
being  depressed,  each  of  them  rested  firmly  upon 
its  surface.  I  then  practised  the  excavation,  which 
lasted  about  ten  minutes,  and  hollowed  out  the 
stone  to  an  extent  of  twelve  or  fourteen  lines,  as 
was  perceived  by  the  marks  on  the  instrument.  I 
concluded  the  stone  was  completely  excavated, 
and  withdrew  the  instrument.  A  great  quantity  of 
powder  and  fragments  were  immediately  voided, 
but  the  catheterism  which  I  practised  three  days 
afterwards,  acquainted  me  that  the  stone  was  not 
broken,  but  that  it  presented  great  irregularity  in 
its  form,  a  fact  which  gave  me  to  understand  that 
it  had  been  extensively  and  deeply  attacked. 

Excavation  being  no  longer  possible  in  the 
fracture  of  this  calculus,  since  it  did  not  present  a 
compact  centre,  I  employed  the  "  perce-pierre,'' 
with  which  I  occupied  two  operations  in  breaking 
the  stone,  and  in  the  subsequent  comminution  of 
the  fragments. 

After  the  last  introduction  of  the  instruments, 
M.  Chevalier  was  affected,  without  any  appreci- 
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able  cause,  with  vomitiDg,  pain  in  the  abdomen, 
and  fever ;  all  these  symptoms,  except  the  vomits 
iog  of  a  greenish  black  substance,  were  removed^ 
and  M.  Chevalier  suffered,  during  a  month  or  more^ 
from  an  actual  melsna. 

Notwithstanding  there  remained  some  frag« 
ments  in  the  bladder,  I  thought  it  prudent  to 
postpone  operating  for  some  time,  and  sent  M. 
Chevalier  to  Combes-Ia-ville,  where  I  treated  him, 
conjointly  with  M.  Bancel,  a  physician  of  merit. 
After  some  trials,  and  with  the  aid  of  a  blister  to 
the  epigastrium,  we  obtained  the  suppression  of 
the  vomiting,  and  I  continued  the  operation. 

In  three  applications  of  the  "  perce-pierre," 
M.  Chevalier  was  entirely  freed  from  his  calculus. 

Reflections. 

The  stone  of  M.  Chevalier  was  not  spherical } 
which  is  proved  by  the  difficulty  experienced  in 
fixing  it  in  the  '*  pince  k  forceps,"  in  the  first 
attempt;  for  these  pincers  are  so  constructed, 
that  it  is  impossible  a  spherical  stone  should  be 
placed  between  the  branches,  and  not  be  firmly 
retained.  One  application  of  this  instrument  is 
sufficient  to  impart  an  exact  notion  of  the  sphe- 
ricity of  the  stone.  The  calculus  of  M.  Chevalier 
was  oval,  and  but  little  flattened,  which  enabled 
me,  in  the  second  application,  to  render  myself 
master  of  it. 

la  consequence  of  this  form,  the  excavation 
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could  hot  be  considerable,  because  the  **  ^videiir" 
was  necessarily  stopped,  when  it  had  attained  that 
point  ofthe  exterior  of  the  calculus  nearest  to  the 
centre  ;  and  the  stone  being  only  from  twelve  to 
fourteen  lines  in  its  small  diameter^  I  could  con- 
sequently only  excavate  it  to  that  extent,  which 
clearly  explains  why  it  was  not  at  once  broken. 

The  excavated  calculus  remaining  still  entire 
after  the  action  of  the  "  6videur  k  forceps/'  it  be- 
came necessary  to  have  recourse  to  the  "  perce- 
pierre/'  with  which  I  succeeded  in  comminuting 
it^  after  four  or  five  applications.  The  application 
ofthe  "  perce-pierre"  evidently  increased  the  num- 
ber of  "  stances,"  and  yet  on  account  of  the  large 
size  ofthe  canal,  the  action  of  this  instrument  was 
as  powerful  as  it  well  could  be ;  for  I  introduced, 
with  facility,  tubes  of  large  diameters. 

M.  Chevalier  was  ill  during  the  course  of  his 
treatment,  but  I  doubt  whether  the  action  of  the 
instruments  could  have  been  the  immediate  cause  ; 
the  character  of  the  malady,  accidental  as  it  proved 
to  be,  prevents  us  from  forming  such  a  supposition. 
A  patient  operated  upon  according  to  the  lithotritic 
process,  is  often  subject  to  accidents  which  result 
from  the  sympathy  existing  between  the  bladder 
and  the  other  organs,  but  these  affections  are  gene- 
rally simply  inflammatory.  A  melaena  depends 
upon  a  particular  morbid  disposition  in  the  pa- 
tient J  it  is  almost  a  specific  malady,  and  conse- 
quently cannot  easily  be  attributed  to  the  applica- 
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tioD  of  the  instraments  of  lithotrity.  If  irritaliiig 
substances  be  applied,  the  intestines  will  doubtless 
be  in^amed,  but  melaena  will  not  be  produced. 

M.  Chevalier  passed  the  detritus  easily  when  he. 
made  water,  for  his  canal  was  large,  but  he  pre* 
sen  ted  in  this  respect  a  remarkable  peculiarity^ 
namely,  that  when  a  fragment  accidentally  irri- 
tated the  urethra,  the  patient  fell  into  a  state  of 
catalepsy.  All  the  organs  remained  in  a  state  of 
fixedness,  similar  to  those  afiected  with  this  dis- 
ease. The  first  time  I  saw  M.  Chevalier  in  this 
condition  I  was  uneasy,  but  seeing  that  it  waa 
not  followed  by  any  unpleasant  effect,  and  that  it 
ceased  altogether  when  the  fragment  was  expelled 
by  the  contractile  force  of  the  urethra,  all  my 
anxiety  ceased  entirely.  I  have  never  seen  any 
thing. analogous  in  other  patients. 

I  operated  on  M.  Chevalier,  in  the  presence  of 
Dr.  Pasquier,  jun.,  the  physician  to  whom  he  first 
applied. 


M.  F  *  *  *,  a  student  at  law,  22  years  of  age, 
of  an  arid  constitution,  having  a  large  and  sound 
bladder,  a  rather  narrow  canal,  and  moderately 
sensitive,  presented  himself  to  me  in  the  month 
of  July,  1826,  after  having  been  sounded  by  Pro- 
fessor Dubois,  who  recognized  the  presence  of  a 
stone  in  the  bladder. 

The  methodical  catheterism  enabled  me  to  dis# 
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cover  several  calculi,  which  appeared  smooth, 
very  moveable,  and  consequently  rounded.  This 
determined  me  to  the  choice  of  the  "  evideur 
k  forceps."  I  practised  the  operation  at  three 
different  times  with  this  instrument,  which  each 
time  seized  a  stone  of  about  twelve  lines  in  diame- 
ter. The  breaking  of  each  stone  only  required 
an  excavation  of  five  or  six  minutes. 

In  ten  applications  of  the  "  perce-pierre"  I  suc- 
ceeded in  breaking  down  the  fragments,  resulting 
from  the  excavation^  into  morsels  sufficiently 
minute  to  be  easily  ejaculated.  Thes^e  pieces, 
notwithstanding  the  narrowness  of  the  canal,  came 
out  with  ease,  for  a  peculiar  circumstance  afforded 
material  assistance : — The  patient  secreted  a  large 
quantity  of  urine^  which  he  retained  a  long  time, 
and  threw  out  with  considerable  force. 

Reflections. 

It  may  be  a  matter  of  astonishment  that  the 
"  pince  k  forceps"  should  have  seized  entire  stones 
with  ease,  whilst  there  were  in  the  bladder  frag- 
ments, which  might  have  been  as  well  seized  as 
the  entire  stones  themselves.  But  this  power  of 
election  in  the  instrument  is  due  to  a  very  simple 
circumstance,  and  which  may  be  easily  conceived. 
As  soon  as  a  stone  is  broken,  the  fragments  roll  no 
longer,  for  they  are  irregular  in  form.  The  entire 
calculus,  on  the  contrary,  obeys  every  impulse 
which  is  given  to  it,  and  finds  itself,  in  consequence. 
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in  the  lowest  part  of  the  organ.  It  is  there  the 
''pince  servante"  meets  it»  distinguishes  it  from 
the  fragments,  and  without  diflSculty  apprehends 
it ;  for  the  surgeon  discovers  the  mobility  of  the 
stone  by  touching  it  with  the  ''  pince  servante/' 
and  this  mobility  is  a  distinctive  character  of 
the  spherical  shape. 

The  "servante"  is,  however,  sometimes  de- 
ceived and  seizes  a  fragment ;  but  then  its  irre* 
gularity  is  ordinarily  detected,  if  not,  the  ''  pince 
mattresse''  never  fails  to  indicate  its  shape  as  soon 
as  the  branches  are  drawn  down  upon  it. 

M.  F  *  *  *  had  a  great  deal  of  detritus,  and  a 
narrow  urethra,  which  renders  the  case  interest- 
ing, and  more  satisfactory,  for  these  are  two  cir- 
cumstances which  concur  to  make  the  operation 
difficult.  The  treatment  was,  however,  sufficiently 
long,  for  it  required  thirteen  applications  of  the 
instruments ;  and  had  it  not  been  for  the  "  6videur 
k  forceps,"  between  twenty  and  thirty  would  have 
been  found  necessary. 

This  patient  presented  a  very  remarkable  cir« 
cumstance.  His  bladder  was  endowed  with  an 
extraordinary  sense  of  touch.  M.  F  *  *  *  per- 
ceived the  position  of  the  fragments  in  the  organ, 
and  told  me  in  what  direction  to  guide  the 
instrument  for  the  purpose  of  their  seizure.  He 
was  well  aware  when  the  forceps  was  any  where 
near  them,  and  knew  exactly  when  I  seized  them. 
Every,  time  M.  F  *  *  *  gave  me  such  extraordi« 
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nary  proofi  of  tact^  his  pelvis  was  elevated  by 
means  of  the  rectangular  bed,  in  such  a  manner 
that  it  was  never  necessary  to  depress  the  instru* 
ment  with  force  upon  the  neck  of  the  organ,  in 
order  to  seize  the  stone  or  the  fragments ;  so  that 
by  not  producing  any  painful  sensations,  the  pa- 
tient was  perfectly  able  to  appreciate  and  distin* 
guish  whatever  took  place  in  his  bladder. 

I  operated  upon  this  patient  in  the  presence  of 
Messrs.  Pasquier,  jun.,  and  Jouanneau.  M.  Leroy 
(D*Etiolle)  was  present  at  the  last  "  s6ance/* 
During  the  whole  period  of  his  treatment,  M.  F*  *  *^ 
experienced  no  febrile  symptoms,  nor  any  other 
derangement  of  health. 


Jk AN  JouvEAux,  of  Villcbout,  in  the  department 
of  the  Loire  and  Cher,  30  years  of  age,  of  a 
sanguine  temperament,  a  woodcutter  or  reaper, 
according  to  circumstances,  experienced,  in  the 
year  1821,  all  the  symptoms  which  denote  ne- 
phritis and  the  descent  of  gravel  by  the  ureters. 
About  a  year  afterwards  the  symptoms  of  stone 
appeared ;  and  after  suffering  five  years,  he  resolved 
to  enter  into  the  "  H6tel  Dieu,"  in  the  month  of 
August,  1826. 

The  Baron  Dupuytren,  surgeon  in  chief  of  that 
hospital,  honoured  me  by  confiding  the  patient  to 
my  care,  in  order  that  I  should  operate  upon  him 
publicly  with  the  lithotritic  instruments. 
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A  careful  exploration  with  the  recto-curviUnear 
samid  enabled  me  to  discover  in  the  bladder,  which 
was  about  three  inches  in  width,  two  and-a-quarter 
from  the  anterior  to  the  posterior  part,  and  of  con- 
siderable depth  below  the  neck,  a  calculus  which 
could  be  easily  moved.  The  organ  was  but  mode- 
rately sensitive,  although  the  urine  deposited  a 
considerable  quantity  of  mucus,  which  was  slimy, 
glutinous,  and  of  a  yellow  colour }  it  was  also  ad- 
herent, and  so  abundant,  that  it  covered  the  bot- 
tom of  a  vessel  of  ten  inches  in  diameter,  with  a 
glairy  mass  of  the  thickness  of  a  finger. 

Notwithstanding  this  unfavourable  condition,  1 
thought  that  the  operation  of  lithotrity  might  be 
performed  with  advantage,  and  I  resolved  to  employ 
the  apparatus  **  ^videur  k  forceps/'  as  the  stone 
was  voluminous,  and  appeared  spherical  from  its 
being  so  moveable  in  the  bladder. 

The  patient  was  placed  on  the  rectangular  bed, 
with  his  pelvis  elevated  to  an  angle  of  45'' ;  I  then 
introduced  the  instrument,  after  having  previously 
injected  warm  water  into  the  bladder.  When  the 
forceps  was  expanded  and  drawn  towards  the  neck, 
having  allowed  some  of  the  water  to  flow  out,  I 
perceived  that  the  stone  was  placed  directly 
before  the  expanded  branches,  and  instantly  intro- 
doced  the  *'  pince  servante"  through  the  canal  of 
the  *'  pince  maltresse ;"  the  stone  was  seized, 
and  placed  centrally  between  the  branches  of  the 
instrument  by  which  it  was  firmly  secured. 

2  B 
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Having  raised  the  bed  to  the  horizontal  position, 
and  placed  the  instrument  in  the  mortise  of  the 
**  point  fixe,"  I  proceeded  to  the  destruction  of 
the  stone. 

I  first  introduced  the  perforator ,  and  drilled  a 
hole  of  seven  lines  in  depth ;  this  instrument  was 
then  replaced  by  the  excavator^  with  which  I 
produced  an  excavation  in  the  stone  of  about 
twelve  or  fourteen  lines,  when  a  sudden  stoppage 
in  the  rotatory  movement  indicated  that  the  cal- 
culus was  broken. 

This  first  application  of  the  instrument  lasted 
from  ten  to  twelve  minutes. 

On  injecting  tepid  water  into  the  bladder 
through  the  instrument,  this  fluid,  in  which  thin 
flakes  of  stone  could  be  distinguished,  was  ex- 
pelled white  and  muddy ;  this  clearly  evinced  that 
the  action  of  the  instrument  had  been  effectual ;  for 
in  one  single  "  s6ance"  in  which  the  calculus  had 
only  once  been  seized,  and  once  acted  upon  by  the 
"  6videur  k  forceps,"  an  effect  was  produced  six 
or  eight  times  greater  than  would  have  been  ob* 
tained  by  the  **  perce-pierre,"  in  several "  stances," 
in  each  of  which  the  stone  would  have  been  several 
times  taken,  and  as  often  acted  upon. 

The  patient  found  relief  as  soon  as  the  stone 
was  broken  ;  he  no  longer  experienced  that  pain 
and  uneasiness  produced  by  the  calculus  when 
entire;  its  centre  being  excavated,  and  its  ex- 
terior disunited,  it  no  longer  constituted  one  en- 
tire mass,  which  so  frequently  struck  against  the 
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neck  of  the  bladder  during  the  movements  of  the 
body.  In  a  word,  Jean  Jouveaux,  after  this  ap- 
plication, felt  a  relief  from  pain,  which  he  had 
not  experienced  for  many  years,  and  had  not  the 
slightest  attack  of  fever  or  rigors.  During  several 
days  he  continued  to  pass  fragments  and  powder 
mixed  with  the  mucus,  which  was,  for  the  first  day 
or  two,  as  abundant  as  ever,  but  diminished  evi- 
dently after  this  time,  until  about  the  sixth  day, 
when  I  resolved  to  bring  away  the  stone  that  re- 
mained in  the  patient's  bladder. 

The  second  operation  was  performed  with  a 
"  perce-pierre,"  and  several  fragments  were  com- 
minuted^  either  by  means  of  the  bow,  or  else  by 
crushing  them  against  the  hooks  of  the  branches 
with  the  drill. 

In  seven  applications  of  the  *'  perce-pierre"  the 
patient  voided  the  stone  in  powder  and  fragments, 
and  after  each  '*  s^nce"  there  was  a  decrease  in 
the  quantity  of  mucus,  which  first  changed  from 
muco-purulent,  to  simply  mucous,  and  then  ceased 
entirely. 

After  the  eighth  "  stance,"  Jean  Jouveaux  was 
sounded  by  the  Baron  Dupuytren,  and  Messrs. 
Breschet  and  Sanson,  surgeons  to  the  '^  Hdtel 
Dieu,"  who  did  not  discover  the  smallest  remnant 
of  stone,  and  the  patient  quitted  the  hospital  with- 
out allowing  me  to  introduce  the  instrument  a  last 
time,  in  order  to  assure  him  that  his  bladder  was 
entirely  relieved. 

2  B  2 
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Some  time  ailer,  he  came  to  see  me ;  I  inquired 
as  to  the  state  of  his  health,  and  was  informed  that 
the  stream  of  urine  was  not  quite  regular,  but  that 
its  expulsion  was  not  attended  with  any  pain ;  I, 
however,  thought  it  right  to  introduce  an  in- 
strument into  the  bladder.  After  searching  for 
some  time,  I  felt  a  small  fragment  of  a  few 
lines  in  diameter,  which  was  instantly  seized  and 
comminuted,  and  the  smaller  pieces  and  powder 
were  immediately  voided.  A  second  examination 
with  the  instrument  assured  me  of  the  patient's 
complete  recovery. 

Rejections. 

A,  bad  catarrh  of  the  bladder  existing  at  the 
same  time  as  the  stone,  renders  this  case  worthy 
of  remark.  It  proves  that  when  the  deposition  of 
mucus  is  sjonptomatic  of  the  stone,  it  ought  not 
to  prevent  the  surgeon  from  proceeding  in  the 
operation  of  lithotrity ;  that  is  to  say,  when,  as  in 
the  case  before  us,  the  bladder  admits  of  being 
easily  distended,  and  is  not  very  sensitive. 

In  this  case  also,  the  excavation  of  the  stone 
was  as  complete  as  possible,  and  took  place  to  a 
considerable  extent ;  the  result  of  this  was  the  pro- 
duction of  a  large  quantity  of  powder,  which  was 
expelled  without  the  least  difficulty.  This  part  of 
the  operation  was  also  completely  inoffensive,  as  re- 
gards the  organs,  and  free  from  patin ;  for,  during  its 
performance,  I  had  the  satisfaction  to  hear  the  pa- 
tient say,  *'  he  felt  himself  so  well,  that  he  could  wil- 
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lingly  go  to  sleep."   This  is  a  proof  that  lithotrity, 
in  some  cases,  is  exempt  from  painful  sensations. 

This  is  the  first  operation  of  lithotrity  performed 
publicly  in  France ;  it  took  place  in  the  presence 
of  the  Baron  Dupuytren,  Messrs.  Breschet,  San- 
son^ a  great  number  of  medical  gentlemen,  and 
the  numerous  pupils  of  the  hospital. 


Dr.  Neurohr,  a  physician  of  Landau,  fifty-six 
years  of  age,  but  of  a  robust  constitution,  was 
attacked,  on  the  4th  July,  1828,  after  riding  on 
horseback,  with  hematuria  to  a  considerable  ex- 
tent ;  and,  a  little  while  after,  all  the  symptoms  of 
stone  appeared.  Two  years  before  this,  the 
patient  passed  five  or  six  calculi  about  as  large  as 
peas^  and  had  recourse  to  lithontriptic  drinks,  but 
without  success.  In  1820,  he  consulted  two  Ger- 
man surgeons  of  eminence,  who  sounded  him,  and 
discovered  no  stones  in  the  bladder.  Neverthe- 
less, in  July,  1625,  these  foreign  bodies  became 
entangled  in  the  urethra,  and  were  extracted  by 
means  of  oily  injections,  careful  manipulations, 
and,  lastly,  by  an  incision,  which  it  was  necessary 
to  practise  at  the  meatus  urinarius  for  the  libera- 
tion of  calculus  of  about  seven  lines  in  length. 
When  examined,  these  foreign  bodies,  to  the  num- 
ber of  six,  were  recognized  by  Dr.  Neurohr  to  be 
fragments  of  a  calculus  of  which  the  nucleus 
necessarily  remained  in  the  bladder. 


874  CASES   OF   LITHOTBITY, 

The  hypothesis  put  forth  by  this  ph3rsiciaQ  was, 
that  a  fermentable  nucleus,  existing  in  the  centre 
of  the  calculus,  had  occasioned  it  to  burst,  and 
had  produced  the  separation  of  the  fragments  ob- 
served.   . 

Concluding  according  to  this  hypothesis^  Dr. 
Neurohr  came  to  Paris,  fully  persuaded  that  there 
only  existed  in  his  bladder  the  remainder  of  a 
stone,  of  which  the  extraction  would  be  easy  by 
means  of  the  lithotritic  process ;  and,  above  all, 
that  this  would  be  effected  in  a  very  short  time. 

I  was  consulted,  and  whilst  admitting  the  possi- 
Inlity  of  a  spontaneous  rupture  of  a  single  calculus, 
1/  thought  it  nevertheless  more  rational  to  suppose 
that  several  calculi  existed  in  the  bladder,  and  that 
their  collision  had  occasioned  the  fracture  of  one 
of  them,  and  the  consequent  escape  of  the  frag- 
ments.  I  sounded  the  patient,  and  accordingly 
found  several  calculi  which  appeared  to  be  of  con- 
siderable  size.  I  apprized  Dr.  Neurohr  that  a  long 
time  would  be  necessary  to  relieve  the  bladder 
entirely ;  and  I  found  in  this  gentleman  all  the 
incredulity  natural  to  a  man  who  receives  tidings 
calculated  to  afflict  him. 

Dr.  Neurohr,  who  was  a  medical  jurisconsult  in 
his  province,  had  obtained  leave  of  absence  for  a 
certain  time,  with  a  view  to  be  treated  in  Paris  for 
his  disease ;  but  he  could  not  trespass  on  the  bounds 
of  leave,  without  risking  the  loss  of  his  office. 

He  persisted  in  the  opinion  that  there  only 
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remdned  some  fragments  of  calculus  in  his  blad- 
der; andy  thinking  that  my  instruments  would 
convey  more  exact  information  than  a  simple 
sound,  he  desired  me  to  subject  him  at  once  to 
the  operation,  determining  to  have  recourse  to 
lithotomy,  if  the  correctness  of  my  anticipations 
were  verified. 

Under  the  present  circumstances,  I  did  not 
deem  it  my  duty  to  refuse  the  request  of  Dr.  Neu- 
rohr  ;  and  twice  I  subjected  the  stones  which  his 
bladder  contained  to  the  action  of  my  *^  6videur 
k  forceps." 

During  the  time  of  these^  two  applications,  I 
seized,  one  after  another,  several  of  these  foreign 
bodies^  and  excavated  them :  they  all  appeared  to 
be  about  an  inch  in  diameter. 

Dr.  Neurohr  incurred  no  fever  or  even  incon* 
venience  from  these  applications  of  the  ^'^videur 
k  forceps^"  and  passed  afler  each  of  them  a  con- 
siderable quantity  of  powder  and  fragments.  But 
seeing  that  his  family  interests  demanded  that  he 
should  be  promptly  relieved,  he  informed  me  that 
he  had  decided  to  submit  to  lithotomy,  and  desired 
it  might  be  performed  by  the  surgeon  in  chief  of 
the  Hdtel  Dieu. 

Four  days  afterwards,  M.  Dupilytren  operated 
with  his  bilateral  bistouri^  and  extracted  from  his 
patient's  bladder  eight  calculi,  of  the  size  of  wal- 
nuts, and  of  a  rounded  form,  corresponding  to  the 
description  I  had  given  of  them. 
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Of  these  eight  stones,  two  were  broken,  a  third 
was  perforated,  and  a  fourth  excavated  like  an 
egg-shelK 

Rejections. 

Although  Dr.  Neurohr  was  not  completely  cured 
by  lithotrity,  I  regard  his  case  as  much  more 
valuable  to  the  science  than  a  complete  cure.  In 
fact,  this  case  ought  to  attract  particular  attention, 
inasmuch  as  it  permits  us,  as  it  were,  to  surprise 
and  examine  the  instrument  in  its  action.  For 
this  reason,  I  prefer  giving  it  a  place  in  this  book 
to  the  insertion  of  an  easy  case  of  success,  which 
teaches  nothing. 

Dr.  Neurohr's  treatment  affords  a  proof  that  the 
action  of  the  "  ^videur  k  forceps"  on  calculi  is 
rapid  and  powerful,  and,  at  the  same  time,  that  its 
manoeuvres  are  but  slightly  painful  to  the  organ. 
The  first  is  shewn  by  the  inroad  effected  in  the 
substance  of  the  stones  ;  and  the  second  point  is 
demonstrated  by  the  short  interval  which  elapsed 
between  the  last  application  of  the  lithotritic 
instruments  and  the  performance  of  the  lateral 
operation.  The  Baron  Dupuytren  was  anxious  to 
wait  until  the  tranquillity  of  the  organ  should  have 
been  restored ;  but  the  patient,  finding  himself 
sufficiently  well,  would  not  consent;  and  litho- 
tomy was,  consequently,  performed  almost  imme- 
diately. 

I  operated  upon  Dr.  Neurohr  in  the  presence  of 
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Baron  Boyer,  Dr.  Boyer,  jun.,  Drs.  Pasquier, 
father  and  son.  Dr.  Jouanneau,  and  several  Ger^ 
man  physicians. 


M.  RoBiLLARD^  of  Paris,  a  baker,  fifly-six  years 
of  age,  rather  corpulent,  of  a  sanguine  tempera- 
ment, had  been  troubled  for  two  years  with  symp- 
toms of  stone.  During  the  first  eighteen  months, 
these  symptoms  were  not  extremely  severe ;  but 
their  severity  increased  so  much  in  the  course  of 
the  last  six  months^  that  he  was  induced  to  con- 
sult Dr.  Pasquier,  jun.,  who  sounded  him,  and  dis- 
covered a  foreign  body  in  the  bladder.  He  then 
referred  the  patient  to  me. 

By  my  system  of  catheterism,  I  discovered  a 
stone,  of  from  twelve  to  fourteen  lines  in  diameter, 
contained  in  a  bladder  sufficiently  capacious,  from 
before  backwards,  rather  small  laterally ;  and  the 
base  was  so  much  raised  as  to  be  on  a  level  with 
the  cervix  when  the  patient  was  in  the  horizontal 
posture. 

Although  the  ^tone  did  not  appear  to  be  entirely 
spherical,  I  employed  the  apparatus  **  ^videur  k 
forceps,"  with  which  I  easily  made  myself  master 
of  the  calculus,  and  broke  it  in  a  few  minutes, 
by  excavating  to  an  extent  of  about  ten  lines.  A 
great  quantity  of  powder  and  fragments  were 
immediately  ejected  ;  and,  in  three  applications  of 
the  *^  perce-pierre,"  which  I  made  at  intervals  of 
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3  few  days,  the  patient  was  relieved  fi-om  every 
vestige  of  stone. 

Reflections. 

This  case  was  remarkable  for  the  corpulency  of 
the  patient.  I  do  not  consider  this  state  of  obesity 
to  have  proved  detrimental  to  the  operation.  1 
even  observed  that  the  fragments  were  seized  with 
more  facility.  This  arises  from  their  not  having 
been  widely  scattered  in  the  organ,  which  was  of 
moderate  capacity  and  regular  in  its  fundus,  and 
thus  allowed  free  play  to  the  instrument.  Some- 
times I  had  even  less  trouble  in  taking  the  frag- 
ments than,  in  surrendering  them — ^a  circumstance 
owing  to  the  considerable  elevation  of  the  **  bas- 
forid/'  which  facilitated  the  apprehension  of  the 
fragments,  but  not  so  much  the  letting  them 
loose. 

I  ought  not  to  omit  noticing  a  very  singular  cir- 
cumstance, which  I  have  also  observed  in  another 
patient.  A  few  days  after  the  fourth  and  last 
application  of  the  instruments,  I  sounded  this 
patient,  arid  clearly  recognized  the  presence  of  a 
fragment.  Two  or  three  days  afterwards,  I  re- 
solved to  introduce  the  instrument,  in  order  to 
comminute  the  fragment  which  I  had  felt ;  when 
Dr.  Pasquier,  whom  I  had  requested  to  introduce 
the  sound,  in  order  to  inject  the  bladder,  begged 
to  know  "  why  I  was  going  to  operate  upon  a 
man  who  had  no  vestige  of  stone  in  his  bladder." 
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Very  much  surprised,  I  took  the  sound,  made 
many  careful  researches,  and  assured  myself,  to 
my  great  astonishment,  that  there  really  was  no 
sensation  indicative  of  the  presence  of  a  fragment* 
I  did  not^  consequently,  introduce  the  lithotritic 
forceps ;  and  from  that  time  the  patient  has 
enjoyed  the  best  health,  and  has  never  complained 
of  the  slightest  derangement  of  his  urinary  organs. 

This  circumstance  is  very  curious  j  for  the 
patient  assured  me  that  he  had  scrupulously  exa- 
mined his  urine  at  each  period  of  its  ejection ;  and 
it  has  led  me  to  make  the  following  reflection, 
which  I  express  with  diffidence,  notwithstanding 
other  facts  which  I  have  observed  might  give  me 
some  right  to  consider  it  as  correct: — I  believe 
that,  in  some  cases,  it  occurs  that  a  fragment  remaining 
in  the  bladder  after  the  operation  of  litholrity,  is  dis* 
solvedy  and  thus  passed  out  of  the  organ. 

This  reflection  may  also  serve  as  an  additional 
answer  to  those  who  see,  in  the  possibility  of  leaving 
a  fragment  in  the  bladder,  an  objection  to  lithotrity. 
My  conviction  on  this  subject  goes  to  some  length 
towards  resolving  the  question — **  whether  a  frag- 
ment left  in  the  bladder  does  not  give  rise  to  a 
new  calculus  ?"— by  tiie  reply :  A  fragment  left  in 
the  bladder  is  dissolved  nearly  as  often  as  it  is  left. 

From  the  foregoing  reflections  I  am  led  to  be- 
lieve, that,  in  certain  individuals,  it  happens  that 
the  nature  of  the  urinary  secretion  changes  to  such 
a  degree  that  it  is  sometimes  in  the  condition  to 
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dissolve  a  stone,  which,  some  time  before,  it  had 
evidently  a  disposition  to  form ;  and  that  there 
exists  amongst  these  individuals  similar  alter-^ 
natives  of  condition,  which  cause  certain  stones 
to  enlarge  and  diminish  alternately.  This  consi* 
deration  tends  to  elucidate  certain  spontaneous 
cures  of  the  stone,  which  could  not  have  taken 
place  but  by  these  means — that  is,  if  the  facts  col- 
lected be  correct. 

These  reflections,  however,  as  far  as  they  relate 
to  entire  calculi^  do  not  rest  upon  any  facts. suffi- 
ciently positive  to  be  considered  otherwise  than  as 
simple  speculations.   , 

I  operated  upon  M.  Robillard,  in  the  presence 
of  Drs.  Pasquier,  senior  and  junior.  Dr.  Marc,  and 
Dr.  M^rat,  ordinary,  attendant  on  the  patient. 


Pierre  Hunaut. — In  1824,  on  the  1st  of  Sep- 
tember,   after    having    committed    an  excess  in 
wine-drinking,  Pierre  Hunaut  was  affected  with 
a  nephritic  colic,  which  frequently  recurred,  and 
sometimes  with  great  intensity,  until  the  23d  of" 
March,   1825,   when  he  was  induced  to  consult 
one  of  a  class  of  empirics  called  "  water-doctors,'^ 
who  subjected  the  patient  to  various  applications 
of  unknown  remedies,  from  which,  however,  no 
relief  was  procured. 

On  the  5th  of  January,  1826,  the  patient  ex- 
perienced another  attack  of  nephritic  colic,  which 
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was  even  more  violent  than  the  prior  ones,  and  he 
passed  spontaneously,  per  urethram,  a  quantity  of 
white  and  coarse  gravel. 

On  the  SOth  of  March  he  was  conscious,  for  the 
first  time,  of  certain  sensations  indicative  of  a 
body  moving  in  the  bladder.  From  that  moment 
he  suspected  he  was  affected  with  stone,  and 
proceeded  to  consult  M.  Petit,  a  surgeon  re- 
siding in  Paris,  who  referred  him  to  M.  Leroy 
(D'EtioUe). 

M.  Leroy  sounded  the  patient,  and  discovered 
a  stone  which  he  calculated  to  be  about  fifteen 
lines  in  diameter.  He  then  obtained  his  admis- 
sion into  the  Hdtel  Dieu,  under  the  care  of  Baron 
Dupuytren,  on  the  18th  of  November,  1826. 

After  a  preparatory  treatment,  this  patient  was 
submitted,  by  M.  Leroy,  to  two  attempts  with 
the  "  perce-pierre,"  but  these  were  unsuccessful, 
and  the  stone  was  not  laid  hold  of  or  attacked 
with  the  drill. 

After  these  two  *'  stances**  the  patient  became 
affected  with  a  pleuritic  attack,  which  was  re- 
moved by  pursuing  a  suitable  treatment. 

On  the  23d  of  December,  Pierre  Hunaut  left 
the  Hospital,  with  the  permission  of  the  Baron 
Dupuytren  ;  when  M.  Leroy  besought  me  to  try 
to  seize  and  destroy  the  calculus  with  my  instru- 
ments. 

I  examined  the  patient  with  the  recto-curvilinear 
sounds  and  found  in  a  bladder  of  considerable 
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size,  dilatable^  and  moderately  contractile,  a 
stone  which  appeared  of  about  from  fifteen  to 
eighteen  lines  in  diameter;  smooth,  moveable, 
but  having  a  strong  tendency  to  place  itself 
under  the  cervix^  when  the  patient  assumed  the 
horizontal  posture. 

On  the  12th  of  January  I  operated  before 
Messrs.  Leroy  (D'EtioUe),  Jouanneau,  and  Pas* 
quier,  junior,  with  my  "  ^videur  k  forceps.'*  The 
stone  was  immediately  apprehended,  submitted  to 
the  action  of  the  instrument,  and  broken  ;  a 
great  quantity  of  detritus  was  immediately  ejected 
through  the  central  canal  of  the  forceps,  through 
which,  without  removing  the  instrument  from  the 
"  point  fixe/*  tepid  water  was  injected. 

Immediately  after  the  rupture  of  the  stone,  the 
patient  experienced  relief,  and  in  seven  applica- 
tions of  the  •'  J)erce-pierre"  which  I  made,  in 
conjunction  with  my  friend  M.  Leroy,  the  con- 
cave fragments  or  shells  were  sufficiently  com- 
minuted to  be  completely  evacuated. 

Re/lections. 

This  case  presents  nothing  remarkable  with 
respect  to  the  treatment.  I  have  related  it  with 
a  view  of  shewing  the  successful  application  of 
the  **  6videur  k  forceps." 

The  stone  was  voluminous,  spherical,  and  conse- 
quently within  the  scope  and  compass  of  this  instru- 
ment. I  might  affirm  that  the  reason  for  which  M. 
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Leroy  did  not  succeed  in  taking  the  stone  when  it 
was  entire,  may  be  ascribed  to  the  superiority  of 
the  "  ^videur"  over  the  "  perce-pierre,"  but  I  do 
not  think  this  conclusion  would  be  just.  I  am  of 
opinion  that  the  stone  of  M.  Hunaut  might  have 
been  taken  by  the  **  perce-pierre/*  and  that  the 
failure  is  due  to  the  inexperience  of  my  colleague, 
M.  Leroy,  who  was  then  a  novice  in  the  operative 
part  of  lithotrity  ;*  for  this  stone,  although  lai^, 
was  spherical,  placed  in  a  capacious  bladder,  and 
easily  seizable  by  the  **  pince  4  trois  branches ;" 
but  if  it  had  been  taken,  the  result  would  only 
have  been  a  perforation  of  three-and-a-half  lines  in 


*  M.  Leroy  had  till  then  devoted  himself  exclusively  to  his 
ingeDioiis  speculations,  and»  although  he  had  invented  the  litbotritic 
instruments  employed  by  M.  Civiale,  he  did  not  seek  occasions  of 
performing  operations,  which  is  only  done  with  success  by  those 
who  have  a  peculiar  bent  or  inclination  for  it.  This  may  explain 
why  M.  Leroy  invented  the  first  instruments  of  lithotrity,  and  why 
M.  Civiale  was  the  first  to  opera/e— the  first  was  ingenious,  the  other 
was  bold* 

Before  attempting  the  operation  on  this  patient,  M.  Leroy  had 
practised  lithotrity  but  once,  and  that  was  upon  an  old  woman, 
whose  bladder  was  contracted  upon  a  large  and  rough  stone,  and 
did  not  permit  him  even  to  open  his  instrument.  He  could  not, 
therefore,  be  expected  to  have  sufficient  experience  to  sucQeed  in 
die  present  case. 

Whatever  may  be  the  reason  of  this  iailure,  I  am  happy  in 
having  had  this  opportunity  of  inducing  M.  Leroy  to  persist  in 
applying  himself  to  the  operation  of  lithotrity,  by  shewing  him 
what  I  then  knew ;  I  have,  by  that  means,  enlisted  in  the  service 
of  icieiice  and  humanity,  a  most  dexterous  and  prudent  operator. 
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diameter.  It  appears,  therefore,  fortunate  for  the 
patient,  that  the  application  of  the  "  perce-pierre" 
did  not  succeed ;  for  instead  of  being  cured  by 
seven  or  eight  applications  of  the  instrument,  it 
would  have  been  requisite  to  subject  him  to 
many  more,  and  that  his  constitution  might  not 
have  withstood.  M.  Hunaut,  during  his  treat- 
ment, not  only  escaped  every  febrile  symptom, 
but  actually  increased  considerably  in  embonpoint, 
and  got  entirely  rid  of  the  pleuritic  pain  in  the 
right  side,  which  had  continued  afler  his  discharge 
from  the  hospital. 


M.  Delau,  of  Paris,  sixty-five  years  old,  was 
attacked  about  five  years  ago,  with  pain  in  the 
kidnies,  fever,  and  sensations  of  burning  lines 
in  the  groins.  This  train  of  symptoms  was  re- 
newed five  or  six  times  during  the  three  succeed- 
ing years,  at  the  end  of  which,  after  a  long  walk, 
the  patient  felt  (according  to  his  own  expressions) 
something  detach  itself  into  his  bladder,  which  im- 
mediately after  became  the  seat  of  vivid  and  burn- 
ing pain,  and  produced  a  strong  desire  to  pass  his 
urine.  At  first  he  found  it  impossible  to  do  this, 
but  a  short  time  after,  he  ejected  a  quantity  of  pure 
blood.  From  this  time  all  the  symptoms  of  stone 
developed  themselves. 

After  suffering  two  years,  this  patient  applied  to 
me.     I  introduced  the  catheter,  and  found  the 
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bladder  irritable,  and  presenting  prominent  co- 
lumns, upon  which  the  sound  infringed ;  it  was 
about  two  and-a-half  inches  in  diameter,  in  all 
directions,  and  the  '*  bas  fond"  was  elevated.  I 
discovered  a  stone  nearly  round,  smooth^  ex- 
tremely moveable,  very  central,  remaining  near 
the*  cervix  in  the  horizontal  position  of  the 
patient,  but  easily  quitting  its  situation  when 
touched  by  the  sound,  or  when  the  pelvis  was 
suddenly  raised.  This  stone  was  of  about  twelve 
or  fourteen  lines  in  diameter. 

In  one  application  of  the  "  ^videur  k  forceps," 
and  in  three  of  the  "  perce-pierre,"  the  patient 
was  totally  relieved  from  his  stone.  I  operated  in 
the  presence  of  Dr.  Pasquier,  jun..  Dr.  Deguise, 
and  Dr.  Legallais. 

Re/lections. 

The  only  difficulty  wliich  this  patient  presented, 
was  the  existence  of  the  fleshy  columns,  which 
were  perceived  in  all  the  superior  surface  of  the 
bladder,  and  it  was  important  to  avoid  entangling 
the  claws  in  any  of  the  intermediate  grooves. 
There  is  no  danger  of  this  taking  place  with  the 
four-branched  instruments,  but  with  the  three- 
branched  forceps,  it  may,  and  does  sometimes 
happen,  notwithstanding  the  care  taken  to  avoid 
it  J  for  when  a  stone  or  fragment  is  being  seized, 
one  of  the  branches  always  projects  above,  and 
might  pinch  the  bladder,  especially  during  the 

2  c 
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a 

simultaneous  contraction  of  the  abdominal  muscles 
,  and  diaphragm.  Whenever  I  use  this  instrument, 
I  take  particular  -  care  to  hold  the  branches  very 
short  i*  by  this  precaution  the  operation  has  been 
always  rendered  favourable.  The  stone  was  of 
small  dimensions,  and  nearly  spherical,  the  excava- 
tion, also,  was  so  complete,  as  to  leave  little  to  be 
done  by  the  **  perce-pierre."  In  consequence  of 
its  roundness  and  small  bulk,  it  was  seized  with 
the  greatest  facility. 

I  ought  not  to  pass  over  in  silence  a  particular 
circumstance  which  presented  itself  in  the  case  of 
this  patient,  for  it  gives  rise  to  a  very  important 
practical  indication. 

I  once  paid  M .  Delau  a  visit  whilst  he  was  pass- 
ing his  fragments,  and  as  he  had  voided  a  large 
quantity  in  the  night,  he  said  he  felt  a  smarting 
pain  in  the  urethra,  which  annoyed  him  very  much. 
Having  observed  that  introducing  a  wax  bougie, 
and  leaving  it  in  the  urethra  for  a  few  minutes, 
ordinarily  calmed  the  irritation  of  which  M.  Delau 
complained,  I  passed  one  of  about  three  lines  in 
diameter,  which  I  desired  him  to  draw  out  after  ten 
minutes,  and  then  left  him.  This  he  agreed  to  do, 
but  after  having  withdrawn  the  bougie  a  little  way, 
he  perceived  that  it  was  arrested,  and  a  moderate 
traction  could  not  extricate  it.  He  sent  for  me,  but 


*  At  present,  in  most  cases,  I  use  the  "  brise-coque,"  which  has 
no  superior  branch. 
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not  being  at  home,  and  living  at  some  distance  from 
my  patient,  I  could  not  be  with  him  for  a  con- 
siderable length  of  time.  On  my  arrival,  I  saw 
M.  Delau  on  his  bed,  and  passing  by  the  urethra  a 
large  quantity  of  blood.  Urged  by  a  violent  desire 
to  make  water,  he  had  at  last  withdrawn  the  bougie, 
but  not  without  employing  considerable  force.  This 
bougie  presented,  for  three  inches  of  its  length  (it 
was  conical),  a  longitudinal  groove  of  about  half  a 
line  in  depths  and  about  two  lines  in  length.  This 
was  manifestly  produced  by  a  fragment  of  stone  in- 
terposed between  it  and  the  walls  of  the  canal.  In 
withdrawing  the  bougie,  the  wax  had  accumulated 
behind  the  fragment,  and  had  formed  an  obstacle 
which  had  augmented  in  thickness,  in  proportion 
to  the  traction. 

After  having  examined  the  urethra,  I  found  a 
large  fragment  about  two  inches  from  the  meatus, 
where  it  was  arrested.  I  extracted  it  after  dis- 
tending the  canal. 

I  feared  some  unpleasant  accident  might  follow, 
the  urethral  canal  being,  as  I  supposed,  wounded, 
but  nothing  untoward  occurred. 

From  this  we  may  conclude,  that  in  a  calculous 
patient  who  has  fragments  remaining  in  his  blad- 
der, we  ought  never  to  introduce  a  waxen  bougie. 
Such  an  accident  as  I  have  just  described,  might, 
in  other  patients,  be  attended  with  much  more 
serious  consequences  than  occurred  in  the  cause 
of  M.  Delau. 

2  c  2 
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1^.  P  *  *,  of  Paris,  forty-eight  years  of  age, 
had  suffered  from  the  stone  for  three  years,  he 
applied  to  a  surgeon,  who  undertook  to  perform 
lithotrity,  but  though  of  undoubted  skill,  he  was 
unsuccessful. 

Supposing  that  the  dilatation  of  the  urethra 
was  necessary  as  a  preliminary  step,  he  introduced 
bougies  of  increasing  volume,  which  soon  excited 
inflammation  in  the  testicles,  in  the  bladder,  and 
in  the  hypogastric  region,  from  which  Mr.  P  *  ♦ 
was  three  months  in  recovering.  At  the  end  of 
this  time,  the  patient  consulted  me.  I  sounded, 
and  found,  in  an  irritable,  small,  and  contractile 
bladder,  a  stone  which  appeared  of  moderate  size, 
but  the  form  or  volume  of  which  I  was  not  well 
able  to  appreciate,  as  the  condition  of  the  bladder 
prevented  its  being  moved  with  facility.  Some 
mucus  was  observed  in  the  urine,  the  quantity  of 
which  deposited  in  the  night,  did  not  usually  ex- 
ceed two  ounces. 

Although  I  could  not  procure  a  very  accurate 
knowledge  of  the  stone,  yet  as  I  perceived  it  to  be 
rather  voluminous  (about  twelve  or  thirteen  lines 
in  diameter),  I  employed  the  "  appareil  ^videur  k 
forceps,"  with  which,  by  the  assistance  of  the 
'*  pince-servante,"  the  calculus  was  seized  with 
tolerable  facility,  and  retained  pretty  firmly,  but 
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on  proceeding  to  excavate  it,  I  soon  found  that 
it  was  not  spherical,  for,  after  several  movements 
of  the  bow,  the  instrument  stopped,  and  I  per- 
ceived by  the  small  quantity  of  powder  passed^er 
this  first  application  of  the  instrument,  that  very 
little  of  the  stone  had  been  destroyed. 

I  then  decided  to  employ  the  *'  perce-pierre," 
with  which  I  restored  the  patient  to  health,  but 
it  was  not  untU  after  nine  other  applications.* 

Reflections. 

This  case  proves  that  the  introduction  of  large 
bougies,  with  the  intention  of  dilating  the  urethra, 
is  dangerous,  and  frequently  much  more  so  than  the 
operation  itself,  for  Mr.  P  *  *  was  seriously  ill  dur- 
ing three  months  after  the  attempt  at  dilatation, 
but  he  had  not  the  slightest  febrile  symptom  during 


^  It  18  necessary  to  observe,  that  when  I  performed  this  operation 
at  Paris,  the  only  instruments  I  possessed  were  my  <<  appareil  6vi- 
deur  i  forceps,"  and  the  «  perce-pierre.*'  I,  at  that  time,  employed 
the  <<  appareil  6videur,"  whenever  the  stone  required  several  perfo- 
rations by  the  "  perce-pierre'*  before  it  gave  way ;  for  I  supposed, 
that  even  in  unfavourable  cases,  t.  e.  when  the  stone  was  oval^  one 
attack  of  the  **  appareil  evideur"  would  be  equivalent  to  several  at- 
tacks of  the  **  perce-pierre/'  It  was  right,  therefore,  to  choose  the 
former,  althoi^h  it  was  constructed  only  for  the  destruction  of  spheri- 
cal stones  exceeding  ten  lines  in  diameter.  Mr.  P  ^  **s  case  was 
fiivourable  for  the  employment  of  the  "  brise-coque,"  for  the  stone 
was  somewhat  flattened  and  smooth,  and  although  destroyed  by  the 
"  perce-pierre,"  this  was  eiiected  with  difficulty,  and  occupied  a 
k>ng  time. 
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the  whole  of  the  period  he  remained  under  my 
care.  I  have  expressed  my  opinion  concerning 
the  preparation  of  the  urethra  in  the  last  chapter 
of  this  volume.  Bougies  should  only  be  employed 
to  lessen  the  sensitivity  of  the  canal,  and  not  to 
dilate  it. 

There  is  one  more  circumstance  to  notice  in 
Mr.  P  *  *'s  case,  that  with  the  last  fragments  of 
the  stone  he  passed  portions  of  the  end  of  a  gum- 
elastic  bougie;  they  were  greenish,  soft,  and 
exactly  similar  to  the  two  halves  of  a  French-bean. 

I  operated  on  Mr.  P  *  *  in  the  presence  of  Drs. 
Pumeril,  member  of  the  Institute,  Bigot,  Sanson, 
Terrier,  Fabre,  and  some  other  physicians  and 
surgeons. 


M.  Besancenot,  of  Versailles,  52  years  of  age, 
well  made,  and  of  a  good  constitution,  suffered 
for  some  years  from  the  symptoms  of  stone,  un- 
conscious that  he  was  the  subject  of  this  disease; 
but  for  some  months  the  symptoms  had  become 
so  aggravated  that  he  consulted  Dr.  Souberbielle, 
who,  on  sounding,  thought  he  felt  several  stones 
of  considerable  size,  and  proposed  that  he  should 
submit  to  the  operation  of  lithotomy :  the  patient 
refused  to  comply,  and  consulted  me.  I  intro- 
duced the  recto-curvilinear  soundy  and  discovered 
a  single  stone  of  about  fourteen  lines  in  diameter, 
nearly  round,  smooth,  and  moving  freely  in   a 
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bladder  rather  narrow  and  not  very  deep,  but 
very  contractile,  irritable,  and  powerful ;  the 
urethra  was  of  a  moderate  size,  the  urine  muddy, 
and  depositing  a  large  quantity  of  mucous  sedi- 
ment. To  destroy  this  stone  I  employed  the 
"  appareil  6videur  k  forceps,"  with  which,  in  one 
^*  s^nce,"  of  eight  or  ten  minutes  in  duration, 
I  seized  the  stone,  which  I  excavated  with  facility 
and  the  happiest  result,  as  a  considerable  quan- 
tity of  powder  was  voided,  not  only  immediately, 
but  during  the  four  or  five  following  days.  Four 
applications  of  the  *'  perce-pierre"  were  sufficient 
for  the  extraction  of  the  fragments. 

This  operation  was  performed  in  the  presence 
of  Baron  Th^nard,  member  of  the  Institute,  Dr. 
Noble,  first  physician  at  the  Hospital  of  Versailles, 
Drs.  Voisin  and  Pasquier,  jun.,  the  patient's  son, 
and  the  greatest  part  of  the  pupils  of  the  Hospital 
at  Versailles. 

Reflectians. 

With  respect  to  the  operation,  this  case  is  very 
simple,  i.  e.  a  stone  nearly  round,  which  was 
excavated  by  the  "  6videur  k  forceps''  to  a  great 
extent,  leaving  little  to  be  accomplished  by  the 
"  perce-pierre ;"  but  a  circumstance  somewhat 
curious  occurred,  which  I  think  it  right  par- 
ticularly to  mention. 

After  each  application  of  the  instruments  M. 
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Besancenot  remained  three  or  four  days  unable 
to  pass  a  single  drop  of  urine,  and  it  was  neces- 
sary to  employ  the  catheter.  Now  this  circum- 
stance which,  at  first  sight,  may  appear  simple 
enough,  is,  nevertheless,  of  a  nature  to  raise 
questions  of  some  importance. 

In  fact  M.  Besancenot  had  an  urethra  of  suffi- 
cient size,  since  it  allowed  the  easy  entrance  of 
an  instrument  of  three-and-a-half  lines  in  diameter, 
his  bladder  was  contractile  and  powerful,  for  if  a 
catheter  were  introduced  when  it  was  full,  the 
urine  was  expelled  with  violence ;  there  was  no 
stone  either  at  the  entrance  of  the  neck  or  in  the 
urethra,  for  I  had  taken  care  to  free  those  parts  ; 
but  notwithstanding  all  these  circumstances,  which 
were  favourable  to  the  expulsion  of  the  urine, 
the  patient  could  not  void  it,  although  he  was 
pressed  by  the  most  urgent  desire,  and  although 
the  bladder  contained  a  large  quantity.  What 
was  the  reason  of  this  ? 

If  we  reflect  on  this  remarkable,  though  not 
unfrequent  occurrence,  we  shall  perceive  that  it 
is  owing  to  a  perversion  of  sensibility y  which  pre- 
vents the  contractile  agents  of  the  urinary  organ 
from  proceeding  with  a  synchronous  action  to 
expel  the  fluid. 

In  order  that  a  person  may  have  the  power  of 
passing  the  urine,  the  muscles  of  retention  must 
relax,  and  those  of  expulsion  must  contract.     If 
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the  muscles  of  retention,  instead  of  relaxing, 
contract,  it  follows  that  there  will  be  a  struggle 
between  these  two  agents  of  contraction  ;  as  long 
as  the  bladder  is  empty,  no  desire  being  excited, 
the  patient  is  free  from  all  painful  sensation ;  but 
as  soon  as  the  urine  is  secreted  and  begins  to  dis- 
tend the  bladder,  the  struggle  commences,  and 
the  advantage  is  always  gained  by  the  muscles 
of  retention  which  are  materially  the  stronger, 
and  which  have  only  a  narrow  entrance  to 
govern.* 

What  was  to  be  done  for  the  relief  of  Mr.  B.'s 
sufferings  ? — either  to  pass  the  catheter  frequently, 
or  to  leave  one  in  the  bladder.  I  adopted  the 
latter,  and  the  patient  was  by  these  means  re- 
lieved. In  three  or  four  days  the  synchronous 
action  of  the  muscles  was  re-established,  and  the 
urine  was  voided  naturally.  Perhaps  it  may  be 
as  well  to  mention,  that  this  circumstance  inter- 
fered with  the  easy  passage  of  the  fragments,  and 


*  It  is  necessary  to  observe  that  I  am  speaking  only  of  a 
perversion  and  not  of  an  increase  of  sensibility,  which  may  or  may 
not  depend  upon  an  inflammatory  cause.  In  the  case  of  increased 
sensibility,  the  bladder  is  continually  emptying  itself,  and  the 
desire  continues  although  it  contains  no  urine :  when,  on  the  con« 
trary,  a  perversion  of  sensibility  exists,  all  pain  'ceases  as  soon  as 
the  bladder  be  emptied. 

This  was  the  case  with  M.  Besancenot  There  are  cases  of 
retention  of  urine  which  are  owing  entirely  to  the  perversion  of 
which  I  speak.  % 
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that  it  was  necessary  to  aid  their  evacuation  by 
means  of  a  sound  with  large  eyes.* 

This  case  is  of  a  nature  to  support  the  physio- 
logical opinions  I  have  published  concerning  the 
functions  of  the  bladder. 


M.  PoTERLET,  fifty-two  ycars  of  age,  ex- 
tremely irritable,  of  a  lively  imagination,  sanguine 
temperament,  and  not  very  stout,  had  suffered  pain 
in  the  kidnies  about  eighteen  months  ;  soon  after- 
wards he  perceived  some  disorder  in  the  manner 
of  voiding  his  urine,  it  sometimes  stopped  while 
flowing  in  a  full  current,  sometimes  the  jet  began 
with  a  twirling  motion  ("  en  toumoyant"),  and  ter- 
minated in  the  same  manner  ;  but  at  other  times 
he  could  not  expel  it  at  all,  notwithstanding  the 
extreme  desire  he  experienced. 

Influenced  by  the  inconvenience,  rather  than 
the  pain  he  had  suffered,  he  applied  to  Dr.  Sou- 
berbielle,  who  sounded  him,  and  recognising  the 
existence  of  a  foreign  body,  proposed  lithotomy, 
to  which  M.  Poterlet  having  refused  to  submit, 
he  consulted  me. 

*  Happily  the  action  of  the  "  evideur  a  forceps"  having  been 
complete,  had  reduced  the  greatest  part  of  the  stone  to  powder, 
and  but  few  fragments  remained  to  be  voided ;  for  having  at  that  time 
only  the  sound  with  eyes,  and  not  my  present  "sonde  fevacuatrice," 
I  should,  otherwise,  have  experienced  much  difficulty  in  curing 
this  patient. 
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On  sounding,  I  felt  several  stones  which  ap- 
peared small,  hard,  and  moving  freely  in  a  mode- 
rately large  bladder,  but  irritable  and  contractile 
in  the  extreme. 

I  made  use  of  the  ''  perce-pierre/*  and  in  five 
operations  destroyed  four  or  five  small  calculi,  of 
four  or  five  lines  in  diameter. 

From  this  time  the  patient  was  entirely  free 
from  pain  or  any  sort  of  inconvenience. 

I  operated  upon  M.  Poterlet,  in  the  presence 
of  Drs.  Pasquier,  jun.,  Auvity,  Souberbielle,  and 
some  other  surgeons. 

Reflections. 

There  is  nothing  very  important  to  be  said  con- 
cerning the  treatment  of  this  patient,  which  only 
proves  that  in  simple  cases,  and  when  the  stones 
are  small,  the  **  perce-pierre"  is  an  instrument  by 
which  a  favourable  result  may  be  obtained  with 
tolerable  facility. 

Two  remarkable  circumstances,  however,  occur- 
red in  M.  Poterlet's  case :  the  first  is  the  excessive 
sensitivity  of  the  bladder,  which  was  so  great,  that 
when  th^  instrument  was  moved  for  the  purpose 
of  searching  for,  and  seizing  the  stone,  the  patient 
gave  way  to  the  most  extraordinary  motions ;  how- 
ever, this  did  not  present  any  considerable  obstacle 
to  the  seizure  of  the  calculus,  and  with  respect  to 
its  destruction  we  had  no  difficulty ;  for  as  soon  as  it 
was  seized,  and  the  instrument  at  rest,  the  patient 
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was  freed  from  painful  sensations,  and  I  was  left  at 
full  liberty  to  place  the  instrument  in  the  Jiredsup^ 
porty  and  to  destroy  the  stone  by  means  of  the 
bow. 

The  second  circumstance,  still  more  curious,  in 
as  much  as  it  is  more  rare,  for  it  is  the  only  fact 
of  the  kind  I  have  hitherto  met  with,  is  that,  in 
order  to  introduce  the  instrument,  I  was  obliged 
to  lower  its  axis  twenty-five  degrees  below  the 
horizon. 


,  M,  Jules  P  *  *  *,  a  young  man,  22  years  of 
age,  nervous  in  the  highest  degree,  lively,  self- 
willed,  and  of  an  impaired  constitution,  had  suf- 
fered from  the  stone  from  the  age  of  three  years, 
at  which  time  he  was  attacked  with  acute  inflam- 
mation of  the  bladder,  which  at  subsequent  pe- 
riods was  renewed  with  violence. 

The  patient  was  recommended  to  me  by  Dr. 
Sarlandiere ;  on  sounding,  I  found  a  stricture  in 
the  urethra,  situated  a  few  lines  only  from  the 
neck  of  the  bladder,  which  some  other  surgeons 
had  been  unable  to  overcome,  when  endeavour- 
ing, by  means  of  the  sound,  to  ascertain  the  cause 
of  the  numerous  inflammations  he  had  suflTered. 

After  several  attempts,  I  succeeded  in  intro- 
ducing a  gum-elastic  bougie,  of  a  line  and  a  half 
in  diameter,  with  which  I  distinctly  felt  a  stone 
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at  the  neck  of  the  organ,  which  situation  it  imme- 
diately quitted. 

I  began  by  dilating  the  canal  to  form  a  passage 

for  my  instruments :  but  the  dilatation  I  obtained 

« 

by  means  of  bougies,  only  permitted  the  intro- 
duction of  an  instrument  of  two  lines  and  a  quar- 
ter in  diameter ;  as  this  was  not  sufficient,  I 
thought  proper  to  cauterize  the  stricture,  which 
was  four  lines  in  length. 

In  two  applications  of  caustic,  according  to  the 
method  of  Ducamp  (from  within  outwards,  and 
not  from  before  backwards),  I  obtained,  though 
with  considerable  difficulty,  the  possibility  of  intro- 
ducing into  the  bladder  a  bougie  of  three  lines  in 
diameter ;  when  introduced,  it  was  firmly  grasped 
by  the  canal. 

I  then  sounded  with  the  recto-curvilinear  instru- 
mentj  which  hitherto  I  had  been  unable  to  pass. 
The  patient  presented  an  excessively  large  blad- 
der; I  could  carry  the  beak  of  the  sound  up- 
wards, to  the  right,  to  the  left,  and  under  the 
neck;  the  instrument,  carried  from  the  neck  to 
the  posterior  part  of  the  organ,  marked  a  play  of 
three  inches;*  the   sensation  produced ' scarcely 


*  The  motion  from  before  backwards,  which  enables  me  to  esti- 
nMtte  the  distance  existing  between  the  neck  and  the  opposite  point,  I 
call  the  course  ^**  la  course**  J.  When  I  seize  a  calculus  with  any  kind 
of  forceps,  and  am  desirous,  before  breaking  it,  to  place  the  part  of 
the  instrument  charged  with  the  stone  in  the  middle  of  the  water,  with 
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indicated  the  existence  of  a  stone ;  and  it  was 
only  after  I  had  elevated  the  pelvis  to  forty-five 
degrees  that  the  calculus  came  in  contact  with  the 
convexity  of  the  sound. 

Notwithstanding  the  small  calibre  of  the  in- 
strument I  was  obliged  to  employ,  and  the  diffi- 
culty of  feeling  the  stone,  I  operated  with  a  simple 
"  perce-pierre/*  by  which,  in  thirteen  or  fourteen 
applications,  the  patient  was  enabled  to  pass  tfa« 
detritus  of  four  or  five  small  stones,  brown,  smooth, 
and  translucent. 

Reflections. 

Tins  case  is  remarkable  in  several  respects. 
The  first  thing  which  strikes  us  is  the  extremely 
small  size  of  the  stones  in  a  patient  who  for  nine- 
teen years  had  suffered  from  this  disease.  It  is 
not  always  true,  therefore,  that  around  a  foreign 
body  placed  in  the  bladder,  salts,  deposited  by 
the  urine,  are  continually  accumulating,  other- 
wise, in  nineteen  years,  these  stones  would  have 
acquired  a  larger  volume  j  it  may  perhaps  be  said 
that  they  had  not  existed  so  long,  and  that  the 
pain  and  inflammation  with  which  the  bladder  had 


which  the  bladder  is  filled ;  I  ascertain  by  the  course  the  situation 
of  the  two  opposite  points  of  the  organ,  in  order  to  place  the  instru- 
ment in  the  middle  point.  There  are  many  important  things  to  be 
said  concerning  this  course.  We  shall  speak  of  it  when  considering 
the  operation. 
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been  afiected  were  not  caused  by  the  stone ;  but 
this  is  by  no  means  probable ;  besides  other  pa- 
tients, and  even  in  great  number,  have  presented 
the  singular  phenomenon  of  stones  existing  for 
a  long  time  in  the  urinary  organ  without  increas- 
ing to  any  considerable  size. 

M.  J.  p  *  *  *  had  a  very  decided  stricture  at 
the  neck,  although  he  had  never  had  gonorrhoea* 
I  attribute  the  one  presented  by  this  patient  to 
the  attacks  of  inflammation  of  the  bladder,  and 
which  may  have  been  propagated  into  the  urethra 
to  a  greater  or  less  extent ;  this  cause  of  stricture 
has  not,  I  believe,  been  indicated  by  authors. 
With  respect  to  the  stricture,  this  operation  is 
remarkable ;  the  cure  was  very  slow,  not  less 
than  fourteen  applications  of  the  '*  perce-pierre" 
being  necessary.  Hiis  may  seem  astonishing 
considering  the  small  size  of  the  stones,  but 
the  astonishment  will  cease  on  considering  that 
the  instrument  employed  was  of  a  very  small 
ealibre,  and  consequently  of  but  little  power; 
that  the  strictured  portion  of  the  canal  rendered 
the  passage  of  the  fragments  very  difficult,  which 
made  it  necessary  to  reduce  them  to  a  very  small 
size ;  that  the  bladder  being  very  capacious,  the 
fragments  were  disseminated  over  a  large  surface, 
thus  rendering  it  difficult  to  find  them ;  and,  lastly, 
that  the  patient  was  so  extremely  sensitive  as  to 
preclude  the  possibility  of  prolonged  applications 
of  the  instruments. 
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In ,  conclusion  I  have  to  remarisv  tha(:  the  patient 
duriog  the  whole  course  of  hiB  treatmeat:  suffered^ 
firom  no  other  febrile  symptoms  than  tho86aooom** 
paoying  two  attacks  of  inflammation ;  of.  the ;  te8*> 
tides.  This  is  the  only  accident  of  the  kind  that? 
I  have  seen  take  place  in  the  patients. whom> I. have< 
submitted  to  Hthotrity;  to  accoiiiit  for .  these  atu^ 
tacks,  it  is  necessary  also  to  observe*  that.Iiwas- 
unable  to  prevail  on  my  young  patient  to  be  stu- 
dent. Before  and  after  each  operation  housed  M 
ri^e  on  horseback,  nor  did  he,  I  beUevOt  abstain 
from  sexual  excitement.  .  /  .     ..  «* 

I  operated  on  M.  J.  P  *  ♦  *  in  the  presence  ofi  i 
his  brother-in«laW|  Dr.  Everard,  Drs.  Fasquief^V 
jun.,  J.  Sarlandi^re,  and  Terrier.  .>    >' 

Madame  de  B  *  *  *,  thirty-three  years  of  age, 
tall^  of  a  sanguine  temperament,  and  not  very  irri- 
table, had  suflFered  acute  pain  in  the  region  of  the 
^  kidnies  about  three  years  j  during  this  period,  she 
had,  several  times,  at  intervals  of  some  months, 
passed  white  gravel,  which  she  at  first  felt  descend- 
ing the  ureters^  and  subsequently  voided  through 
the  urethra. 

For  the  last  six  months,  however,  the  patient 
had  been  affected  with  a  peculiar  burning,  and 
sometimes  aching  sensation  in  the  bladder,  accom- 
panied by  lumbar  pain,  weight  at  the  lower  part 
of  the  pelvis,  and  in  the  groins^  and  lastly,  with 


CA8U   OF   LITHOTRITY.  401 

a  frequent  propensity  to  make  water.  If,  when 
pressed  by  this  desire,  she  endeavoared  to  obey 
it»  her  efforts  were  usually  ineffectual,  some  drops 
of  muddy  urine  only  escaping  with  difficulty.  But 
at  other  times  it  was  expelled  in  a  strong,  full,  and 
vduminous  jet,  which  was  often  suddenly  arrested, 
and  the  patient,  notwitstanding  all  her  efibrts, 
could  not  evacuate  the  remainder. 

These  suflfering^  having  become  incessant,  she 
determined  to  consult  me. 

The  cadieter  enabled  me  to  discover  a  stone  at 
the  entrance  of  the  neck^  which,  as  soon  as  the 
instrument  was  introduced,  fell  into  the  bladder. 
This  organ  appeared  very  large  laterally,  extremely 
deep,  but  presenting  very  little  space  (between  an 
inch  and-a-half,  and  two  inches)  from  its  inferior,  to 
its  superior  part.  On  carrying  the  convexity  of 
die  sound  to  the  base  (bas-fond),  I  distinctly  felt 
it  divided  into  two  nearly  equal  parts — a  right  and 
a  1^.  This  separation  into  two  portions  is  pro- 
duced by  the  uterus,  which  projecting,  raises  the 
middle  portion  of  the  bladder,  and  forms  on  each 
side  a  kind  of  groove.  In  the  left  groove,  I  found 
the  stone,  which  appeared  light,  rough,  of  about 
eight  or  ten  lines  in  diameter,  and  readily  moved. 

As  the  patient  was  expecting  the  appearance  of 
the  catamenia,  I  thought  it  right  to  wait  a  short 
time,  hoping  that,  as  soon  as  it  should  have  taken 
place,  the  uterus  would  diminish  in  size :  eight 
dajTS  afterwards  I  performed  the  operation. 

2  D 
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Considernig  the  small  size  of  the  calculusi  I  em- 
ployed the  **  perce-pierre"  with  which^  after  some 
attempts,  I  made  myself  master  of  the  stone,  a 
single  perforation  suflSced  to  break  it,  and  in  the 
evening  of  the  same  day  seven  or  eight  large  frag- 
ments were  evacuated.  From  that  time  to  the 
present,  the  patient  has  been  free  from  all  painful 
sensations  in  the  bladder* 

This  operation  was  performed  in  the  presence 
of  Madame  le  Grand,  principal  Accoucheuse  at 
the  '*  Hospice  de  la  Matemit6/*  who  very  kindly 
honoured  me  with  her  assistance. 

Reflections. 

I  quote  the  case  of  Madame  de  B  *  *  *  as  an 
instance  of  lithotrity  practised  in  the  female,  and 
because  it  is  desirable  to  make  some  observations 
on  this  subject.  With  respect  to  the  urethra,  the 
female  presents  to  the  lithotritist  difficulties,  and 
facilities,  which  he  does  not  meet  with  in  the  male. 
In  the  female  the  canal  is  short,  it  terminates  in  a 
plain  surface,  and  not  at  the  extremity  of  a  pro- 
jecting organ,  as  the  penis  in  man.  This  disposi* 
tion  is  productive  of  difficulty  in  the  execution  of 
two  essential  particulars ;  the  first  is  that  of  re- 
taining the  water  injected  into  the  bladder,  for  we 
cannot  compress  the  urethra  of  the  female  on  the 
sound,  as  in  the  male ;  and  the  second  is,  that  the 
introduction  of  the  instrument  cannot  be  quickly 
accomplished  without  some  difficulty,  in  as  much 
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as  the  extremity  of  the  canal  terminating  in  the 
vagina  by  a  very  inclined  plane,  causes  the  instru- 
ment to  slip»  and  prevents  its  easy  entrance.  But 
if  the  female  urethra  presents  difficulties  in  the 
above-named  particulars,  it  presents  also  invalua- 
ble  facilities  with  respect  to  its  width ;  in  fact,  we 
can  introduce  voluminous  instruments,  and  move 
them,  with  facility,  in  the  bladder,  in  all  direc* 
tions ;  in  consequence  of  this  circumstance,  the 
action  of  the  instruments  of  lithotrity  may  be  dr- 
tremeljf  energetic  upon  the  stone  in  the  female,  and 
although  the  calculus  be  large,  the  cure  may  be 
rapid. 

With  respect  to  the  bladder,  the  female  presents 
some  remarkable  peculiarities :  immediately  behind 
the  neck,  the  most  inclined  portion  of  the  ba$e  is 
in  the  axis  of  the  urethra,  but  more  deeply  in  the 
organ,  it  will  be  found  in  the  two  grooves,  to 
which  I  alluded  in  Madame  de  B  *  *  *'s  case,  so 
that  instead  of  being  nearly  certain  of  finding  a 
small  round  stone  in  the  axis  of  the  instrument,  we 
are  obliged  to  seek  it  in  these  three  places. 

In  this  respect  there  is  some  advantage  in  seizing 
a  large  stone,  for  there  is  no  necessity  to  seek  it, 
as  it  can  be  immediately  felt.  This  disposition  of 
the  bladder  in  the  female,  however,  is  variable  in 
proportion  to  the  varieties  presented  by  the  uterus 
in  its  volume,  its  more  or  less  elevated  position  in 
the  pelvis,  and  its  inclination. 

In  Madame  de  B  *  *  *  s  case  it  was  very  low 

2  D  S 
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down,  and  very  Jarge,  but  it  diminislied  hx  size 
after  the  menstrual  evacuation.  When  .we.  are 
about  to  practise  lithotrity  in  the  female,  if  the 
period  of  this  evacuation  be  approaching,  I  thinlc 
it,  a  good  rule  to  wait,  until  after  its  termination. 

In  the  case  of  another  lady  whom  I  cured  by  lithoT 
trity,.  the  uterMS  being  very  much  elevated,  and  of  a 
small  size,  it  did  not  deform  the  urinary  organ  ; 
thus  the  action  of  seizing  the  stone  was  muqh  mpre 
ei^y,  but  the  action  of  destroying  it  was.lef9us  so,  in 
a^  mpph  as  the  stone  was  not  spherijcal/ 


Mr.  Seigner,  52  years  of  age,  formerly  a  gilder, 
had  sufiered  pain,  characteristic  of.  the  stone, 
though  in  a  moderate  degree,  for  two  years ;  for 
three  or  four  months,  however,  this  pain  had  in- 
creased, the  desire  to  make  water  had  become 
fr^equent,  and  the  urine  contained  a  considerable 
quantity  of  mucus. 

Mr.  Seigner  consulted  Dr.  Breschet,  surgeon 
of  the  H6tel  Dieu,  who  sounded  the  patient, 
found  a  moderate  sized  stone,  and  did  me  the 
honour  to  call  me  in  to  perform  lithotrity,  which 

*  This  lady  had  a  stone  about  the  same  size  as  Madame  de 
B  *  *  *.  As  the  observations  I  should  have  to  make  on  her  case 
are  nearly  the  same  as  those  attached  to  Madame  de  B  *  *  *"s  case, 
the  circurostaooes  being  very  similar,  I  have  not  included  it  in  my 
collection ;  there  was  this  difference,  however,  that  in  this  patient's 
case,  two  applications  of  the  instruments  were  found  necesgary. 
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he  had  already  seen  me  practise  at  the  above- 
named  hospital. 

I  sounded  with  my  recto^curvilinear  instrument^ 
and  found  the  urethra  and  bladder  of  a  moderate 
size ;  the  latter,  however,  was  of  greater  width 
than  depth,  and  presented  some  muscular  co- 
lumns ;  it  was  extremely  sensitive  and  contractile, 
ahd  the  calculus  was  twelve  or  fifteen  lines  in 
diameter,  and  smooth ;  it  gave  a  clear  sound,  and, 
although  not  moving  freely,  its  situation  was  readily 
changed ;  it  was  placed  exactly  in  front  of  the  neck, 
a  few  lines  from  its  opening.  I  applied  the  '*  ap- 
pareil  6videur  k  forceps,"  and  in  eight  minutes  the 
stone  was  seized  and  excavated.-^ 

In  three  applications  of  the  **  brise-coque,** 
each  of  which  lasted  three  or  four  minutes,  the 
bladder  was  relieved  from  all  the  stone  it  con- 
tained ;  and  each  of  these  short  applications  caused 
the  evacuation  of  a  considerable  quantity  of  frag- 
ments* 

This  operation  was  performed  in  the  presence 
of  Messrs.  Magendie  and  De  Blainville,  members 
of  the  commission  appointed  by  the  Institute  to 
examine  my  instruments,  and  many  French  and 
foreign  physicians  and  surgeons. 

ReftectUms. 

This  case  is  simple,  but  remarkable,  inasmuch 
as  it  is  the  first  in  which  the  '^  brise-coque"  was 
employed,  and  consequently  the  first  time  that  the 
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system  of  crushing  the  stone  has  been  effected  by 
an  agent  worthy  of  it.* 

Although  at  that  time  I  had  had  very  little 
practice  in  the  management  of  the  **brise-coque," 
since  it  was  the  first  time  I  had  ever  used  it.  the 
members  of  the  commission  were  fully  convinced  of 
the  facility  with  which  I  seized  and  destroyed  the 
fragments  in  the  bladder ;  and  also  of  the  fact^ 
that  the  time  necessary  for  the  completion  of  its 
action  of  seizing  and  breaking  was  infinitely 
shorter  than  that  necessary  for  the  accomplish- 
ment of  these  two  actions  by  the  •*  perce-pierre/* 

It  was  very  fortunate  for  Mr,  Seigner  that  I 
was  enabled  to  make  use,  for  comminuting  the 
fragments  in  the  shape  of  shells  produced  by  the 
'*  ^ideur/'  of  an  instrument  as  rapid  in  its  action 
as  the  "brise-coque,"  for  I  am  of  opinion^  that 
without  this  rapidity  his  recovery  would  have  been 
very  much  delayed,  the  patient  being  unable  to 
support  the  presence  of  the  instrument  for  more 
than  two  or  three  minutes  without  suffering  the 
most  painful  sensations. 

He  was  able  to  bear  with  tolerable  facility  the 
application  of  the  "  brise-coque,''  which  requires 
only  a  few  minutes  for  the  production  of  a  large 


•  The  second  time  I  made  use  of  the  **brise-coque'*  was  in  an 
operation  performed  publicly  at  the  ••  Hospice  de  Perfectionnement," 
but  it  was  a  small  stone,  which  was  broken  as  soon  as  seized,  lliis 
fact  presents  nothing  instructive. 
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quantity  of  fragments  and  powder }  but  I  doubt 
whether  he  could  have  sustained  for  fifteen  or 
twenty  minutes  the  presence  of  the  *^  perce- 
pierre/'  which  requires  the  whole  of  this  time  in 
order  to  produce  a  satisfactory  result. 

I  should  also  add,  that  the  members  of  the 
commission  were  so  satisfied  with  this  first  trial  of 
the  **  brise-coque/'  and  found  it  so  decisive^  that 
it  was  one  of  the  causes  which  determined  them 
in  concluding  that  my  labours  in  Uthotrity  made 
me  worthy  of  obtaining  the  surgical  prize  for  the 
year  1828. 

During  the  whole  course  of  his  treatment,  Mr. 
Seigner  did  not  suffer  from  any  derangement  of 
his  general  health. 


Dr.  DfiLAMONTAGNE,  58  ycars  of  age,  for  several 
years  had  laboured  under  an  attack  of  the  gravel, 
which  at  times  caused  acute  suffering.  He  had 
passed  small  calculi,  which,  for  the  most  part, 
were  spherical,  and  continued  to  increase  in  size, 
as  he  voided  them. 

After  continuing  in  this  state  for  several  years. 
Dr.  Delamontagne  perceived  that  the  pain  in  his 
loins  was  accompanied  by  other  pains,  which  he 
felt  principally  at  the  tip  of  the  penis,  and  all  along 
the  urethra ;  he  experienced  a  continual  inclina- 
tion to  make  water ;  walking  became  painful ;  and 
in  a  word,  he  complained  of  all  those  symptoms 
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«4)icbusutU^  denote  the  isxistence  of -a  stone  iin 
the  bladder,  and  resolved  to  place*  himsdf^uBdM 
my  care,  itifiorder  ta<  undergo  (the  op6radoir  of 
Ihhotrity*'  •••;i  •••//>■  '  '!  ■?'•  •  *  .  '*":  ■--  -i-  •• 
(By  Boeans  of  the  recto^curvUinear  tseuni^  I  ascer- 
tained that  the  ^ j^tieatVi  urethfa  ik^  large,  but 
soft,  spongy,  aind  bleedings  that  his  *bkdder  was 
soft,  irregular^  and  contractile  in  the  highest' de- 
gree, so  much 'so,  that  an  ounce  qf  water  iwaa  no 
jBooner  injected,  than  it  was  expelled^  with  ibrce.  -' 
vTbe  calculus  was  not  situated  oppodte  the  neck 
of  the  bladder^  but  to  the  right,  it  Appeared  im-^ 
flaoveable,  and  at  such  .a  distance  from  the  ncK^k, 
tiufcll  could  hardly  touch  it  with  the  <extremi<y  of 
l^rtctiheurmUnear  sound.  The  violelit  contraction 
of  the  bladder  prevented  me  from  ascertaining,  with 
any  precision,  its  dimensions.  By  means  of  opiates, 
I  succeeded  in  obtaining  a  less-contracted  bladder, 
and  injected  a  considerable  quantity  of  water, 
which,  however,  was  not  long  retained.  *  I  found 
by.  a  second  examination,  that  there  was  little  space 
from  the  anterior  to  the  posterior  part  of  the  blad- 
der,  but  that  it  was  very  capacious  laterallyi  The 
stone  was  generally  situated  to  the  right,  but  being 
very  moveable  when  the  bladder-was  distended,  I 
could,  with  the  curve  of  the  sound,  bring  it  to  the 
centre  of  the  organ  ;  but  the  smallest  movement 
dislodged  it,  and  made  it  pass  either  to  the  right 
or  to  the  left. 

The  stone  appeared  of  a  flattened  oval  shape. 
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rough  in  some  partly  iuid  of  fromfifteefft  to  eightem 
lines  in  diameter* 

>  Notwithstanding  the  unfavourable  circum^ 
stances  arising  from  the  irritable  state,  and  *  disad^^ 
vantageout  structure  of  the  bladder,  l  resolved^ 
according  to  the  adfice  of.  the  Baron  Dupuytren^ 
Drs.  GaiUard  die  patient's  friend,  and  h&toy 
(J)'£tioU!p)i  whom  I  called  into  consultation,  to 
attempt  the  operation;  but  I  did  not  conceal 
frcnn  .these  gentlemen  that  I  coraidered  it  almost 
impos^le  to  seine  a  stone  which  so  readily  placed 
itself  out  of  the  axis  of  the  instrument. 

I  performed  the  first  operation  with  a  simple 
f  ^  peroe^pierre/'  of  three  lines  and  a  half  in  diame- 
ter ;  ithe  bladder  received  with  faciliiy  an  injectkm 
of  six  or  seven  ounces  of  water ;  but  as  soon  as 
tiie  imtrument  was  introduced,  the  organ  con- 
tracted so  violently  as  to  expel,  between  the 
external  tube  and  the  parietes  of  the  urethra,  the 
wIk^  of  tlie  injection ;  the  instrument  thjen  im^ 
onediately  became  fixed,  the  branches  were  in  con* 
tact  with  the  coats  of  the*  bladder,  and  it  was  ncrit 
until  I  had  distended  it,  by  injecting  a  fresh 
1|uantity  of  water  through  the  canal  of  the  instmr 
ment>  that  I  succeeded  in  closing  the  forceps.^ 

In  order  to  diminish  the  violent  contraction  of 


-  ^1  Imtt  M)ly  add^  a  canal  through  thoae  infltrumeiila  which, 
on  account  of  the  multiplicity  of  their  branches,  require  this  pre^ 
**aiiliftn. 
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the  bladder,  I  desired  the  patient  to  take,  for  the 

0 

second  operation,  a  dose  of  opium,  by  which 
nieans  I  obtained  a  less  contractile  organ,  and  a 
considerable  injection  was  retained.  But  when 
X  had  introduced  and  expanded  the  forcepSt  I 
could  not  so  much  as  feel  the  calculus,  which 
being  placed  in  die  lateral  parts  of  the  bladder, 
at  a  distance  from  the  centre,  was  quite  out  of  the 
reach  of  the  instrument. 

Two  succeeding  attempts  were  followed  exactly 
by  the  same  results  ;  the  stone  was  situated  late- 
rally, and  although  it  sometimes  came  in  contact 
with  the  forceps,  this  contact  always  took  place 
outside  the  space  comprised  between  the  two 
expanded  branches.  M.  Leroy  (D'EtioIIe),  into 
whose  hands  I  put  the  instrument,  assured  him* 
self  of  the  truth  of  my  assertion,  by  making  two 
attempts  to  seize  the  stone. 

I  therefore  gave  up  the  idea  of  submitting  Dr. 
Delamontagne  to  the  operation  of  lithotrity,  for 
the  means  which  the  science  then  possessed  were 
not  applicable  to  his  case ;  the  patient,  as  the 
only  alternative,  had  recourse  to  lithotomy.  The 
Baron  Dupuytren  performed  the  operation  with 
complete  success,  by  means  of  his  bilateral  /i/Ao- 
tome. 

Reflections. 

This  is  an  unsuccessful  case,  and  consequently 
more  instructive  than  the  others. 


CASES  OP   LITHOTRITY.  All 

The  first  circumsUnce  worthy  of  notice  is  the 
great  advantage,  or  rather  the  idbsolute  necessitj^ 
of  having  a  canal  carried  through  the  instrument, 
which  allows  an  injection  to  be  made  into  the 
bladder,  e^'en  whilst  the  forceps  is  in  the  organ ; 
if  I  had  not  been  able  to  accomplish  this^  I  hardly 
know  how  I  could  have  closed  the  instrument 
without  becoming  entangled  in  the  folds  of  the 
bladder,  and  perhaps  seriously  injuring  it.  Dr. 
Delamontagne's  case  may  therefore  be  said  to 
prove  sufficiently  the  importance  of  this  addition.  * 

This  patient's  bladder  was,  as  I  before  remarked^ 
very  contractile ;  but  I  succeeded  in  overcoming 
this  obstacle  by  means  of  opium,  which  I  gave 
in  large  doses  to  the  patient,  who  had  been  in 
the  habit  of  taking  it  daily  in  considerable  qtian^ 
titles,  to  ease  his  sufierings.  By  these  means  the 
patient's  bladder,  which  before  could  not  bear  the 
injection  of  an  ounce  of  water,  retained  with  faci- 
lity, and  without  causing  the  slightest  pain»  ten 
or  twelve  ounces ;  but  this  circumstance,  although 
favourable  in  one  respect,  did  not  remedy  the 
natural  malformation  of  the  bladder. 

This  organ  was  not  more  than  from  an  inch  and 
a  half  to  two  inches  in  its  antero-posterior  diame* 
ter,  so  that  when  the  forceps  was  expanded  it  was 
almost  immoveable^  and  was,  as  must  easily  be  con^ 
ceived,  difficult  to  manoeuvre,  especially  when  the 
stone  to  be  seized  was  placed,  as  it  almost  always 
was,  in  the  lateral  parts  of  the  bladdery  when  the 
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in^rament' vfts  drawn  in  the  lesst  towards  the  neck 
it  entered  immediately  into  the  opening,  or  sort 
of  funnel,  which  this  part  of  the  organ  forms.  In 
ofrder  to  be  master  of  a  calculus  situated  as  iii  the 
present  case,  an  instrument  must  be  employed 
which  has  its  centre  of  action  out  of  the  axis  of  the 
tabe  containefd  in  thfe  urethra.  Science  is  at  pre-* 
sent  deficient  in  tiiis  respect* 

But  to  return  to  the  opium,  and  to  the  favour- 
able result  which  followed  its  application  in  this 
patients  case;  I  am  led  to  conclude  from  this 
example,  that,  under  particular  circumstances,  the 
stupifying  effect  it  produces  may  be  Tery  advan-^ 
tageous,  and  facilitate  considerably  the  peHbrin- 
ance  of  the  operation  of  lithotrity ;  for  if  by  its 


im   .t. 


*  This  case  vras  written  in  the  month  of  March,  1831.  Such  an 
instrument  would  be  of  the  greatest  importaDce,  for  since,  to  remedy 
the  defects  presented  by  the  straight  instruments,  they  must  be  con- 
structed according  to  a  certain  curve,  it  follows  that  by  this  con- 
struction they  would  not  only  be  peculiarly  applicable  in  cases  similar 
to  that  of  Dr.  Delamontagne,  but  would  also  be  found  of  great  ser- 
vice in  treating  those  patients  whose  organs  do  not  admit  perfectly 
straight  instruments.  I  once  met  with  this  circumstance  in  the 
case  of  Mr.  D  *  *  *,  a  man  of  science ;  I  succeeded  in  breaking  the 
entire  calculus  with  the  "  evideur  a  forceps,"  by  giving  a  small  curve 
to  its  extremity  ;♦  but  I  could  not  comminute  the  fragments,  for  I 
then  only  had  in  my  possession,  besides  the  *•  evideur  d  forceps," 
the  **  perce-pierre,"  the  construction  of  which  does  not  allow  a  curve. 
Mr.  D  ♦  *  *  was  operated  upon  by  lithotomy  ten  months  afterwards, 
and  died  under  the  operation. 

•  The  "  capuchon"  may  be  curved  by  lengthening  it. 
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Rieaa»  the  surgeon-litbotriti^t  can  obtain^  for  Cfaci 
space  of  fifteen  or  twenty  nunotes,  a  capacious 
dilatable  bladder,  free  from  contractions,  I  do  hot 
see  why  very  large  calculi  should,  not  be  rapidly, 
destroyed,  if  instruments  of  sufficient  power  are 
employed. 

The  dnly  thing  to  be  considered  i8»  whether 
this  advantage  would  not  be  purchased  at  the 
expense  of  the  derangements  and  disorders  which 
opiates  may  occasionally  cause  in  the  system* 
This  subject  requires  meditation,  and  can  only  be 
answered  by  experience.  The  adoption  of  this 
treatment  may  perhaps  lead  to  happy  results,  and 
extend  the  application  of  Uthotrity. 

This  case  also  proves,  that  when  attempts  to 
perform  the  operation  of  lithotrity  are  made  with 
method  and  prudence*  they  ameliorate  the  state 
of  the  patient,  although  they  do  not  perfect  hin 
recovery ;  as  a  proof  of  this.  Dr.  Delamontagne, 
when  he  went  from  my  hands,  suffered  much  less, 
made  water  less  frequently,  and  in  much  larger 
quantities,  than  when  I  first  saw  him ;  in  short,  he 
was  in  so  favourable  a  condition,  that  the  Baron 
Dupu3rtren  consented  to  operate  as  soon  as  he  was 
applied  to. 

In  the  last  place,  I  would  call  attention  to 
a  circumstance  which,  although  it  may  at  first 
appear  secondary,  is,  however,  of  some  import^ 
ance,  and  worthy  of  remark.  Notwithstanding 
the  difficulties  which  hindered  me  from  ascertain- 
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iog  very  minutely  the  farm  and  dimensions  of  the 
stone^  I  however  drew  a  sketch  of  it  on  paper, 
and  gave  its  diameter  and  shape  before  the  Baron 
Dupuytren  extracted  it,  and  it  was  afterwards 
found  to  coincide  precisely  with  my  dra?dng.* 
This  instance  of  being  able  to  appreciate,  by  Bieans 
of  the  soundt  the  shape  and  6ize  of  a  calculus, 
proves  that  in  the  generality  of  cases  it  is  possible 
to  do  so ;  and  we  are  led  to  the  important  con- 
clusion»  that  in  lithotrity  we  may  decide,  apriori^ 
what  instrument  can  be  employed  with  most  ad- 
vantage, and  with  the  best  chances  of  success. 


Dr.  Heron,  58  years  old,  after  having  been 
affected  for  some  time  with  pain  in  the  loins  and 
along  the  ureters,  experienced,  on  their  cessation, 
all  the  symptoms  of  stone,  which  he  suffered  witliout 
seeking  advice  for  more  than  a  year.  Fully  aware 
of  the  dangers  of  lithotomy,  he  would  not  submit 
to  the  performance  of  this  operation,  but  resolved 
to  have  recourse  to  lithotrity ;  and,  for  that  pur- 
pose, placed  himself  under  my  care  ;  he,  however, 
first  seriously  meditated  on  the  subject,  and  sought 
for  every  possible  information  which  might  assist 
him  in  forming  his  determination. 

I  sounded  the  patient  carefully,  and  found  the 
■  -■■**'  «--.  ■^- 

•  I  have  several  times  given  these  convincing  proofs  of  the  pos- 
sibility of  obtaining  this  preliminary  knowledge  of  the  stone. 
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urethra  large,  yielding,  and  ttiodertttely  sensitiye, 
the  bladder  was  capacious,  regular  in  its  parietes, 
and  of  a  good  conformation  ;  it  retained,  with  fact* 
lity,  an  injection  often  or  twelve  ounces  of  water, 
was  but  little  contractile,  more  than  three  inches 
broad,  and  from  two  and-a-half  to  three  in  depth. 
I  felt  several  small  calculi,  which  appeared  to  roll 
with  facility. 

Considering  this  a  favourable  case  for  the 
**  perce-pierre,''  I  employed  this  instrument,  and 
in  four  applications  completely  relieved  the  pa- 
tient's bladder  from  the  stone  it  contained. 

The  different  applications  took  place  in  the  pre* 
sence  of  Drs.  Delaroche,  Defermont,  and  other 
gentlemen. 


Re/lections* 

Dr.  Hiht)n  had  three  or  four  small  uric-acid  cal- 
cull,  a  good  bladder,  a  very  large  urethra,  and  but 
little  sensibility,  at  least  during  the  operation  ;  this 
case  is  consequently  simple  and  easy,  but  affords 
several  important  subjects  for  reflection. 

If  this  patient  experienced  little  Or  no  pain 
during  the  performance  of  the  operation,  he  was 
not  so  fortunate  when  it  was  terminated,  for  after 
every  application  of  the  instrument,  he  had  an 
attack  of  fever  and  rigors,  accompanied  with 
nervous  symptoms;  he  felt  frequent  inclinations 
to  make  water,  but  could  not  pass  his  urine  with- 
out the  assistance  of  a  catheter.    All  these  un- 
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favourable  symptom^  were  caused  by  the  presence 
of  the  fragments  at  the  neck  of  the  bladder,  for 
although  the  patient's  urethra  was  very  capadoua, 
and  the  stream  of  urine  free  and  full,  he  found,  the 
greatest  difficulty  in  passing  his  fragments ;  I  was 
therefore  obliged  to  obtain  their  expulsion  by  in- 
trc^ucing  a  gum-elastic  bougie  with  a  large  eye*  I 
would  not,  however,  by  any  means,  generally  re- 
commend this  practice,  as  it  is  attended  with 
danger;  for  if  a  fragment  were  to  become  en- 
tangled in  the  eye  of  the  catheter,  the  withdraw- 
ing of.it  might  wound  the  urethra.  I  certainly 
brought  out  fragments  from  Dr.  Huron's  bladder 
without  any  accident;  but  this  is  owing  to  the 
very  large  capacity  of  the  urethra,  and  the  great 
care  and  prudence  with  which  I  proceeded;  I 
should  certainly  not  have  adopted  this  plan  under 
any  other  circumstances.  This  method  of  pro- 
ducing the  evacuation  of  the  fragments,  besides 
being  hazardous  in  its  application,  is  very  tedious 
and  ineffectual,  since  it  only  admits  of  the  expul- 
sion of  small  pieces  of  stone.  It  was  fortunate  for 
Dr.  Heron,  that  his  bladder  only  contained  a  few 
small  calculi,  which  were  easily,  and  in  a  short 
time,  reduced  to  small  particles.  I  may  here  add, 
that  since  I  have  constructed  the  evacuating  sounds 
a  difficulty  of  this  nature  could  be  of  no  import- 
ance whatever,  since  I  can  at  present,  with  equal 
facility,  and  without  any  risks,  bring  out  from  the 
bladder  a  large  or  a  small  quantity  of  fragments. 
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I^I  hereiay  down  a  veiyatefut^d  importaiii 
prebefit.  In  some  cases  the  use  of  a  catheter  is 
resorted  tOy  in  order  to  draw  off  the  urine ;  when 
this  is  done,  and  there  art  fragrnents  In  the  bladder^ 
it  is  ^solutdy  necessary  to  have  the  means  lyady 
of  immediately  injecting  water,  for  very  frequently 
a  fragment  placed  between  the  catheter  and  the 
parietes  of  the  neck,  is  drawn  out  in  the  eye  of 
the  instrument,  and  might  lacerate  the  passage ; 
in  an  empty  bladder  it  is  almost  impossible  to 
push  back  a  fragment,  thus  placed,  and  disen- 
tangle it  from  the  catheter,  and  even  if  this  be 
sometimes  accomplished,  there  is  no  room  in  the 
empty^  bladder  for  the  fragment  to  move  away  to 
some  other  spot,  and  it  would,  most  likely,  a  second 
and  third  time  retake  exactly  the  same  position . 
with  fMpect  to  the  neck  of  the  bladder,  and  the 
eye  of  the  catheter ;  but  by  injecting  a  little  water, 
the  bladder  is  distended,  and  tiie  pieces  of  calculus 
are  disseminated  in  the  organ,  and  are  out  of  the 
readi  of  the  catheter,  which  can  then  be  withdrawn 
without  danger. 

Dr.  H^n's  case  prteented  a  circumstance 
which  I  had  never  yet  observed ;  the  operation 
was  Allowed  by  a  discharge  from  the  urethra, 
which  presented  all  the  symptoms  of  an  ordinary 
gonditfacBa.  This  I  attributed  to  the  frequent  in- 
troducfiotts  of  gum-elastic  catheters,  as  well  as  to 
the  fragments  having  occasionally  remained  some 
time  in  tiie  urethra ;  at  all  events,  this  discharge, 

2   E 
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of  which  I  cannot  exactly  specify  the  duration, 
since  I  left  France  at  that  time,  to  come  to  London, 
is  of  little  importance,  and  I  ieven  find  it  extra- 
ordinary that  it  is  not  more  frequently  met  with 
after  the  manoeuvres  of  lithotrity ;  sometimes,  but 
rarely,  I  have  observed  a  trifling  discharge,  which 
was  always  of  short  duration.  I  think  this  argu- 
ment, founded  on  fact,  may  be  opposed  to  the 
opinion  of  those  persons  who  think  that  gonoiThoea 
may,  in  these  cases,  very  frequently  be  attributed 
to  mechanical  excitement. 


Mr,  Cordier,  a  printer,  56  years  of  age,  of 
a  good  constitution,  after  having  experienced, 
during  upwards  of  a  year,  difficulty  in  making 
water,  and  pain  at  the  tip  of  the  penis,  espe- 
cially after  any  bodily  exercise,  consulted  Dr.- 
Barbette.  This  medical  gentleman  having  sounded 
the  patient,  and  discovered  a  stone,  confided  the 
case  to  me. 

By  means  of  the  recto^urvilinear  catheterism, 
I  found  a  moderately  large  urethra,  possessing 
much  rigidity  in  its  parietes;  a  capacious,  but 
powerfully  contractile  bladder,  and  especially  at 
its  base;  a  calculus,  which  I  could  not  distin- 
guish very  accurately,  from  its  being  placed  be- 
hind the  neck,  but  which,  as  far  as  I  could  then 
estimate,  appeared  middling-sized,  smooth,  hard, 
and   readily  moved.      The  urine,  which  the  pa- 
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tient  was  called  upon  to  void  very  frequently,  was 
sometimes  pretty  good  and  healthy,  but  often 
contained  a  considerable  quantity  of  albumen. 

Unding  Mr.  Cordier  in  many  respects  a  good 
subject  for  lithotrity,  I  undertook  his  treatment, 
and  employed  a  common  "  perce-pierre,"  suppos« 
ing  the  calculus  to  be  eight  or  ten  lines  in  diame- 
ter; but  when  I  had  seized  and  perforated  it 
three  or  four  times,  I  found  that  it  was  much  larger 
than  I  had  expected ;  for  after  five  **  s^nces," 
during  which  I  repeatedly  seized  and  perforated 
the  stone,  it  still  remained  entire;  I  was  com- 
pelled to  persevere  in  the  employment  of  the 
"  perce-pierre,"  notwithstanding  my  full  convic- 
tion of  its  inefficient  action  and  unsatisfactory 
results,  for  having  commenced  the  operation  with 
this  instrument,  I  was  under  the  necessity  of  con- 
tinuing its  applications.* 

Although  the  stone  was  seized  and  attacked  by 
the  instrument  several  times  in  each  ^'  s^nce," 
the  only  result  obtained,  was  the  discharge  of  a 


*  When  a  calculos  is  perforated  in  several  places,  it  cannot  be 
acted  upon  by  the  ^*^videurs*'  (excavators),  for  the  irregularities 
produced  in  the  stone  by  the  perforator  always  materially  obstruct 
the  eccentric  action  of  the  exoawUing  instrununt^  and  in  most  cases 
cifmpUitdy  impede  its  progress,  and  consequently  render  this  more 
rapid  system  of  no  avail.  I  might  certainly  have  had  recourse  to 
the  «*virgule"  in  M.  Cordier's  case,  but  being  at  that  time  far  less 
perfect  than  it  is  at  present,  I  could  not  have  employed  it  with 
advantage. 

2  E  2 
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little  powder  and  three  or  four  small  fragments ;  the 
patient's  health  was,  however,  very  good,  and  his 
recovery  appeared  certain,  although  it  was  likely 
to  be  tedious ;  the  bladder  also  being  less  irritable 
and  contractile,  was  in  a  much  more  favourable 
state  than  it  was  when  the  patient  first  came  under 
my  care.  Such  was  the  condition  of  M.  Cordier 
when  I  was  obliged  to  abandon  hi3  treatment;  for 
being  about  to  leave  Paris  for  London,  I  was 
necessarily  compelled  to  give  up  the  case,  and 
placed  the  patient  in  the  hands  of  my  colleague, 
M.  Leroy  (D'EtioUe). 

Ten  months  having  elapsed,  M.  Leroy  vrrote 
to  tell  me  that  M.  Cordier  was  well,  but  that  the 
removal  of  his  calculus  had  required  eleven  other 
applications  of  the  "  perce-pierre.'* 

Reflections. 

M.  Cordier's  case  is  useful,  inasmuch  as  it  shews 
the  slowness  and  inefficiency  of  the  action  of  the 
"  perce-pierre ; "  and  since  it  was  precisely  the 
want  of  power  and  the  insufficiency  of  this  instru- 
ment that  induced  me  to  undertake  my  labours  in 
lithotrity,  I  feel  myself  justified  in  attaching  some 
importance  to  a  proof,  taken  from  a  surgical  fact, 
to  corroborate  what  a  mere  examination  of  the 
"  perce-pierre"  will  render  evident  to  all  impartial 
judges.  Never  having  myself  employed  this  in- 
strument alone,  when  the  stone  was  twelve  or 
fourteen  lines  in  diameter,  I  cannot  bring  forward, 
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to  prove  my  assertions,  any  of  my  own  cases :  I 
must,  therefore,  present  that  of  M.  Cordier^  in 
which,  being  deceived  as  to  the  size  of  the  cal- 
culus, I  employed  the  '' perce-pierre,"  and  thus 
procured  myself  the  example  I  was  in  want  of. 

I  am  the  more  ready  to  give  this  case,  to 
support  my  opinion,  from  the  cure  not  being 
due  to  me  alone;  for  the  patient  having  been 
placed  under  the  care  of  so  skilful  an  operator 
as  M.  Leroy  (D'Etiolle),  we  may  be  fully  per- 
suaded that  all  the  advantages  which  could  be 
derived  from  the  "  perce-pierre"  were  turned  to 
good  account,  and  that,  consequently,  if  the  treat- 
ment proved  long  and  difficult,  we  must  attribute 
it  solely  to  the  instrument  and  to  its  defects. 

When  we  come  to  reflect,  that  the  calculus  in 
M.  Cordier's  bladder,  although  only  moderately 
voluminous,  required  sixteen  applications  of  the 
^*  perce-pierre "  for  its  extraction,  we  are  naturally 
led  to  conclude  that  with  this  instrument  cases 
must  often  terminate  unfavourably,  since  patients 
are  very  often  totally  unable  to  undergo  so  fre- 
quent a  repetition  of  the  operation. 

I  refrain  from  seeking  for  further  proofs,  which^ 
however,  would  be  far  more  conclusive  were  I  to 
state  them.  But  any  additional  examples  are  un- 
necessary, since  my  readers  will  by  this  time  be 
suffidently  familiarized  with  lithotrity  to  be  able 
to  analyse  the  means  it  possesses,  and  appreciate 
their  worth. 
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Mr.  Wattie,  formerly  a  seaman,  64  years  of 
age,  was  presented  to  me  by  Mr.  White.  In  three 
applications  of  the  "  perce-pierre,"  which  took 
place  on  the  24th  and  30th  July,  and  on  the  20th 
August,  1829>  two  calculi,  which  might  have  been 
from  six  to  eight  lines  in  diameter,  were  commi- 
nuted and  evacuated. 

Re/kctiofis. 

There  was  nothing  very  remarkable  in  this  case, 
except  a  violent  contraction  of  the  bladder,  which 
Mr.  White  and  myself  proved  to  be^  as  nearly  as 
possible,  equal  to  that  which  would  result  from  a 
pressure  of  thirty-seven  pounds  on  an  animal's 
bladder  distended  with  water.  Mr.  Wattie's  case 
is,  however,  to  myself  rendered  interesting,  from 
his  having  been  my  first  patient*  in  England,  and 


*  It  was  at  first  my  intention  to  give  as  long  and  detailed  an  ac- 
count of  the  cases  treated  in  England,  as  I  have  given  of  those  which 
precede  them  ;  I  even  thought  of  adding  to  each  case  a  minute  de- 
scription of  the  operative  steps,  but  I  saw  that  by  thus  expatiating 
I  should  render  this  part  of  the  work  far  more  voluminous  than  I 
intended  it  to  be ;  and  on  considering  that  I  had  not  yet  given  a 
full  and  clear  description  of  the  manoeuvres  of  the  lithotritic  in- 
struments, I  felt  convinced  that  these  minutioe  would  be  imper- 
fectly understood.     The  cases,  as  here  related  in  a  few  words, 
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I  feel  much  gratified  in  having  this  opportunity 
of  expressing  my  obligation  to  Mr.  White,  for  his 
liberality  in  confiding  to  my  care  the  first  case  of 
stone  treated  in  this  country  by  the  lithotritic 
process,  and  for  thus  laying  the  foundation  of  that 
success  which  has  accompanied  my  subsequent 
progress. 

The  first  operations  were  performed  in  the  pre- 
sence of  Messrs.  White,  Edwards,  Maitland, 
Gilbert,  Ware,  &c.  &c. 


Major  Moore,  of  Dublin,  46  years  of  age,  of 
a  good  constitqtion,  and  irritable  temperament, 
was  recommended  to  me  by  Messrs.  Brodie  and 
Crampton.  His  bladder  contained  a  spherical 
calculus,  composed  of  triple  phosphate,  of  a  soft 
substance,  and  about  ten  lines  in  diameter,  which 
a  surgeon  of  distinction  had  unsuccessfully  sought 
to  extract  with  a  pair  of  curved  forceps.* 


fully  answer  the  end  for  which  I  publish  them,  which  is,  as  I  be- 
fore remarked  in  the  introduction,  to  prove  that  the  instrwrnenU 
have  been  employed  unth  sucoess  in  the  living  subject. 

*  Several  of  the  patients  upon  whom  I  have  operated  had,  pre- 
viously to  their  confiding  themselves  to  my  care,  unsuccessfully 
sought  to  have  their  calculi  extracted  with  the  curved  forceps,  the 
ingenious  author  of  which  is  too  well  known  for  me  to  think  it 
necessary  to  name  him. 


vi|n  tw«, applications! >Q|!r]4>e  ,*,Vp«i;c|e-pieiTe?  tt\e 
fnHf^lf^-  vit^.  r^d^oed  to  firftgrnei^^ts  and  p<»Rrder» 

This  18  a  useful  and  valuable  invention,  since,  by  its  means,  pa- 
tients have  been  cured  of  th^  itonief,  iriAout  being  obliged  to  run 
tte  risks  of^tli^.cu^ngljrqpess;  U  is,  towgrer,  of  mucU^l^^^ 
ance  since  the  discovery  of  lithotnty ;  for  although  it  was  employed 
with  advantage  >heil  jpatiehts  cotild  only  have  their  stones  ^iiU)ved 
by  sttbmit^ng  lb  ifae  of>eration  of  lithotomy,  now  that  it^ean  be 
eompnredto  lithotnty,  we  find  it  attended  with  many  serious  riski^of 
which  I  will  select  the  three  most  important : — 

1.  By  employing  the  forceps  the  surgeon  is  in  danger  of  lacerating 
the  urethra,  and  of  producing  urinary  fistulae. 
'  2.  The  employment  of  the  forceps  often  requires  that  aii  inci- 
sion shodd  be  made,  in  order  to  extract  a  calcdus,'  which  from  its 
siasraometimes  cannot  be  drawn  out,  and  remains  eatangkd  inr  the 
uredira ;  a^d  when  this  takes  plape  near  the  neck  of  the  bladder, 
the  extraction  of  the  calculus  differs  little  from  the  operation 
oif  Hthotomy. ' 

3*  When  an  incision  has  been  made  in  the  perineum,  which  in 
itself  is  not  unaccompanied  with  danger,  and  when,  as  is  oAen  the 
case,  there  still  lemain  several  calculi  in  the  bladder,  this  operation 
is  KsX.  little  av^ ;  for  the  portion  of  the  urethra  which  was  cut  into  in 
order  to  extract  the  stone,  necessarily  contracts  more  or  less,  and 
thus  presents  an  obstacle  to  the  introduction  of  the  instruments  of 
lithotrity  ;  the  patient  will  consequently  be  compelled,  as  the  only 
ahemative,  to  undergo  lithotomy,  in  order  to  have  the  stone  extracted 
which  remains  in  his  bladder. 

Thus  we  see  that  the  application  of  the  curved  forceps  is  attended 
with  danger,  and  that  it  can  only  be  completely  successful  when  the 
calculus  is  very  small,  and  even  then,  notwithstanding  the  skill  of 
the  operators,  it  is  with  difficulty  seized  and  extracted ;  and  further, 
searching  for  the  stone  always  fatigues  the  patient  much  more  than 
several  operations  with  an  instrument  of  lithotnty.    Another  di&- 
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wliich  the  patient  voided  with  fildlitf;  7he 
symptoms  of  stone  then  entirely  disappeared^  and 
Msgor  Moore  has  nnce  enjoyed  good  hef^. 

RcfUctUms. 

The  only  remarkable  circumstance  in  this  case 
is^  that  the  stone,  when  once  forced  into  the  cer- 
vix of  the  bladder  by  the  urine,  was  retained  there 
for  a  connderable  length  of  time,  on  account  of 
its  physical  properties ;  this  threw  the  patient  into 
a  continual  state  of  spasm,  and  produced  a  catarrh 
of  the  bladder,  which  however  ceased  entirely 
when  the  stone  was  extracted. 

Major  Moore  was  operated  on  in  the  presence 
of  Dr.  Boyton,  Mr.  Pierrepoint,  and  several  of  the 
Major's  friends,  who  were  not  medical  gentlemen. 


Admiral  *  *  *,  of  Exeter,  64  years  of  age,  was 
placed  under  my  care  by  Mr.  White.  He  had  for 
several  years  been  afflicted  with  the  symptoms  of 
stone  in  the  bladder;  1  examined  him  with  the 
rectO'Curvilinear  ^aund,  and  distinctly  felt  a  calculus, 
which  was  about  fifteen  lines  in  diameter ;  it  ap- 


adfantage  it  that  the  tuigeon  can  never  foresee,  whether  or  no  it 
wtU  be  necessary  to  make  an  incision  in  the  perinenm,  not  knowing 
whether  he  has  grasped  a  stone  with  projecting  angles,  or  one  too 
large  to  pan  through  the  urethra. 
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peared  spherical,  composed  of  uric  acid,  and  very 
hard.    The  prostate  gland  was  enlarged  to  such 
a  degree^  that  it  obstructed  the  free  passage  of 
the  urine,  which  was  thick,  and  deposited  a  con- 
siderable quantity  of  purulent  mucus ;  the  patient 
felt  a  desire  to  make  water  nearly  every  half  hour, 
and  the  expulsion  of  the  urine  was  attended  with 
acute  pain ;  the  bladder  was  very  uneven,  and 
intersected  with  septa ;    and  lastly,  beneath  the 
enlarged  prostate  there  existed   a   considerable 
pouch,  in  which  the  stone  was  frequently  lodged. 
Notwithstanding  these  disadvantages,  I  thought 
it  right  and  prudent  to  undertake  the  treatment 
of  this  case  by  lithotrity.     Considering  the  size  of 
the  stone,  I  first  employed  a  ^'trois  branches  k 
virgule,"  and  afterwards  comminuted  the  frag- 
ments   with    a    simple    "  perce-pierre/'    having 
only  one   hooked  extremity,  on  account  of  the 
irregularity  of  the  bladder.     As  the  cavity  situ- 
ated under  the  cervix,  hindered  the  stone  or  frag- 
ments from  being   either  felt  or   seized,  whilst 
the  patient  was  in  the  horizontal  posture,  it  was 
frequently  found  necessary  to  operate  on  him  in 
an  inclined  position,  which  was  easily  obtained 
by  means  of  the  rectatigular  bed.     The  case  before 
us  proves  the  importance  of  this  position.     The 
Admiral,   on  account  of  the  enlarged  prostate, 
being  unable  to  make  water  in  a  full  stream,  it 
followed,   that  he  could  only  pass  the  powder. 
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and  no  fragments ;  this  circumstance  induced  me 
to  construct  an  evacuating  sound,  with  which  the 
patient  was  enabled  to  void  large  pieces  of  cal- 
culi without  any  di£Bculty  or  danger. 

The  Admiral  left  London  in  perfect  health  in 
February,  but  wrote  me  a  letter  about  five  months 
after  his  arrival  at  Exeter,  stating  that  his  former 
sufferings  were  renewed.  I  desired  him  to  come 
to  London  immediately,  and  having  sounded  him, 
discovered  nearly  as  much  stone  in  his  bladder  as 
there  was  before  I  operated  upon  him.  I  imme- 
diately proceeded  to  comminute  the  newly  formed 
calculus,  and  brought  out  the  fragments  in  the 
same  manner  as  before.  The  Admiral  naturally 
thought  that  a  fragment  of  the  first  stone,  having 
been  left  in  the  bladder,  had  formed  the  nucleus 
of  another  calculous  concretion  ;  I  could  not 
help  being  of  the  same  opinion,  although  Mr. 
White  and  myself  had  sounded  the  patient  three 
or  four  times  after  the  last  operation,  without 
finding  the  smallest  remnant  of  calculus ;  but  a 
careful  examination  of  the  fragments  of  the  second 
stone,  convinced  both  the  patient  and  myself, 
that  it  was  quite  a  new  formation,  for  it  was 
white,  and  purely  composed  of  triple  phosphate, 
whilst  the  first  one  was  red,  and  entirely  formed 
of  uric  acid:  if  a  fragment  of  this  stone  hud 
remained  in  the  bladder,  it  would  immediately 
have  been  recognized. 


tti  €)aaBvroviurHOT8iv¥. 


hf/This'pttieiit'Wtt  nulstrjikdjf  .be: Again  afflicted 
viihrfltooeit-iui^'iD  ImfCaM^iitftirms  «o  rapidlyi 
Iiwanie4.iiiiHaL  of  it  ibefem^hB  \^y  in  order  diiai  he 
pigbi  notaUbw.  the  cnlculua  to  -attain  eny  mag^ 
nttude^ii  The  Adapted  can<. only  ike  completely 
ewedyKwfaen^.^v.ai.i^roceMtof  iiature»  h^  eon^ 
ytitatioiii  cbuQig^ f'JEbr.  aq^  from, a, Bound  state  aC 
hei^th^^e  bteame.  splgecAito^ifQim.ts^^ 
crtaftionft  «p#  from  .e  iendencjr  to:  make  atooe^he 
jioqi  inceyer  (hwi'pnmitimi'<fMBtituti^ 
tlitt»fQiBH:evei7ii  reason; otd  bope  lor-.a^  perfect 
Ymomv^yM^  aaijloanppoa^  Ilie  diaeew  ihaa:been 
tB8;f)ncedifromi.^fi  pxestato  Mid!  Uie  Uaddecin  con* 
sequence  ofHlie  extraction  of  itke^Atonei^,  in. 
RioTbe  Adiniral'a  caae^  above  all  others^  f<HFcibly 
praYes  the  importance  .of  lithotrity.  The  patient 
baing  naturally  disposed,  to  form  vesical  calculi, 
must  repeatedly  have  undergone,  the  operation  of 
lithotomy,  and  every  time  have  endangered  his 
life,  had  he  not  submitted  to  lithotrify  and  thus 
Q)i>taiiied  relief,  without  exposiDg  himself  to  such 
senoQS  risks*  ^ 

. .  This  patient  was  operated  upon  in  the  presence 
of  Sir  Anthony  Carlisle,  and  Messrs.  White,  Bransby 
Cooper,  Copied  Hutchison,  &c  &<;•  &c. 


;  J 


.  r .  I ; ' 
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Mr.  Duncan,  of  Worcester,  60  years  of  age, 
was  recommended  to  me  by  Messrs.  Green  imd 
Rerrepoint.  He  had  been  suflfering  from  *th8 
symptoms  of  stone  for  more  than  two  yearS)  and 
on  examining  his  bladder,  I  discovered  a  calcuhM^ 
which,  with  the  sound,  I. estimated  at  about  an 
inch  in  diameter :  it  was  red,  smooth,  and  coar<* 
posed  of  uric  acid.  The  urine  deposited  a  con- 
siderable quantity  of  mucus,  and  often  stopped 
suddenly  when  the  patient  was  voiding  it  Mr« 
Duncan  seldom  suffered  severely  unless  he  took 
too  much  exercise  on  foot  or  on  horseback,  which 
produced  excessive  pain,  mostly  accompanied 
by  bloody  urine,  and  more  frequent  and  urgent 
inclinations  to  void  it.  '    -^ 

This  operation  was  commenced  widi  a  **  tirois 
branches  k  virgule,*'  with  which  the  caknllus  waf 
fractured,  and  the  fragments  were  afterwanb 
comminuted  with  a  *'  perce-pierre/'  «^  "* 

Rejkctiom. 

Tlie  only  thing  worth  noticing  in  this  case  is 
the  extreme  sensibility  of  the  bladder,  which  I 
sought  to  subdue  by  introducing  bougies  daily 
for  some  time  before  the  operation.  This  pre« 
paratory  treatment  had  the  desired  effect;  fi>f 
although  the  patient  suffered  rather  more  than  is 
usually  the  case,  the  sensations  never  amounted 
to  absolute  pain,  not  even  during  the  application  of 
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the  instruments.  Another  remarkable  circum- 
stance in  this  case  is  the  immediate  cessation  of 
a  blennorrfaasa,  which  eiusted  at  the  same  time 
as,  and  was,  without  doubt,  a  consequence  of,  the 
stone ;  for  as  soon  as  it  was  extracted  the  blen- 
norrbflsa  disappeared. 

Mr.  Duncan  was  operated  upon  in  the  presence 
of  Messrs.  Green,  Brodiei  Pierrepoint,  White, 
Edwards,  Whymper,  Eve,  &:c.  ftc 


Mr.  Sutcuffs,  a  farmer,  residing  at.Thortle 
Bowers,  Yorkshire,  65  years  of  age,  having  read 
an  accouoC  of  Mr.  Wattie's  case  in  the  medical 
journals,  came  to  London,  and  confided  himself 
to  my  care.  I  carefully  examined  the  patient's 
bladder  with  the  recta-curvilinear  soundy  and  felt 
distinctly  two  oval  calculi  which  appeared  smooth 
and  were  disposed  in  alternate  layers  of  phosphate 
of  lime  and  uric  acid ;  they  were  about  twenty  lines 
in  length,  and  from  ten  to  twelve  in  thickness ; 
the  bladder  was  capacious,  but  very  contractile, 
and  the  urethra  was  large.  Notwithstanding  the 
size  of  the  calculi,  I  considered  this  a  suitable 
case  for  lithotrity. 

I  first  attacked  the  stones  with  a  simple  ^^  perce- 
pierre,"  in  order  to  weaken  them  by  a  few  per- 
forations, so  that  the  **  brise-coque"  might  afler 

« 

wards  be  employed  with  greater  effect.     It  is  to 
be  regretted,  in  this  case,  that  I  had  not  at 
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that  time  in  my  possession  a  ^'  trois  branches  k 
virgule*'  sufficiently  large  to  fill  the  patient's 
urethra,  for  with  this  instrument,  in  one  operation, 
I  should  have  reduced  the  stone  to  a  favourable 
state  for  the  action  of  the  "  brise-coque/*  which 
the  *'  perce-pierre"  required  three  or  four  appli* 
cations  to  accomplish.  In  eight  **  s^nces/'  how- 
ever, the  stones  in  Mr.  Sutcliffe's  bladder  were 
sufficiently  reduced  to  be  easily  expelled,  and  the 
patient  was  completely  relieved  from  every  painful 
sensation. 

Rejections. 

This  case  clearly  proves  the  importance  of  the 
"  brise-coque,"  which  acts  much  more  powerfully 
and  rapidly  than  the  *'  perce-pierre  ;"  after  every 
application  of  the  "brise-coque,**  the  patient  voided 
a  large  quantity  of  powder  and  fragments,  and  the 
applications  of  this  instrument  were  of  much  short- 
er duration,  and,  according  to  the  patient,  much 
less  painful  than  those  of  **  perce-pierre." 

I  will  in  the  last  place  direct  your  attention 
to  the  size  of  the  calculi,  as  a  subject  worthy  of 
remark ;  the  detritus^  when  collected,  weighed  an 
ounce  and  a  half,  besides  what  was  accidentallv 
lost  or  passed  at  the  patient's  stools. 

I  operated  on  Mr.  Sutcliffe  in  the  presence  of 
Messrs.  Earle,  Brookes,  Green,  White,  Babing- 
ton,  J.  C.  Powell,  Partridge,  Edwards^  and  many 
other  gentlemen  of  the  profession. 
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Mr.  RoDOERSy  of  liinericky  60  years  oi  age» 
was  recommended  to  me  by  Mr.  Green.  He  had 
been  suflfering  from  the  stone  for  more  than  a 
year,  or,  what  is  more  correct,  he  had,  about  a 
year  before  I  sounded  him,  observed,  for  the 
first  timet  the  symptoms  caused  by  stone  ia  the 
bladder.  The  recto-curvilinear  catheterism  en- 
abled me  to  discover  a  calculus,  which  might 
have  been  from  ten  to  twelve  lines  in  diameter. 

I  commenced  the  operation  with  the  **  perce- 
pierre^"  and  acted  twice  upon  the  stone,  with 
little  or  iitt  efiect ;  on  account  of  its  smoothness 
and  flattened  shape,  it  escaped  from  the  grasp  of 
the  branches  as  soon  as  the  perforator  was  rotated 
by  the  drill-bow.  This  circumstance  induced  me 
to  employ  the  "  brise-coque,"  with  which,  in  one 
operation,  the  stone  was  broken ;  and  in  another, 
the  portions  of  calculi  which  remained,  were  re- 
duced to  powder,  and  fragments  sufficiently  small 
to  be  carried  out  with  the  stream  of  urine. 

Reflections. 

A  fact  worthy  of  notice  in  this  case  is,  that  with 
the  "  brise-coque "  was  accomplished  in  two 
"  sfeances,'*  of  short  duration,  what  the  *'  perce- 
pierre"  could,  perhaps,  not  have  performed  at  all ; 
or  at  least,  not  without  a  far  greater  number  of 
applications,  attended  with  danger. 
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This  case  might  have  been  successfully  treated 
by  means  of  the  *'perce-pienre"  alone,  but  only 
aft«  having  repeatedly  submitted  die  calculus  to 
the  action  of  the  kistrament;  by  dint  of  chipping 
the  stone,  and  breaking  off  small  pieces,  it  might 
at  lastt  perhaps^  have  been  comminuted,  after 
an  exceedingly  long  and  painful  treatment.  In 
thia  case,  therefore,  the  ^<  brise-coque"  proved 
essentially  usefid.  The  orifice  of  the  patienfa 
urethra  waa  very  much  contracted ;  1  was  con« 
sequentiy  obliged  to  make  an  incision  in  the 
little  membranous  fold  which  produces  this  con- 
traction.*'  ■  f 

Messrs*  Green,  White,  Brodie,  and  Dr.  Boy«> 
ton  J  were  present  at  the  operations  performed 
upon-Mr.  Aodgers.  -•  i  * 


^'  We  seldom  find  it  necessary  to  make  this  preliminary  in<^ion» 
but  when  the  opening  of  the  m^thra  is  contracted,  it  is  t>etter  to ' 
have  lecome  to  these  means,  which  are  not  at  all,  or  but  slightly 
paiafol^thap  to  distend  the  passage. 

Besides  this  contraction  of  the  urethra,  which  is  natural,  there  are 
accidental  ones,  known  by  the  name  of  strictures,  which  impede  the 
easy  introduction  of  the  instruments;  these  are  treated  before  the 
operation  is  commenced.  We  have  in  our  possession  instruments 
suitiAly  adapted  to  remove  strktores,  by  means  of  which  we  hava 
been  enabled  to  introduce  through  canals,  which  could  at  first 
only  receive  the  smallest  sized  bougies,  instruments  of  three  or  four 
lines  in  dianneter. 

We 'will  not,  however,  in  this  work,  enter  into  any  details  on 
this  subjsoli  which-  is  of  suflktenit  trnportanl^e  to  form  matter 
enoi^h  for  special  considenainaw    ':       i^iiiJ;.    ,  ■>>.:  .     •<  . 
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Mr.  Goldsmith,  solicitor,  about  30  years  of 
age,  residing  at  Watford,  was  presented  to  me  by 
Mr.  Bransby  Cooper,  who,  having  sounded  the 
patient  and  discovered  a  stone,  advised  him  to 
have  recourse  to  lithotrity,  which  mode  of  treat- 
ment Mr.  B.  Cooper  thought  advantageous,  on 
account  of  the  age  of  the  patient,  his  good  con- 
stitution, and  the  favourable  state  of  his  bladder. 
The  smallness  of  the  stones  in  Mr.  Goldsmith's 
bladder  induced  me  to  employ  the  "  perce- 
pierre." 

With  this  instrument  two  or  three  small  calculi 
were  immediately  seized  and  destroyed ;  but  I 
frequently  observed  that  one  of  them,  although 
secured  by  the  branches,  escaped  from  their  grasp 
as  soon  as  the  drill  was  put  into  action.  This 
clearly  indicated  that  the  stone  was  flat,  and  I  re- 
solved to  destroy  it  with  the  "  brise-coque,'*  which 
immediately  seized  and  crushed  it. 

From  this  time  every  symptom  indicative  of 
stone  in  the  bladder  disappeared,  and  the  patient 
recovered  his  health. 

Reflections. 

A  circumstance  worthy  of  notice  in  this  case 
is,  that  Mr.  Goldsmith,  having  some  business  to 
transact  which  required  his  attendance,  went  to 


CASES    OF    LITHOTRITY.  435 

Watford  between  the  second  and  third  "  s&nces.'* 
While  he  was  at  home,  a  fragment  became  fixed 
in  the  urethra^and  harassed  the  patient  consider- 
ably ;  he  returned  to  London  in  a  much  worse 
state  than  when  he  left,  and  I  immediately  pro* 
ceeded  to  push  the  fragment  back  into  the 
bladder,  by  employing  means  which  secure  the 
urethra  from  every  sort  of  danger.  Having  thus 
relieved  him  from  the  pain  he  felt,  I  continued 
the  operations,  and  reduced  the  stone  to  frag- 
ments, which  were  immediately  voided. 

The  shape  of  the  flat  calculus  deserves  atten- 
tion :  it  consisted  of  two  small  stones,  each  of 
which  resembled  a  large  lentil ;  they  were  joined 
together  by  their  edges,  so  that,  although  each 
one  separately  was  only  six  lines  in  diameter,  they 
together  formed  an  elongated,  smooth,  flat  stone, 
which  the  "  perce-pierre"  seized  with  difficulty, 
and  could  not  maintain  with  sufficient  firmness  for 
the  perforator  to  act  upon  it.  The  patient  passed 
a  fragment  which  corresponded  to  the  part  where 
these  two  calculi  were  united. 

Mr.  Goldsmith  was  operated  upon  in  the  pre- 
sence of  Messrs.  Bransby  Cooper,  White,  Warren, 
Biggs  my  pupil,  &c. 


A  Greenwich  pensioner,  48  years  of  age,  con- 
sulted Mr.  Dobson,  surgeon  of  the  hospital,  for  a 
blennorrhoea.      This  gentleman  having  sounded 
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the  patient,  in  order  to  discover  what  might  be 
the  cause  of  a  discharge,  for  which  no  reason 
could  be  assigned,  found  a  large  stone  in  the 
bladder,  and  did  me  the  honour  to  send  for  me 
and  place  the  patient  under  my  care, 
.  The  calculus  being  spherical  and  very  large,  I 
thought  it  right  to  commence  the  operation  with 
the  apparatus  known  by  the  name  of  "  ^videur  k 
forceps;"  With  this  instrument^  and  the  *•  pince* 
servante,"  which  then  only  served  as  an  indicator^ 
the  calculus  was  immediately  seized,  and  firmly 
secured ;  for  about  ten  minutes  the  eccentric  ex- 
cavator acted  upon  its  interior,  but  this  was  not 
sufficient  to  reduce  it  •to  fragments.  The.  stone 
being  composed  of  uric  acid,  and  disposed  in  layers 
of  diffex'ent  density,  though  they  were  all  exceed- 
ingly hard,  did  not  yield  so  readily  to  the  action 
of  the  excavator,  as  those  calculi  which  are  less 
hard,  and,  above  all,  of  a  more  regular  grain  ;  all 
the  centre  was  however  wasted  away  by  the  action 
of  the  instrument. 

The  two  following  operations  were  performed 
with  the  **  trois-branches  A.virgule;'*  with  this 
instrument  a  large  quantity  of  detritus  was  ob- 
tained, although  the  stone  was  only  attacked  four 
times. 

The  patient,  after  the  application  of  these  instru- 
ments, voided  many  fragments,  and  a  great  deal  of 
powder ;  the  fourth  operation,  however,  convinced 
me  that  there  still  remained  in  his  bladder  a  large 
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compact  mass  of  stone,  in  which  there  were  several 
openings  formed  by  the  "  virgule,"  and  a  central 
excavation  resulting  from  the  action  of  the  "  ^vi- 
deur  k  forceps." 

The  excavating  instruments  being  at  present  of 
little  avail  against  the  excessive  hardness  of  this 
calculus,  I  thought  that  by  percussion  I  should 
more  speedily  determine  the  fracture  of  this  mass, 
which,  from  being  hollow,  appeared  likely  to  yield 
more  readily  to  these  means,  than  to  any  other. 
The  excavator  could  not  now  act,  on  account  of  the 
irregular  interior  of  the  stone,  and  the  perforator 
of  the  "  perce-pierre"  was  useless,  from  its  ten- 
dency to  fall  into  the  numerous  holes  which  had 
previously  been  made,  and  from  thence  into  the 
hollow  centre,  where  there  was  no  substance  for 
it  to  act  upon. 

I  consequently  thought  it  expedient  to  endea- 
vour to  break  this  hard  concave  mass  by  per- 
cussion, and  for  this  purpose  communicated  the 
shock  of  a  hammer  to  the  stone  by  means  of  a 
drill,  placed  between  three  very  strong  branches  : 
a  few  strokes  sufficed  to  reduce  the  stone  to  frag- 
ments. 

The  "  pierce-pierre"  was  employed  twice,  to 
reduce  the  fragments  into  smaller  pieces,  which 
were  afterwards  speedily  comminuted  with  the 
"  brise-coque.*' 
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Reflections. 

This  case  is  remarkable  for  many  reasons.  la 
the  first  place,  having  undertaken  to  operate  upon 
this  patient  publicly  at  an  hospital,  I  thought  it  my 
duty  to  apply,  successively,  all  the  instruments  of 
lithotrity  which  I  consider  applicable,  and  which  I 
have  proved  to  be  so  by  facts^  in  order  to  shew 
the  action  of  each  one.  I  employed  the  *'  perce- 
pierre,"  and  clearly  proved  that,  altliough  a  pretty 
good  instrument  in  certain  cases,  it  possessed  many 
imperfections,  to  obviate  which,  I  invented  the 
excavating  instruments,  and  the  "  brise-coque  j" 
the  immense  advantage  of  these  instruments,  as 
much  with  respect  to  seizing  as  destroying  ^ntire 
calculi  and  fragments,  was  clearly  pointed  out ;  and 
lastly,  the  rapid  action  and  great  power  of  the  crc^f- 
vatorswsis  as  evident,  as  the  necessity  of  their  assist- 
ance was  undeniable. 

In  a  word,  this  case  was  converted  into  a  sort 
of  study,  by  which  all  the  medical  gentlemen  who 
were  present  at  the  different  operations,  were 
enabled  to  form  an  idea  of  the  means  employed  in 
lithotrity  for  curing  patients  of  the  stone  without 
incision.  The  importance  of  being  able  to  raise 
the  pelvis,  as  is  easily  accomplished  with  the  rec- 
tongular  bed,  was  clearly  demonstrated;  it  was 
seen  that  when  the  patient  was  lying  on  a  horizon- 
tal plane,  it  was  sometimes  nearly  impossible  to 
seize  the  fragments,  and  especially  the  entire  stone, 
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but  by  changing  the  position,  this  was  rendered 
easy,  and  gave  much  less  pain.  The  **  support 
fixe"  afforded  general  satisfaction;  every  one 
allowed  it  to  be,  not  only  of  incontestible  utility^ 
but  absolutely  necessary,  since  without  it  the  sys- 
tem  of  excavation  could  not  be  employed. 

This  is  the  first  case  in  which  percussion,  with  a 
hammer,  was  ever  brought  into  action  on  the  shells 
of  calculi,  which  the  excavators  could  not  reduce 
to  fragments. 

The  gentlemen  who  saw  this  mode  of  proceed- 
ing, could  not  but  think  it  rather  extraordinary, 
and  perhaps  hazardous,  to  break  calculi  in  the 
bladder  with  a  hammer,  but  after  witnessing  the 
fact,  they  were  also  unanimous  in  their  opinion, 
that  it  was  not  only  safely  practicable,  but  that  in 
many  cases  it  might  be  of  the  utmost  importance. 
From  this  patient's  safe  recovery  then  we  may  date 
an  improvement  in  lithotrity. 

When  the  pensioner  applied  to  Mr.  Dobson,  it 
was  to  consult  him  for  a  discharge  which  had 
lasted  some  time ;  but  the  patient  himself  had 
not  the  slightest  suspicion  of  the  presence  of  a 
stone  in  his  bladder,  having  never  experienced 
the  pains,  nor  observed  the  symptoms,  which 
generally  accompany  its  formation ;  we  may  there- 
fore conclude,  that  in  this  case,  the  calculus  was 
discovered  almost  by  chance.  This  circumstance 
is  curious,  but  not  so  uncommon  as  is  in  general 
iinagined,  and  it  deserves  attention — for  it  proves 
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that  lifhotrity  will  frequently  relieve  patients  afflict^ 
ed  with  large  stones^  although  it  has  been  said,  that 
when  this  mode  of  operating  shall  be  generally 
kndwn  there  will  only  be  small  calculi  to  destroy  ; 
but  it  is  evident  that  they  must  sometimes  become 
large,  since  persons  can  retain  them  a  long  time  in 
their  bladder,  without  beingaware  of  their  presence. 
I  have  also  to  add,  that  this  patient  frequently  in- 
dulged in  drinking  spirituous  liquors  during  his 
treatment;  this  leads  us  to  the  conclusion,  that 
lithotrity  is  accompanied  with  very  little  danger, 
since,  by  its  means,  patients  may  be  relieved  from 
a  large  quantity  of  stone,  and  be  restored  to  health, 
notwithstanding  these  deviations  from  a  proper 
diet. 

This  patient  was  operated  upon  publicly  at  the 
Greenwich  Hospital^  in  the  presence  of  a  great  num- 
ber of  medical  gentlemen,  and  under  the  auspices 
of  Mr.  Dobson,  to  whom  I  express  my  warmest 
thanks,  for  having  afforded  me  an  opportunity  of 
making  known  in  England  a  useful  method  of 
curing  a  disease,  and  for  having  contributed  in  so 
liberal  and  friendly  a  manner  to  my  success. 


Sir  ***,  Bart.,  residing  in  London,  after  having 
during  a  year  experienced  the  ordinary  symptoms 
which  indicate  the  existence  of  a  calculus  in  the 
bladder,  consulted  Mr.  Brodie,  who  discovered  a 
stone,  and  thinking  this  a  fit  case  for  lithotrity. 
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did  me  the  honour  to  call  me  into  consultationi 
and  placed  Sir  ♦♦♦  under  my  care. 

Having  examined  the  patient's  bladder  with  the 
recio-curvilinear  sound,  I  discovered  a  spherical 
calculus,  of  about  ten  lines  in  diameter,  hard, 
smooth,  and  easily  displaced.  Judging  that  it 
was  composed  of  uric  acid,  in  concentric  layers, 
and  of  a  friable  nature,  from  the  sound  produced 
when  it  came  in  contact  with  the  instrument,  I 
employed  the  "  perce-pierre."  In  three  applica- 
tions of  this  instrument  the  calculus  was  reduced 
to  powder  and  fragments  sufficiently  small  to  be 
voided  by  the  urethra,  and  the  patient  felt  nothing 
more  of  the  symptoms  of  stone  in  the  bladder. 

Reflections. 

The  case  of  Sir  ♦♦♦  is  simple ;  it  consisted  of  a 
spherical,  uric  acid  calculus,  the  two  most  fa- 
vourable conditions  for  allowing  the  patient  to  be 
speedily  relieved;  its  spherical  shape  facilitates 
its  seizure  with  the  **  perce-pierre,"  and  its  chemi« 
cal  composition  renders  its  destruction  easy  by 
means  of  the  drill . 

This  operation  was,  however,  attended  with  ^ 
difficulty  on  account  of  the  violent  contraction  of 
the  bladder.  I  must  here  make  mention  of  a  cir- 
cumstance of  some  importance,  which  proves  how 
little  inconvenience  patients  sometimes  feel  from 
the  operation  of  lithotrity.  Sir  ♦♦♦  was  cured  of 
the  stone  without  his  family  being  aware  that  he 
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was  treated  for  so  serious  a  disease,  and  even  now 
they  continue  ignorant  of  this  fact ;  for  the  patient 
never  communicated  to  them  the  nature  of  his 
malady  before  he  was  treated,  and  was  able  to  re^ 
tain  the  same  reserve  during  his  treatment ;  for 
i^er  every  operation  he  returned  home  on  foot, 
in  the  same  manner  as  he  came,  and  presided  at 
his  own  table  in  the  midst  of  his  friends.  I  men* 
tion  this  circumstancci  because  it  is  curious  that 
a  person  successfully  treated  for  the  stone,  should 
have  been  all  the  while  living  with  his  family,  and 
that  they  should  have  been  ignorant  of  what  was 
going  forward.  Every  patient  in  the  same  favour- 
able condition  as  Sir  ***,  and  under  the  same  cir* 
cumstances,  will  suffer  as  little ;  for  the  most  part, 
they  walk  to  my  house  to  undergo  the  operation, 
and  return  home  in  the  same  manner.  Wr.  Wat- 
tie,  my  first  patient,  64  years  of  age,  came  two 
or  three  times  from  Chelsea  to  Parliament  Street, 
where  he  was  operated  on,  and  walked  back  again 
directly  after  the  operation. 

Mr.  Brodie  was  present  at  the  operations  per- 
formed on  Sir  ***,  and  my  pupil  Mr.  Biggs. 


Mr.  Castle,  Surgeon  to  the  County  Clare  In- 
firmary, 62  years  of  age,  after  having  suffered 
several  years,  consulted  Mr.  Crampton ;  this  gen- 
tleman discovered  a  stone  with  the  sound,  and 
advised  the  patient  to  come  to  London  and  con- 
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fide  binraelf  to  my  care ;  with  this  request  Mr. 
Castle  immediately  complied,  aod  left  Dublin  for 
London,  where  he  arrived  in  June,  in  a  weak,  suf- 
fering state. 

I  sounded  the  patient,  and  discovered  a  stone, 
which  was  oval,  not  very  moveable,  and  com- 
posed of  uric  acid ;  it  persisted  in  remaining 
behind  the  neck  of  the  bladdeir,  where  an  accurate 
examination  could  not  be  made  without  diflSculty. 
The  urine  was  catarrhous,  and  its  expulsion  waa 
attended  with  considerable  pain. 

The  calculus  was  first  attacked  with  the  '^perce- 
pierre,"  which  I  thought  might  be  employed  with 
advantage  in  this  case;  but  the  stone  being  smooth^ 
and  flatter  than  it  had  first  appeared  to  be,  escaped 
from  the  branches  as  soon  as  the  drill  pressed 
upon  it.  In  five  applications  of  this  instrument 
the  stone  was  not  once  perforated,  a  little  powder 
was  scr^>ed  from  its  outside,  and  many  small 
pieces  were  broken  off,  one  of  which  evidently 
corresponded  to  the  edge  of  a  flat  stone,  but  no 
other  result  was  obtained. 

This  was  sufficient  proof  that  it  was  necessary 
to  employ  the  "  brise  coque  ;*'  for  I  soon  per- 
ceived, that  to  destroy  a  calculus  of  this  shape» 
with  the  "  perce-pierre"  would  require  a  longer 
and  more  painful  treatment  than  the  patient  could 
bear. 

In  three  applications  of  the  "  brise-coque,"  a 
stone,  which  had  not  yielded  to  the  numerous 
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attempts:  and  imperfect  action  of  the  ^'perce- 
pierre/**  was  reduced  to  fragments  and  powder, 
and  completely  evacuated. 

Rejections. 

This  case  is  important,  because  Mr.  Castle,  who 
is  a  surgeon,  capable  of  judging  in  medical  affairs, 
confided  himself  to  my  care,  in  order  to  be  treated 
by  my  method.  Let  such  a  choice,  then,  call  the 
attention  of  my  readers  to  that  system,  which,  in 
the  present  case,  has  proved  so  clearly  the  insuf- 
ficiency of  the  "  perce-pierre,"  and  the  importance 
of  the  "  brise-coque ;"  for  let  it  be  remarked  that 
this  latter  instrument  was  only  employed  when  I  had 
discovered  the  almost  utter  impossibility  of  reduc- 
ing the  stone  with  the  "  perce-pierre.'*  This  cir- 
cumstance may  lead  us  to  the  conclusion,  that 
when  the  science  is  better  established,  cures  may 
be  effected  more  rapidly ;  for  the  treatment  may 
be  rendered  shorter,  by  all  the  time  which  is  at 
present  wasted  in  ascertaining  what  instrument 
may  be  used  with  most  advantage.  If  ever  I  meet 
with  a  case  similar  to  that  of  Mr.  Castle's,  I  should 
immediately  attack  the  stone  with  the  **  brise- 
coque/'  and  by  so  doing,  I  should  completely 
relieve  the  patient's  bladder  in  three  applications, 
each  of  which  would  last  four  or  five  minutes, 
instead  of  subjecting  him  to  the  slow  and  useless 
attempts  of  the  '' perce-pierre." 

Mr.  Castle  was  operated  upon  at  my  house,  in 
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the  presence  of  Drs.  Hume,  Clendinning,  M» 
Hamilton,  my  pupil  Mr.  Biggs,  and  several  other 
gentlemen. 


Mr.  Archer,  52  years  of  age,  feeling  the  in<« 
conveniences  and  pain  caused  by  the  presence  of 
stone  in  the  bladder,  consulted  M.  Heelis,  who 
having  sounded  him,  indistinctly  felt  a  hard  sub- 
stance, but  the  sensation  was  so  imperfect  and 
momentary,  that  he  could  say  nothing  positive  on 
the  nature  or  cause  of  the  patient's  malady,  al- 
though he  was  firmly  of  opinion  that  the  bladder 
contained  a  stone.  In  this  state  of  uncertainty 
M.  Heelis  was  kind  enough  to  apply  to  me;  I 
found  the  patient  in  pretty  good  health,  but  th^ 
urine  was  occasionally  thick^  and  deposited  a 
little  mucus. 

I  made  a  minute  and  careful  examination  with 
the  sound,  but  experienced  the  same  difficulty  in 
distinctly  feeling  the  stone  as  Mr.  Heelis.  In  the 
same  manner  as  this  gentleman,  I  once  or  twice 
thought  my  sound  had  come  in  contact  with  a  cal- 
culus, but  the  sensation  was  so  imperfect  and 
transient,  that  I  could  then  give  no  definitive 
opinion  with  respect  to  the  case.  The  bladder  was 
irregular,  covered  with  cells^  and  during  its  contrac- 
tions it  was  intersected  by  muscular  columns, 
between  which  the  stone  might  conceal  itself,  and 
be  thus  placed  beyond  the  reach  of  the  sound,  at 


446  CASES    OF   LITHOTRITY. 

least  until  the  contractions,  partly  ceased.  How- 
ever^ taking  into  consideration  the  symptoms  of 
stone^  which  in  Mr.  Archer's  case  were  well  cha- 
racterised, and  the  sensations  which  had  been  felt, 
however  imperfectly^  and  being  at  the  same  time 
fully  persuaded  that  the  introduction  of  an  instru- 
ment could  not  be  productive  of  the  slightest  in- 
convenience, I  thought  it  advisable  to  operate; 
for  it  was  evident  that  if  a  stone  did  exist,  it  must 
have  been  small,  and  would  be  immediately  seized 
and  comminuted.  By  introducing  an  instrument 
to  examine  the  bladder,  I  should  not  only  be  tak- 
ing the  most  active  measures  to  ascertain  with 
certainty  the  cause  of  Mr.  Archer's  suiSerings, 
and  the  extent  of  his  complaint,  but  should  also 
be  employing  the  most  rapid  and  effectual  means 
to  relieve  the  patient. 

I  put  this  plan  into  execution^  and  employed  a 
'*  perce-pierre"  with  only  one  hook,  on  account  of 
the  inequalities  of  the  bladder.  Notwithstanding 
these  inequalities,  a  fungous  and  varicose  state  of 
the  cervix,  and  a  high  degree  of  contraction,  I 
succeeded  in  grasping  a  small  round  uric-acid 
stone,  which  was  immediately  reduced  to  frag- 
ments and  powder. 

Reflections. 

This  case  is  interesting  for  various  reasons ;  it 
proves  that  a  calbulus  cannot  always  be  detected 


CASES    OF    LITHOTRITY.  447 

by  means  of  catheterism,  and  that  an  instrument 
of  lithotrity  is  not  only  better  adapted  than  a 
sound  to  find  a  calculus,  but  that  a  surgeon  may» 
in  some  cases,  convert  a  simple  examination^ into 
an  immediate  operation. 

Mr.  Archer's  case  also  deserves  attention,  from 
his  having  had  a  bladder  with  a  varicose  neck, 
which  swelled  to  such  a  degree  after  the  intro- 
duction of  the  instrument,  that  it  presented  an 
almost  insurmountable  obstacle  to  the  expulsion  of 
the  urine.  For  four  or  five  days  the  patient  could 
not  pass  a  drop  of  water  without  the  assistance  of 
a  catheter,  which  was  introduced  daily,  and  some- 
times more  frequently,  to  empty  the  Bladder: 
these  introductions  had  the  twofold  advantage  of 
bringing  out  the  water,  and  enabling  the  patient  to 
expel  his  fragments  immediately,  and  without  the 
least  difficulty.  In  the  course  of  a  few  days,  he 
was  able  to  make  water  in  a  full  stream,  but  for 
a  fortnight  after  the  operation  his  urine  continued 
to  deposit  a  little  glairy  mucus. 

I  operated  on  Mr.  Archer  in  the  presence  of 
Mr.  Heelis,  and  my  pupil  Mr.  .Biggs. 


Captain  Armstrong,  from  Banagher,  64  }^ar8 
of  age,  after  having  suffered  for  about  two  years 
and  a  half,  consulted  Mr.  Crampton,  who,  having 
discovered  a  stone,  was  kind  enough  to  give  him 
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the  same  advice  as  he  had  given  to  Mr.  Rodgers 
and  Major  Moore — ^to  come  to  London,  and  place 
himself  under  my  care. 

The  captain  came  immediately,  I  sounded  him, 
and  discovered  a  large,  smooth,  oval  stone,  which 
could  be  readily  displaced,  but  did  not  roll ;  the 
bladder  was  capacious,  but  contractile,  the  urethra 
was  large,  and  the  patient's  health  was  pretty 
good,  with  the  exception  that  he  ate  with  little  or 
no  appetite. 

Two  days  aflter  the  examination,  I  found  Cap* 
tain  Armstrong  in  a  favourable  condition  to  un^ 
dergo  the  operation,  which  I  performed  with  the 
'*  trois  branches  k  virgule,"  as  being  the  most 
appropriate  instrument  I  then  possessed  for  break- 
ing oval  stones  of  considerable  magnitude. 

In  the  first  operation,  the  "  virgule"  acted  twice 
upon  the  stone,  and  produced  much  detritus;  I 
also  discovered  that  there  were  two  calculi  in  the 
patient's  bladder,  for  whilst  one  was  held  fast  by 
the  instrument,  another  was  distinctly  felt. 

The  second  operation  was  performed  with  the 
same  instrument :  the  oval  stone  which  had  been 
before  attacked  was  again  seized,  and  the  '*  vir- 
gule," acting  in  the  very  centre,  reduced  it  to 
fragments,  some  of  which  were  immediately  seized 
and  comminuted. 

I  practised  the  third  ''  stance"  with  the  "  trois 
branches  a  virgule,"  hoping  to  destroy  the  stone 
which  still  remained  entire,   and   which  I  con- 
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sidered  of  an  oval  shape.  In  trjring  to  accom>- 
plish  thisy  several  fragments  were  seized  and 
broken  ;  but  when  I  grasped  the  entire  calculus, 
the  more  special  object  of  my  operations,  it 
escaped  from  the  branches  as  soon  as  the  ^*  man* 
drin  k  virgule''  was  rotated.  This  circumstance 
led  me  to  conclude  that  the  stone  was  flatter  than 
I  had  expected,  and  consequently  could  not  be 
firmly  maintained,  or  effectually  acted  upon  with 
the  three-branched  instruments;  I  was  so  much 
the  more  confirmed  in  this  opinion,  from  the  pa- 
tient having  voided  a  fragment  detached  from 
the  edge  of  the  stone,  in  one  of  the  former  imper- 
fect attacks ;  this  fragment  evidently  corresponded 
to  a  flat  calculus,  and  I  soon  perc^ved  that  tht 
'*  brise-coque''  was  the  only  instrument  which 
could  be  advantageously  employed  in  this  case. 
The  result  of  my  attempt  with  this  instrument 
affords  the  most  convincing  proof  of  the  justice 
of  my  conclusions,  for  in  three  applications  of^ 
four  minutes  each,  a  calculus,  which  had  been 
attacked  ineffectually  by  all  the  other  instruments, 
was  speedily  reduced  to  fragments  and  powder 
with  the  *'  brise-coque." 

Afler  the  second  application  of  the  ^'brise- 
coque,"  I  waited  a  few  days  to  see  if  Captain 
Armstrong  would  experience  any  sensations  indi- 
cative of  the  presence  of  a  fragment  in  the  blad- 
der. Observing  that  the  stream  of  water  was 
still  rather  irregular,  I  examined  the  patient  with 
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a  "  perce-pierre"  which  had  but  one  hooked  branch, 
and  apprehended  a  small  fragment,  which  was 
crushed  and  voided  immediately. 

From  this  time  the  patient  was  as  completely 
free  from  every  symptom  of  stone,  as  he  was 
from  pain  and  uneasiness  of  any  sort,  and  soon 
afterwards  returned  to  Dublin. 

Reflections. 

The  quantity  of  stone  in  this  patient's  bladder, 
and  the  rapidity  with  which  he  was  relieved  of 
it,  render  this  case  interesting ;  it  also  shews  the 
comparative  advantage  of  two  different  instru- 
ments: the  "brise-coque"  and  the  "trois  branches 
k  virgule ;''  the  latter  was  applied  with  success 
in  the  case  of  an  oval  stone,  but  proved  to  be  very 
unfavourable  when  used  in  relation  to  a  flat  one, 
which  was,  on  the  contrary,  instantly  broken  by 
the  **  brise-coque." 

Captain  Armstrong,  although  of  an  advanced 
age,  always  came  to  my  house  on  foot  to  be 
operated  upon,  and  returned  in  the  same  manner 
after  the  operation. 

The  operations  were  performed  in  the  presence 
of  Sir  Astley  Cooper,  Messrs.  White,  Key,  Brans- 
by  Cooper,  Copland  Hutchinson,  Propert,  Sayer, 
Biggs  my  pupil,  &c.  &c. 
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Mr.  S*^*,  of  Chatham,  61  years  of  age,  after 
sufiering  for  more  than  three  years,  consulted  Mr. 
White  ,who  recommended  him  to  apply  to  me,  and 
wished  me  ta  undertake  his  treatment,  although 
the  unfavourable  state  of  the  patient  raised  some 
doubts  in  his  mind  concerning  the  success  of 
lithotrity,  if  attempted  in  such  a  case. 

In  fact,  Mr.  S***,  notwithstanding  a  pretty 
good  state  of  health,  presented  a  complication  of 
untoward  symptoms,  which  rendered  his  cure  by 
these  means  uncertain.  Besides  two  inguinal 
hemis,  and  a  hydrocele,  his  bladder  threw  many 
serious  and  additional  obstacles  in  the  way.  For 
a  long  time  he  had  laboured  under  a  considerable 
haematuria;  his  bladder,  which  was  badly  con- 
formed, and  overrun  with  partitions,  was  lined 
with  a  soft  spongy  membrane,  which  bled  at  the 
mere  contact  of  a  sound ;  his  prostate  was  large, 
his  urine  deposited  a  large  quantity  of  muco* 
purulent  matter,  and  was  often  bloody ;  he  could 
not  make  water  without  experiencing  great  pain, 
and  the  stream  was  small  and  without  force,  so 
that  there  was  no  reason  to  expect  that  he  would 
be  able  to  expel  the  fragments  by  the  expulsive 
power  of  the  bladder. 

Notwithstanding  all  these  difficulties,  I  thought 
that  lithotrity  might  be  applied  with  advantage, 
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for  although  the  stones  were  numerous  they  were 
small,  and  I  was  so  much  the  more  ready  to  en- 
tertain this  opinion,  from  a  perfect  persuasion  that 
such  an  accumulation  of  unfavourable  circum- 
stances must  render  the  operation  of  lithotomy 
still  more  doubtful  and  dangerous. 

I  therefore  undertook  Mr.  S***'s  case»  and 
iemployed  a  ''  perce-pierre'^  wilii  only  one  hook» 
on  account  of  the  irregularity  of  the.bladder.  In 
a  few  applications  of  this  instrument^  and  witli 
the  assistance  of  the  '*  brise-coque»".  we  had  the 
satisfaction  not  only  to  enable  the  patient  to  eva- 
cuate  all  the  stone  which  his  bladder  contained^ 
but  to  see  the  urine  become  clear,  and  retained  in 
larger  quantities ;  the  desire  to  make  water  was  evi- 
dently less  frequently  felt,  less  violent,  and  accom-> 
panied  with  little  or  no  pain ;  the  membrane  was 
even  and  resisting,  and  did  not  bleed  at  the  intro- 
duction of  a  sound ;  the  hasmaturia  ceased  en- 
tirely, and,  in  a  word,  there  was  a  cessation  of 
all  the  unfavourable  symptoms  which  had  before 
existed. 

The  stream  of  urine,  although  considerably  bet- 
ter, is  not  even  now  quite  as  it  should  be:  this 
depends  on  the  enlargement  of  the  prostate 
gland. 

Refiectiom. 

Mr.  S***'s  case  is  remarkable  for  the  happy 
change  effected  in  his  urinary  organs,  which  were 
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in  so  deplorable  a  state  before  the  operation ;  it  is 
also  remarkable  on  account  of  the  numerous  diffi- 
culties which  attended  the  manoeuvres  during  the 
operation ;  for,  before  the  instruments  could  be 
applied,  it  was  necessary  to  open  the  hydrocele  j 
during  their  application  we  were  obliged  to  com- 
press the  two  hernia ;  the  calculi  concealed  them- 
selves in  the  lateral  pouches  which  existed  in  this 
patient's  bladder;  it  was  therefore  necessar}'  to 
find  them  out,  and  place  them,  with  the  sound,  on 
a  smooth  surface,  before  attempting  to  grasp  them 
with  the  instrument.  The  bladder  being  lined  with 
a  soft  fungous  membrane,  it  was  very  difficult 
to  seize  the  stones,  and  more  especially  the  frag- 
ments, without  coming  in  close  contact  with  this 
membrane,  in  the  folds  of  which  the  fragments 
were  entangled.  Finally,  since  the  patient  did 
not  expel  his  urine  with  sufficient  force  to  pass 
the  fragments  of  stone  naturally,  it  was  necessary 
to  bring  the  detritus  from  the  bladder  mechani- 
cally, by  means  of  the  evacuating  sound.  Litho- 
trity,  however,  surmounted  all  these  obstacles, 
and  has  proved  successful  in  restoring  to  a  favour- 
able state,  a  patient  on  whom  lithotomy  could  not 
have  been  practised  without  the  greatest  risk  of 
its  proving  fatal. 

Mr.  S***  is  now  in  the  enjoyment  of  good  gene- 
ral health,  and  his  bladder  remains  in  the  same 
favourable  condition,  with  the  exception  that  there 
is  now  and  then  a  gravelly  formation  of  triple 
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phosphate,  which  is,  for  the  most  part,  voided 
with  the  urine ;  but  if  the  gravel  be  too  large  to 
pass  through  the  urethra,  I  immediately  commi-* 
nute  it.  This  tendency  to  form  stone  will  very 
probably  cease  in  a  short  time,  either^  as  I  before 
remarked,  from  a  change  in  the  disposition  of  the 
patient,  or  else  by  means  of  suitable  draughts  and 
injections. 

I  operated  upon  Mr.  S***  in  the  presence  of 
Messrs.  White,  Giilett,  Coleman,  Martin,  Biggs 
my  pupil,  &c.  &c. 


The  Reverend  *♦♦,  6l  years  of  age,  had  expe- 
rienced, during  a  year,  difficulty  in  making  water, 
pain  after  walking,  and  other  symptoms  of  stone 
in  the  bladder ;  he  could  not  bear  the  motion  of 
a  coach,  and  was  still  less  able  to  ride  on  horse- 
back. In  this  state  he  consulted  Mr.  Brodie, 
who,  suspecting  the  cause  of  the  patient's  suffer- 
ings, sounded  him,  and  discovered  a  calculus.  Mr. 
Brodie  considering  this  a  favourable  case  for  litho- 
trity,  recommended  me  to  Mr.  ***,  who  confided 
himself  to  my  care,  and  consented  to  submit  to 
the  operation  of  lithotrity . 

Mr.  ***'s  health,  in  general,  was  pretty  fair; 
but  he  was  very  irritable,  and  had  daily  an  attack 
of  rigors  accompanied  with  fever,  which  usually 
lasted  the  greater  part  of  the  night.  The  urine 
was  thick  and  oleaginous  ;  it  deposited  a  purulent 
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sediment,  and  the  patient  could  not  void  it  with 
any  force.  By  means  of  the  sound,  calculous  sub- 
stance was  distinctly  felt  in  the  bladder;  but  I 
could  not  then  positively  affirm  whether  it  con* 
sisted  of  one  or  more  stones.  The  sound  it  pro-^ 
duced,  and  the  facility  with  which  it  was  moved, 
indicated,  however,  that  it  was  small  and  sphe- 
rical.. 

It  was  thought  advisable  to  postpone  operating, 
until  the  patient  should  be  completely  free  from 
the  attacks  of  fever  and  spasm  to  which  he  had 
been  subject.  In  about  six  days  I  found  M.  C** 
in  a  favourable  state  to  undergo  the  operation, 
and  was  about  to  perform  it,  when  he  complained 
of  considerable  pain  in  one  of  his  testicles.  I 
examined  it,  and  found  it  very  much  inflamed, 
without  being  able  to  assign  any  reason  for  its 
being  in  such  a  state.  The  patient  was  treated 
for  this  inflammation,  which  extended  to  the  epi- 
dermis  and  spermatic  chord;  and  when  I  had 
obtained  Mr.  Brodie's  opinion  to  corroborate  my 
own,  that  Mr.  ***  was  sufficiently  recovered  to 
submit  to  the  operation,  I  proceeded  to  the  de« 
struction  of  the  stone. 

"  The  "  perce-pierre"  was  employed,  but  with 
this  modification — that,  instead  of  turning  the 
driU  by  means  of  a  bow,  I  determined  to  break 
the  stone  by  percussion.  To  that  effect  I  struck 
the  perforator  with  a  hammer,  and  thus  com- 
municated the  shock  to  the  calculus,  which  was 
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Many  di;cum8tances  render  this  case  interest- 
ing. Mr.  **♦,  who  was  feverish  and  uncommonly 
nervous  before  he  submitted  to  the  operation, 
was  relieved  from  this  unfavourable  state  im* 
mediately  after  the  first  application  of  the  instru* 
ments,  the  mere  contact  of  which  improved  his 
state  of  health  to  such  a  degree,  that  the  day 
after  the  last  ''stance/'  I  surprised  my  patient 
jumping  from  a  chair,  to  ascertain  whether  any 
uupleasant  sensations  remained. 

I  must  also  remark  that  the  violent  inflamma- 
tion of  the  testicle,  which  shewed  itself  before  the 
operation  was  commencedy  never  oncer  appeared 


CASES   OP   LITHOTRITT.  46? 

daHdg  or  between  the  i^iplicationB  of  the  instru^ 
ments ;  and  yet^  the  testicle  having  beea  so  lately 
inflamed,  must  necessarily  have  had  a  greater  ten* 
dency  to  have  become  so  again.  This  circun^* 
stance  is  a  convincing  proof  that,  when  the  operas 
tionof  lithotrity  is  well  performed,  it  does  not,  as 
some  have  asserted,  produce  inflammation  of  these 
organs. 

In  Mr.  ♦♦•'s  case,  the  employment  of  a  hammer 
to  destroy  small  stones,  also  deserves  attention. 
Its  application  was  attended  with  great  advan- 
tage ;  for  it  not  only  comminutes  the  calculi  more 
rapidly,  but  more  completely,  especially  when  its 
action  is  combined  with  that  of  the  drilUbow. 
This  is  very  frequently  an  object  of  importance, 
and  was  particularly  so  in  the  case  before  us, 
since  the  patient  could  not  have  voided  large 
fragments,  from  the  want  of  force  in  the  expul- 
sion of  his  urine. 

Mr.  *•♦  was  operated  upon  in  the  presence  of 
Messrs.  Brodie,  White,  Propert,  Drs.  Gregory 
and  Locock,  Mr.  Biggs  my  pupil,  &c.  &c. 


Mr.  Tatlob,  a  former,  48  years  of  age,  came  to 
me  in  the  month  of  July,  with  a  written  recoup 
mendation  from  M.  Brodie,  who  wished  me  to 
sound  the  patient,  but  stated,  at  the  same  time,  in 
his  letter,  that  it  was  a  ckse  of  very  large  caloulu^ 
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which.he  thought  might  be  beyond  the  power  of 
jvy  iostiuments  of  lithotrity. 

The  patieiit  informed  me,  tliat  he  had  suffered 
from  the  «tone  for  upwards  of  20  years,  and  that 
he  had  been  subject  to  violent  nephritic  attacks,; 
which  were  usually  followed  by  the  expulsion  of 
small  calculi,  jper  urethram;  he  said  that  he  fre- 
quently felt  great  pain  in  his  bladder,  and  had  re* 
cently  laboured  under  an  acute  inflaramslion  of 
that  organ,  accompanied  with  fever,  a  consider- 
able  catarrh  of  the  bladder,  and  an  utter  imposd- 
biiitj  to  make  water  without  the  assistance  of  a 
catheter. 
.With  the  sound  I  diiicovered  a  very  larger  im^ 
moveable,  and  apparently  spherical  calculus ;  the 
bladder  was  contracted,  and  expelled  immediately 
the  water  which  was  injected,  and  the  patient 
passed,  at  short  intervals,  a  small  quantity  of  thick, 
offensive  urine* 

This  examination  was  performed  during  the 
excessive  heat,  and,  for  various  reasons,  it  was 
thought  advisable  to  send  the  patient  home  for  a 
time.  Not  having  been  able  to  estimate,  with 
precision,  the  shape  and  size  of  the  calculus^  on 
account  of  the  violent  contraction  of  the  bladder, 
and  the  acute  pain  the  patient  suffered  wh^i  the 
stone  was  moved  in  the  least,  we  could,  then,  only 
conclude,  that  this  vesical  concretion  was  very 
large,  without  being  able  to  give  the  patient  any 
other  details  on  his  case. 
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.  Mn  Taylor  was  recommended  to  follow  an  anti- 
phlogistic treatment,  and  to  return  to  London, 
when  the  violence  of  his  sufferings  should  have  in 
some  measure  abated,  and  when  his  bladder  might 
be  in  a  state  to  contain  a  sufficient  quantity  of 
water  to  allow  the  stone  free  movement. 

The  patient  went  home,  but  notwithstanding 
all  the  means  employed  to  ease  his  pain,  and 
restore  his  bladder  to  a  more  favourable  condi- 
tion, he  soon  fell  into  the  same  state  as  before,  and 
experienced  all  the  symptoms  of  an  acute  infiam-^ 
mation  of  that  organ  ;  this  attack  lasted  about  a 
month;  after  which,  his  health  gradually  im- 
proved, and  in  December  he  came  to  London  in 
a  better  state  than  when  I  first  saw  him. 

His  sufferings  were  much  alleviated,  and  the 
operation  of  sounding  was  much  less  painful ;  the 
urine  was  voided  less  frequently,  and  in  larger 
quantities,  although  it  still  continued  to  deposit, 
at  times,  a  considerable  quantity  of  glairy  mucus. 
His  bladder  now  retained  a  larger  quantity  of  fluids 
and  the  stone  could  be  readily  displaced ;  it  ap- 
peared round,  rough,  very  large,  but  not,  however^ 
out  of  proportion  to  the  means  I  possessed  for 
breaking  and  pulverizing  it. 

I  at  first  declined  operating  upon  this  patient, 
on  considering  that  the  mere  presence  of  the  cal- 
culus in  his  bladder,  without  any  other  cause,  had 
several  -times  caused  violent  inflammation  of  that 
organ  ;  for  I  thought  it  almost  inevitable  not  to 
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produce  the  same  result  by  mechanical  causes, 
such  as  the  presence  of  the  numerous  fragments 
which  must  necessarily  be  produced  by  the  action 
of  the  instruments  on  such  a  voluminous  cal- 
culus.* But  seeing  that  Mr.  Taylor  feared  the 
knife  exceedingly^  and  was  unwilling  to  submit  to 
its  application 9  I  departed  from  my  first  resolu- 
tion, and  begged  Messrs.  Key,  White,  Bransby 
Cooper,  Copland  Hutchison,  and  Green,  to 
come  and  sound  the  patient,  and  enable  me,  with 
their  valuable  assistance,  to  form  a  final  determi- 
nation. 

These  gentlemen  kindly  acquiesced  in  my  re- 
quest, and  hanng  examined  the  patient,  without 
difficulty  recognized  the  size  of  the  stone,  and  the 
difficulties  of  the  case,  which  arose  principally 
from  the  tendency  of  the  bladder  to  inflame  ;  but 
notwithstanding  these  difficulties,  they  were  of 
opinion,  that  the  treatment  of  the  patient  might 
advantageously  be  undertaken  by  lithotrity,  as  he 
then  enjoyed  a  favourable  state  of  health. 

Quite  of  the  opinion  of  these  gentlemen,  and 
desirous  to  employ  every  means  at  all  likely  to 


♦  At  tliat  time  I  did  not  pursue  the  plan  of  bringing  out  the 
fragments  by  means  of  an  evcunicUing  soundy  in  all  cases  ;  this  idea 
only  occurred  to  me  when  I  had  perfected  this  sound  sufficiently  to 
find  it  more  advantageous,  in  almost  every  case,  to  enable  the  patient 
to  evacuate  the  fragments  by  its  assistance,  rather  than  leaving  this 
to  be  performed  by  the  natural  contractions  of  the  bladder. 
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relive  a  patient  who  refused  to  be  treated  by  any 
other  means,  I  undertook  the  case,  and  submitted 
Mr.  Taylor,  in  the  course  of  a  few  days,  to  the 
action  of  the  "  6videur  k  forceps." 

In  the  first  application  of  this  instrument,  which 
was  made  in  the  presence  of  Sir  Astley  Cooper  and 
Messrs.  Green,  Brodie,  White,  Copland  Hutchison* 
and  my  pupil,  I  observed,  that  the  stone  did  not 
come  before  the  expanded  forceps,  as  is  always 
the  case,  when  there  is  a  single  round  calculus  in 
the  bladder ;  by  means  of  the  "  pince-servante" 
I,  however,  discovered,  that  a  small  stone  was 
brought  within  the  grasp  of  the  branches,  and  it 
was  instantly  broken,  by  merely  pressing  it 
between  them. 

The  first  operation  terminated  here,  without 
producing  the  effect  anticipated — ^that  of  seizing 
and  excavating  the  large  calculus  which  had  been 
distinctly  felt. 

The  following  day  Mr.  Taylor  voided  one  half 
of  the  little  calculus  which  had  been  broken :  it 
must  have  been  of  an  oblong  shape,  fxom  eight  to 
ten  lines  in  length,  and  from  four  to  five  in 
breadth. 

In  a  second  application  of  the  same  instrument, 
made  before  Sir  Astley  Cooper  and  Mr.  White, 
the  stone  being  situated  immediately  before  the 
expanded  forceps,  was  seized  and  secured.  Having 
ascertained,  by  means  of  the  "pince  servante,'* 
which  then  only  served  as  indicator ,  that  the  caL* 


462  CASES   OP   LITHOTRITY. 

cuius  was  firmly  fixed,  I  prepared  to  act  upon  it, 
and  in  eight  or  ten  minutes  perforated  and  exca- 
vated it 

Although  the  perforation  which  I  made  in  the 
stone  clearly  proved  that  it  did  not  exceed  an  inch 
in  diameter,  I  still  conceived  that  I  had  excavated 
and  partly  broken  the  large  calculus  which  had 
been  discovered  with  the  sound  ;  fbr  I  thought  I 
might  have  been  mistaken  in  the  opinion  which  I 
had  formed  of  its  shape,  on  account  of  the  dififi- 
culties  which  resulted  from  the  contracted  state 
of  the  bladder.  Having  sounded  the  patient  two 
days  afterwards,  I  found,  in  effect,  that  the  cal- 
culus, instead  of  being  nearly  spherical,  as  I  had 
imagined,  was  more  of  an  oblong  shape,  and  had 
been  seized  by  one  of  its  extremities,  which  was 
excavated,  and  was  of  a  smaller  diameter  than 
the  rest  of  the  stone. 

The  patient  voided  a  large  quantity  of  powder 
after  this  operation,  but  not  a  single  fragment, 
which  led  me  to  conclude  that  the  calculus  was 
either  not  broken,  but  only  hollowed  out,  or  that 
it  was  reduced  to  two  or  three  pieces,  too  large 
to  pass  through  the  urethra. 

Eight  or  nine  days  after  this  second  operation, 
however,  which  was  as  gentle  as  the  previous  one, 
and  as  inoffensive,  as  respects  the  organs,  the 
patient  felt  more  pain  in  making  water,  the  urine 
deposited  a  larger  quantity  of  mucus,  and  he  was 
attacked  with  a  slow  fever,  followed  by  symptoms 
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of  congestion  of  the  lungs,  which  lasted  about  a 
month,  when  the  patient  died. 

Reflections. 

This  case,  being  a  failure,  excites  our  interest, 
and  may  prove  more  instructive  than  those  which 
precede. 

The  termination  of  this  case  was  certainly  to 
me  a  matter  of  surprise,  when  I  considered,  that 
only  two  applications  of  the  instrument  had  been 
made,  and  that  they  were  both  very  gentle,  and 
gave  the  patient  little  pain,-  since  he  got  up 
immediately  after  their  termination,  and  walked 
home }  further,  with  the  **  evideur  k  forceps," 
scarcely  any  movements  are  required  to  seize 
the  stone.  I  was  also  surprised  when  I  re- 
flected that  both  operations  were  short,  not 
lasting  above  nine  or  ten  minutes,  and  that  the 
patient,  during  the  whole  time,  hardly  made  the 
slightest  complaint.  Finally,  the  consequences 
which  followed  these  attempts  were  to  me  as  un- 
expected as  surprising,  after  having  observed, 
and  rendered  evident  to  the  professional  gentle- 
men who  honoured  me  with  their  presence,  that 
the  bladder  was  entirely  free  from  injury,  by  the 
clearness  of  the  water,  which,  after  each  opera- 
tion, I  brought  out  from  the  bladder. 

A  post-mortem  examination  could  alone  remove 
my  uncertainty,  and  throw  some  light  upon  a  cir- 
cumstance so  extraordinary  and  uncommon.   It 


464  CASES    OF   LITHOTRITY. 

was  clear  that  there  must  have  been  some  acci- 
dental and  independent  cause  to  produce  so 
sudden  and  rapid  a  dissolution,  and  this  cause  was 
immediately  discovered  by  Mr.  White,  who  had 
the  kindness  to  open  and  examine  the  body 
himself.  The  kidnies  were  found  to  be  six  or 
seven  times  their  natural  size ;  they  were  decom- 
posed, and  formed  of  a  soft,  pulpy  substance, 
which,  when  compressed  between  two  fingers,  exu- 
dated  pure  pus,  in  the  same  manner  as  a  sponge 
would,  which  bad  been  imbibed  in  this  matter; 
the  calicae,  and  especially  the  one  on  the  left,  were 
enormously  dilated,  and  admitted  a  doubled  fist ; 
the  ureters  were  also  very  much  distended,  and 
received  a  tube  of  four  lines  in  diameter ;  they 
were  filled  with  pus  of  a  slimy,  glutinous  nature, 
which  proceeded  from  the  kidnies,  and  exactly 
resembled  the  matter  deposited  by  the  patient's 
urine  during  his  life  j  there  was  no  formation  of 
stone  either  in  the  kidnies  or  ureters.  The  extre- 
mity of  the  ureters  which  communicate  with  the 
bladder,  being  loaded  with  this  same  slimy  matter, 
proved  that  it  proceeded  from  the  kidnies,  and 
not  from  the  bladder ;  this  organ  was  contracted, 
but  its  parietes  were  even,  and  did  not  present  the 
smallest  mark  of  any  laceration  or  injury  caused 
by  the  operation.  A  calculus  was  found  of  two 
inches  in  length,  sixteen  lines  in  breadth,  and  thir- 
teen or  fourteen  in  thickness.  At  about  a  third  of  its 
longest  diameter,  there  was  a  perforation  of  about 
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Ibdr  lines,  which  penetrated  entirely  through  the 
stone ;  the  space  between  the  two*  openings  of  the 
perforation  was  excavated  to  an  extent  of  about 
ten  lines,  which  rendered  this  extremity  of  the 
calculus  friable,  and  well  adapted  to  the  action 
and  power  of  the  ''  brise-coque/*  We  were  sur- 
prised at  not  finding  in  the  patient's  bladder  the 
remainder  of  the  little  calculus,  of  which  he  had 
voided  a  portion  after  the  first  application  of  the 
'*  MdeuT  h  forceps;"  but  we  concluded,  that  it 
had  escaped  bis  observation,  either  when  he  made 
water  in  the  streets,  or  at  his  stools.  There 
was  still  a  considerable  quantity  of  easily-de- 
tached powder  adhering  to  the  exterior  of  the 
calculus. 

Although  this  case  was  unsuccessful,  it  never- 
theless furnishes  us  with  many  important  facts. 
In  the  first  place  it  gave  convincing  proofs  of  the 
excavating  power  of  the  **  6videur  k  forceps,'*  and 
of  the  rapidity  with  which  this  instrument  renders 
friable  a  stone  which  before  was  hard  and  com- 
pact; it  also  proved  how  truly  this  instrument 
indicates  the  shape  of  the  calculus,  for  I  had 
correctly  stated  that  I  was  acting  upon  a  rounded- 
oval*shaped  stone,  but  not  quite  spherical  as  I 
had  been  led  to  believe  from  the  simple  exami- 
nation with  the  sound. 

Finally,  the  posi  mortem  examination  rendered 
it  evident,  that  M.  Taylor  had  for  a  very  long  time 
been  labouring  under  an  organic  disease  of  the 

2  H 
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kidniesy  which  would  not  only,  in  all  probability, 
have  prevented  his  cure  by  any  means  whatever, 
but  must  shortly  have  caused  his  death,  indepen- 
dent of  any  other  coinciding  circumstance  to  de^ 
termine  it. 

Although  the  decease  of  this  patient  was  satis- 
fiu^torily  accounted  for  on  opening  the  body,  I 
will  not  omit  remarking,  for  the  good  of  those 
patients  who  are  now  afflicted  with  the  stone,  that 
this  unsuccessfiil  termination  is  also  and  more  par- 
ticularly owing  to  the  want  of  courage  and  resolu- 
tion in  Nf.  Taylor,  who,  instead  of  having  recourse 
to  lithotomy  on  the  first  appearance  of  the  symp- 
toms of  stone,  preferred  enduring,  for  upwards  of 
twenty  years,  all  the  pain  and  uneasiness  it  caused, 
and  thus  allowed  the  disease  to  gain  ground  and 
affect  other  organs.  If  lithotrity  had  been  known  at 
that  early  period,  M.  Taylor  would  probably  have 
submitted  to  its  performance,  when  the  formation 
of  the  calculus  had  just  commenced,  and  he  would, 
by  80  doing,  have  avoided  those  sufferings  which 
have  embittered  half  his  life ;  he  would  then  have 
been  almost  certainly  restored  to  health,  for  at 
that  time  his  kidnies  would  not  have  been  in  a 
disorganised  state,  resulting  from  repeated  in- 
flammations; his  bladder  would  not  have  been 
contracted  and  inflamed ;  and,  lastly,  his  calculus 
would  not  have  been  enlarged  to  such  a  degree. 
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M.  Isaac  Browne,  58  years  of  age,  experienced 
at  different  intervals,  during  eight  or  nine  months, 
more  or  less  violent  attacks  of  pain  in  the  loins, 
which  were  soon  followed  by  all  the  symptoms  of 
stone  in  the  bladder:  painful  sensations  at  the 
tip  of  the  penis,  complete  and  partial  stoppages 
in  the  stream  of  urine,  frequent  inclinations  to 
make  water,  acute  pain  during  and  after  its  ex- 
pulsion, and  finally  uneasiness  and  suffering  after 
walking  or  any  sort  of  active  bodily  exercise. 

The  patient's  sufferings  were  not,  however,  very 
severe  during  the  first  two  years  of  his  disease, 
and  the  attacks  were  mostly  of  short  duration ;  but 
during  the  two  succeeding  years,  they  became 
more  and  more  acute  and  unbearable.  M .  Browne 
had  recourse  to  various  methods  of  obtaining  relief, 
suggested  to  him  by  experience  :  such  as,  sitting 
with  his  legs  in  the  air,  &c. ;  and  this  position, 
although  seldom  resorted  to  by  other  patients, 
proved  very  beneficial  to  M.  Browne. 

After  remaining  for  about  four  years  in  an 
almost  continual  state  of  pain  and  uneasiness, 
experiencing  all  the  symptoms  of  stone,  without 
having  any  suspicion  of  the  cause  from  which 
they  proceeded,  the  patient  accidentally  met 
with  a  little  pamphlet,  containing  a  collection 
of  the  first  cases  of  lithotrity  treated  by  me  in 
£ngland ;  these  cases  are  followed  by  a  descrip- 
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IflfBantity  of  mucus. 

i^'  Rather  surprised  that,  after  a  disease  of  four 
years'  standing,  I  should  have  experienced  so 
much  difficulty  in  Ending  the  stone,  which  I  felt 
almost  confident  did  exist,  I  resolved  to  renew 
my  researches,  fully  convinced  that  if  the  bladder 
^contained  a  calculus  it  was  of  small  dimensions. 
» ^  For  the  second  examination  I  placed  the  patient 
Km  the  rectangular  bed,  which  allowed  me  to  elevate 
the  pelvis  ;  by  these  means,  after  some  searching 
X  suddenly  felt  a  momentary  sensation  of  having 
touched  a  stone  with  the  sound ;  this  almost  en- 
tirely convinced  me  of  the  presence  of  a  calculus^ 
wbichi  the  well-marked  symptoms  had  df eady 
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nmde  me  consider  so  highly  prQb«j)le.  By  inelioiqg 
thebed,  I  probabl;^  made  the  stooe  toll  towards  thf 
jiosteiior  part  of  the  bladder^  where  I  inperfeod^f 
felt  it  with  the  convesrtty  of  the  sound;  bttt 
notwithstaoding  aU  my  subsequent  attempts  { 
could  not  obtain  a  renewal  of  the  sensation;  this 
I  attributed  to  the  faciUty  with :  which  the  little 
stone  rolled  about  in  the  patient's  capacious 
bladder. 

Although  this  second  examination  did  not  afr 
ford  me  an  absolute  certainty  that  a  calculus 
existed,  I^  however,  considered  the  slight  se&r 
sation  I  had  experienced  with  the  sound,  added  to 
the  symptoms  of  stone  so  well  characterised^  mo- 
tives  sufficiently  indicative  and  convincing,  ip 
authorize  the  introduction  of  an  instrument  of 
lithotrity,  which,  having  the  power  of  seizings  couW 
give  more  accurate  ideas  concerning  the  case  than 
could  be  possibly  conveyed  by  the  rtcto^cuavilinear 
saundf  which  only  possesses  the  property  of  feeling. 

In  eflfect,  having  introduced  the  **  brise-coque^^' 
a  small  calculus  of  seven  or  eight  lines  in  diameter 
was  instantly  seized,  and  as  readily  comminuted ; 
a  great  portion  of  the  detritus  was  extracted  in 
the  spoon-shaped  extremity  of  the  branches,  and 
the  remainder  I  brought  out  from  the  bladder  by 
means  of  the  *'  sonde  ^vacuatrice,''  which  I  id- 
trodaced  immediately  after  having  withdrawn  the 
instrument  We  thus  had  ample  proof  of  the 
pmtnce  of  a  stone,'  on  which  the  examination 
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with  th6  sound  had  left  us  in  doubt  and  un- 
certainty^ 

From  this  time  the  sufferings  with  which  M. 
Browne  had  been  afflicted  for  upwards  of  four 
years,  completely  disappeared,  and  this  eagerly- 
desired  relief  was  obtained  in  one  single  operation 
of  three  or  four  minutes'  duraticHi,  and  which, 
according  to  the  patient's  own  account,  was  at- 
tended with  little  pain. 

■  • 

Refkaions. 

The  most  remarkable  circumstance  in  M. 
Browne's  case  is  the  small  size  of  a  calculus 
which  had,  in  all  probability,  existed  for  upwards 
of  four  years  in  the  bladder.  When  the  patient 
consulted  me  and  gave  me  the  particulars  of  his 
disease,  I  concluded  that  I  should  discover  a 
voluminous  calculus  of  fifteen  or  twenty  lines  in 
diameter ;  but  the  result  of  the  catheterism  having 
convinced  me  of  the  small  quantity  of  stone 
contained  in  the  bladder^  I  could  not  account  for 
this  unusual  circumstance :  but  perceiving  some 
analogy  between  M.  Browne's  case  and  one 
which  I  had  previously  treated,  I  still  persisted 
in  my  opinion  that  there  was  more  or  less  calcu- 
lous concretion  in  his  bladder;  which  induced 
me  to  continue  the  examination,  and  introduce 
the  instrument. 

To  explain  the  reason  why  a  calculus  remains 


CASES   OF   LITHOTRITY.  471 

SO  long  in  the  bladder  without  enlarging,  is  a 
subject  yet  to  be  studied. 

This  case  also  leads  us  to  conclude  that  a  stone 
which  cannot  be  detected  with  the  sound,  may 
be  seized  and  destroyed  with  a  lithotritic  forceps ; 
the  reason  of  this  is,  that  a  very  small  stone 
avoids  the  sound,  by  rolling  away  from  before  it, 
and  only  communicates  to  the  hand  of  the  surgeon 
an  almost  imperceptible  shock,  whilst  the  forceps 
by  seizing  this  little  body,  and  hindering  it  from 
rolling  away,  when  once  comprised  between  the 
branches,  affords  the  surgeon  a  most  convincing 
and  unanswerable  proof,  either  that  there  is  or  is 
not  a  stone. 

Finally,  M.  Browne,  having  carefully  read  the 
little  pamphlet  in  which  I  have  described  the 
symptoms  of  stone  in  the  bladder,  and  having  by 
this  perusal,  ascertained  the  true  cause  of  the 
sufferings  which  he  before  had  not  been  able  to 
account  for,  from  this  sole  motive  formed  the 
resolution  to  come  to  London  and  place  himself 
under  my  care. 

It  is  to  be  regretted  that  he  did  not  avoid  so 
much  suffering,  by  sooner  seeking  advice  and 
being  apprised  of  his  real  state ;  but  we  must  also 
consider  it  a  happy  circumstance,  that  owing  to 
something  peculiar  in  his  constitution,  the  stone 
should  not  have  enlarged,  and  that  the  bladder 
should  not  have  become  seriously  affected. 
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h|9  would  sometimes  wriilie  in  agony  apd :  utter 
piercing  cries  i  the  slightest  exertion  was  foUowed 
by  acute  pain  and  bloody  urine. 

:  He  continued  in  this  deplorable  state  Car  up- 
wards of  two  years,  at  which  time»  through  the 
means  of  a  friend  of  his,  who  was  acquainted  with 
the  success  which  had  attended  the  operation  of 
lithotrity»  he  was  recommended,  to  me^ian4  re- 
solvedj  notwithstanding  his  advanced  9ge»:,to 
undergo  the  operation  as  I  practised  it.      .  ^,{|  . 

I  founds  with  the  recttHourvilme^  ^twn^v^that 
the  patient  had  a  large  but  soft  andrfuijigiiSiHrqUil^ 
a  capacious  bladder,  regular  in  its  fundus  ^tiut 
piTesenting,  anteriorly,-*  loose  :$pon^,  smfucie. 
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which  could  be  easily  depressed  with  the  sound. 
I  frequently  struck  against  a  hard  substance^  but 
I  found  that  when  it  approached  the  soft  sur- 
face^ before  alluded  to,  it  rdled  with  difficulty, 
and  seemed  to  penetrate  into  it  when  I  pressed 
upoli  it  with  the  sound.  At  the  back  part  of  th« 
bladder,  which  was  even,  I  distinctly  felt  a  csil^ 
cuius,  middling  sized  and  very  moveable.  Tbcf* 
bladder  easily  retained  a  large  injection,  and  was*' 
(^moderate  sensibility;  the  urine  was  albuminous/ 
and  often  deeply  tinged  with  blood,  when  thd 
patient  walked  a  little,  or  exercised  himself  in  any 
active  manner.  ^- 

I  employed  for  the  first  operation  a  *^perc!^i^ 
pierre,**  with  which  a  stone  of  six  or  seven  lines  itt^^ 
di^m^er  was  immediately  seized  and  broken;  I-' 
also  discovered  that  there  were  several  cakniH  iti  • 
the  bladder,  for  whilst  one  was  retained  in  the  fcnti'] 
ceps  I  felt  others  moving  in  the  organ.  For  twd  ^ 
or  three  minutes  I  continued  commiimting  ^he 
piebes  of  the  stone  which  I  had  first  broken,  aftd^^ 
the  patient  immediately  voided,  through  a  gum^^^ 
elastic  catheter,  with  which  I  injected  his  bladder, ' ' 
a  considerable  quantity  of  powder  and  small  frag^  ' 
ment8«  For  three  successive  days  M.  Messengd^ 
only  passed  powder,  but  no  fragments, 'lilthoo^ 
tfaetf  grating  against  a  bdugie,  wfaeti  it  Wtt  iiiNxili- 
duoed,  proved  that  there  were  rtisiriy'ifif  th«^^ 
bladder*  uoi  ,  ,>.>  n 

Thtee  days  after  thb  first  operation,  Jl^ileuiMFq 


i". 
1> 
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M.  Messenger  in  a  favourable  state  to  undergo 
a  second  application  of  an  instrument,  and  I  em- 
ployed the  '' brise-coque/'  which  more  rapidly 
and  effectually  accomplishes  the  pulverization  of 
small  stones  and  fragments  than  the  ^^perce-pierre/* 
In  the  course  of  two  or  three  minutes  I  laid  hold 
of  several  fagments,  and  small  calculi,  which  were 
instantly  crushed. 

Having  perceived  that  the  patient's  bladder  did 
not  possess  sufficient  expulsive  power  to  ^ect  the 
fragments,  I  thought  it  necessary  to  employ  the 
'^  sonde  6vacuatrice/'  with .  which  I  immediately 
brought  away  a  large  quantity  of  detritus,  and 
also  filled  the  ^^  magazin''  (magazine)  with  stone, 
which  I  took  out  when  the  sound  was  with- 
drawn.*' 

Two  days  aflter  this  operation  I  sounded  M. 
Messenger,  and  felt  two  or  three  small  fragments, 
which  I  directly  seized  and  crushed,  with  the 
"  brise-coque,"  and  the  greater  part  of  which  was 
withdrawn  in  the  bill-shaped  extremities  of  the 
branches.     I  then  injected  the  bladder  by  means 

*  The  **  magazin*'  of  the  "  sonde  ^vacuatrice,**  is  a  sort  of 
cavity  or  receptacle  at  its  extremity,  into  which  I  force  the  frag- 
ments, entangled  in  the  eye  of  the  sound,  or  in  any  part  of  the 
tube,  on  account  of  their  being  too  large  to  pass  out.  By  means  o^ 
this  *<  magazin,"  I  can,  without  taking  the  sound  from  the  bladder, 
bring  out  at  once  three,  four,  or  five,  large  fragments,  without 
giving  the  patient  the  fatigue  which  must  necessarily  result  from 
withdraMring  and  reintroducing  the  sound  for  each  fragment. 
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of  the  evacuating  sounds  and  brought  out  the  small 
quantity  of  detritus  which  remained. 

Reflectians. 

This  operation  is  highly  in  favour  of  lithotrity, 
not  only  on  account  of  the  age  of  the  patient,  but 
also  because  he  was,  as  may  be  expected,  deficient 
in  moral  energy ;  for  a  simple  conversation  which 
took  place  in  his  hearing  concerning  the  means 
employed  for  performing  the  operation  of  litho- 
tomy, produced  considerable  uneasiness  and  fever- 
ish excitement,  which,  however,  only  lasted  a 
single  night,  but  which  leads  us  to  conclude  that 
the  patient  could  neither  have  gone  through  the 
preparations,  nor  have  sustained  the  consequences 
of  this  serious  operation.  He,  however,  cou- 
rageously bore  the  application  of  the  instruments 
of  lithotrity,  without  any  other  inconvenience  than 
a  slight  attack  of  rigors  after  each  one,  which 
was  always  of  short  duration. 

M.  Messenger,  on  account  of  his  advanced  age, 
presented,  as  do  almost  all  old  men,  the  dis- 
advantage of  not  being  able  to  void  a  single  frag- 
ment of  any  size,  although  the  urethra  was  capa- 
cious ;  this  circumstance  was  particularly  un- 
favourable in  this  patient,  for  it  is  most  probable 
that  he  could  not  have  gone  through  more  opera- 
tions than  were  required  to  break  the  stones  which 
his  bladder  contained.  Had  I  not  been  in  pos- 
session of  my  evacuatmg  sound,  several  more  opera- 


4R§  ixiBniuvi'uivirMnci 

tions  would  baire  been  rendered  nMessary  to  re- 
duce the  fragments  to  powder,  and  such  pieces 
as  he  could  have  voided. 

tliingfaeaikdittBiir^ui(ifiB^ 

frnfy^mUaUHA inaW^  of lheqMitei|  te(iF§ai 

tOidfri^pittotMmldA^ 

iMeqprt)i|)illuftfiak>rji^^  itobanritti^tab^ 

fitafw)  ^(diq  ananr^  o&diiiiBiftiMiiKifl^ 
^iBBS^fiAtsdfttidBuitka^  ad  iaii^  ^uri^ftiis  slnoa 
te(EidStctd^caB|teo^l|||li^iigil^^ 
6iitc&atfia4^dfrck(pfwibb9lipo^^  iuiifaniieillgp 
tftenete^pHtioiiBofb^^  aPmy 

sbwit  tkWs  dfl*w9iifbMrjmaiid^'fi[ar4lfe  niitoU 

^aqsuUiooiaolfirllie  d0trh3istJi8nd£teni>tedioas^'«i4 
jfaMlrarimefcgahsbsiaoreipditt  (and  uneisiaess^idid 
patient  thaii  tile  ^ipl&ati<)i»v4if  the  4»Mnimentt 
tbeihselvesy* i  mi^  Coolly  that  sonie ^^ittients^ -dre 
totaUy^uDofak  to  ^d  &  single  iragm^niV^UMLcam 
not  cotisequently  be  treated  by  lil^dtnt^^  tinltas 
suUableoieans  bt.  employed  far hvmg^'iiWMrm 
detritui^>we  ahill  rtedily^  be'*eonni^c@dilof»4;h6 
great  importance  of  this  newly  oonstnicted4»uhd, 
I  operated  upon  Mw  Messenger  in  the  pteseqee 
^f  SJtf  idstley  €oopet-,  M/Wakefield,  M.Gebrge 
J^ius^  M^  Property  M^  >  Aadei son,  ^  Dr^  Byrpn 
Bradley,  >I>r.^Nj^H^rDix  Nehrar^;  M^  Biggt;  my 
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,  .        .    .  ,1  I     ' 

Mr^  K^**y  of  livfarpool,  figed  68,  had  expe- 
rienced) for  neailjr  three  years,  sjrmptomf  denote 
iag  the  presence  of  a  stone  in  fht  bladder^  and 
^bese  sensations  had  foUotred  those  which  indii 
cated  the  formation  of  gravel  in  the  kidnies,  and 
its  descent  by  the  ureters*  Sometimes  this  pa- 
tient enjoyed  an  almost  complete  cessation  of 
pain,  but  at  other  times  he  was  a  prey  to  such 
acute  sufferings,  that  he  was  unable  to  walk,  and 
he  often  spent  sleepless  nights;  these  periods  also 
were  marked  by  frequent  inclinations  to  void  the 
urine,  which  was  catarrhal,  and  often  tinged  with 
blood.  Mr.  K*^^  remained  in  tUs  state  three 
years  without  submitting  to  cathetertsm,  and 
merely  resorting  to  medicamented  drinks^  wUch 
were  entirely  without  eflfect.  In  fine,  having 
affiiirs  at  London,  he  left  hn  residence,  and  oil 
his  arrival,  profiting  by  the  opportunity,  he  coa^ 
suited  Mr.  Brodie,  who  sounded  him,  and  asoer* 
taining  the  presence  of  a  stone,  did  me  the  honour 
of  sending  him  to  me,  the  3d  of  May,  183  i. 
-  I  examined  him,  and  found  a  narrow  canali 
eq)eeiaUy  at  die  meatus^  and  a  bladder  exces- 
sively contractile,  ia  ^hieh  I  qoulfl  with /difficulty 
ii^ecit  an  ounce  of  wlU:erl^  Astom  iva^ln  tfaeoi** 
gan,  but  it  appeared. inimov^ablev'dff^d  Tcould  grate 
upon  it  with  the  curve  of  the  sound -without  de^ 
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noging  it ;  the  sensiUlitjr  was  exesMi^  flie  urine 
was  troubled^  farnkteig  an  a]buoyiioiiB  sedimentt 
aad  was  not  expdkd  in  a  stream^  but  fell  by  its 

.  Beitidea  &e atone,  Mr.  K^^hldafistola,  which 
0pened  ezletnaUy  by  two  mii»MMi»  CMie  by  the  m^ 
temai.feld  of  the  right  th^  the  other  in  the 
Aame  aituattOn  to  the  k^  Hhe  openings  of  tto 
ainuSy  On  tlw  right  Ihig^,  had  beefi  doled  for  aomcl 
time :  it  ima  the  firrt  whioh  hud  fifarmod  a  fatulraa 
qiening,  Mid  had  existed  &r  thra9  yewB.  ilnaUy,* 
tbe:iiatiait  had  an  inguimd  ^htoda  ob^  the  right 
«de.  ^ 

Befcnre  commendng  the  operatioiv  I  dbreeted 
my  effiirts  to  the  enlargeoMmt  9i4b€'ia^An  and 
bladder,  in  oirder  to  facilitate  liie  iiitroduction  of 
the  instruments  and  their  necessary  development. 

I  made  an  incision  at  the  meatus,  which  enabled 
me  to  introduce  an  instrument  of  three  lines  and 
a  quarter ;  and  I  directed  an  opiate  injection  to 
be  made  in  the  rectum,  by  which  means  the  blad- 
der was  sufficiently  dilated  to  receive  six  or  seven 
ounces  of  water. 

This  effected,  I  introduced  a  simple  ^'perce- 
pierre,''  because  I  believed  the  stone  to  be  small 
(perhaps  eight  or  ten  lines),  but  with  this  instru- 
ment introduced,  and  opened,  notwithstanding  the 
precaution  I  had  taken  not  to  expand  the  branches 
far,  I  found  that  it  had  no  play  whatever 
from  before  backwards.    Nevertheless,  I  felt  the 
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stone,  but  on  depressing  the  ''  perce-pierre^*  in 
order  to  seize  it,  the  branches  embraced  a  volu- 
minous body,  sofl,  but  sufficiently  elastic  to  repel 
the  drill,  which  I  pressed  lightly  upon  it  The 
instrument,  the  branches  of  which  I  had  drawn 
together  with  precaution,  was  immoveable. 

From  these  unequivocal  signs,  I  discovered  a 
malformation  of  the  ^*  basfond"  of  the  bladder, 
of  which  a  part  was  raised  in  front  of  the  neck,  and 
I  withdrew  the  instrument,  that  I  might  examine 
this  peculiarity  more  maturely  by  means  of  the 
sound.  With  this  instrument,  to  which  I  had 
given  a  very  slight  curvature  towards  its  extre- 
mity, I  fully  ascertained  this  vicious  conforma- 
tion. In  front  of  the  neck  was  a  part  higher  than 
the  rest^  and  of  this  I  was  convinced  by  the  abso- 
lute impossibility  of  turning  downwards  the  curved 
part  of  the  instrument,  which,  being  only  from 
eight  to  ten  lines,  ought,  if  the  bladder  had  been 
well  formed,  to  have  passed  easily  either  upwards 
or  downwards;  at  the  posterior  part  of  the  organ, 
this  movement  of  rotation  was  possible.  With 
the  extremity  of  the  curve  laterally,  and  turned 
to  the  right  side,  I  felt  the  stone  but  imperfectly ; 
the  curve  of  the  sound  employed  was  not  suffi- 
ciently long ;  this  stone,  as  far  as  I  could  judge, 
was  immoveable. 

It  was  evident  if  there  existed,  as  my  sounding 
proved  to  me,  an  eminence  of  the  ^^  basfond"  in  the 
direction  of  the  axis  of  the  straight  instrument,  it 


riia  tiiiimiftlg^irf^ 

1  ItwM»Gnekth6B,loiririd^thilUiid<«fiiMlra( 
ment  wm  iiupi>liotbAn|^til#^i«fet»  dw^     it  lo 

^  jlfiiiiil>»^iWWI'  pwmifii^flliiigiaiiiMilwfi 

ifift,and4aipiovaabla  maai  wa#interp^atd$li0tim«^ 
tbabriiiiGb«8|  find  theiaatnlmeDibce«meifteoal<*^ 
pletely  unmanageable  as  in  the  firat  inttaice.  •  i 

Fortunately  for  the  patient,  I  had  'Some  tin&/ 
previous  had  an  instrument  ccmstruetedon*  a  prin^^' 
ciple,  by  which  the  centre^of  its  m^dng Motion  mm> 
no  longer  placed  in  the  axis  of  the  instnmieilt, 
and  which,  consequently,  was  in  accoodaaee  witir 
the  difficulty  this  malformation  preseoted^thfe  I  > 
employed. 

Having  introduced  it,  the  stone  was  ^fewid 
sHiMftted  on .  the  right  side  of  the  bladder.  It 
was  instantly  seized,  and  as  quickly  broken,  by 
means  of  a  percussion,  which  I  ^direeted^  imme- 
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diately  upon  it,  by  the  use  of  a  hammer ;  much 
powder  and  some  fragments  were  immediately 
eitpeUed. 

Three  succeeding  applications  of  the  same  in- 
strument sufficed  to  reduce  the  fragments  of  this 
stone  to  a  sufficiently  small  siee,  for  their  easy 
passage  through  a  hollow  sound. 

These  operations  were  performed  in  the  pre- 
sence of  Mr.  Biggs  my  pupil,  and  Dr.  Negri,  who 
assisted  at  the  last  application.  Mr.  Brodie,  whom 
I  asked  each  time,  was  unable  to  attend. 

Rejections. 

This  case  is  interesting,  for  it  afibrds  the  proof 
that  a  great  difficulty  has  been  overcame,  and 
that  lithotrity  may  count  henceforth  analogous 
cases  within  its  scope — that  is  to  say,  those  cases 
where  the  stone  and  fragments,  being  by  an  acci- 
dental circumstance  placed  laterally,  are  no  longer 
within  the  reach  of  an  instrument,  in  which  the 
centre  of  action  is  in  the  axis  of  a  straight  tube, 
which  supports  several  diverging  branches. 

In  the  case  of  Mr.  K***,  this  circumstance,  as 
we  have  seen,  was  owing  to  a  prominence  in  front 
of  the  neck  of  the  bladder,  but  I  have  before  seen 
it  arise  from  another  cause,  and  that  in  a  patient 
whom  I  could  not  then  cure  for  want  of  an  instru- 
ment constructed  on  a  different  principle.  The  new 
instrument,  to  which  the  recovery  of  Mr.  K*** 
is  du0»  is  then,  I  trust,  a  good  and  useful  inven- 

2  I 


t 


|8|  f^imnwT»n9'pmm9 

HUM<iirtlNwiiiiftUlPtllitMrum^<ii»Jiitafhntt<<>ii 

itiiiliMiirlTiltiinniiitft%nrWttt^  hiwwBH  innlir  Mtn 

dace  in  this  9ai^mMiiMtlkmii$KVpnlti  Miric«lf 
may  brc^kiuif. utosesibf  omaos  ofiperc^tsifla.  #ith 
«  haqiojicTf  }ai  ivit)ipat;,doabt^v4tftrodd(iii^  the 

is   even  q|M«i^4pid:tbjiq;  the,  fii^ 
which  is  per^med  by  the  **  brise-coque." 

To  represent  this  «ysteai.  Which  I  have  already 
«mp]Dyf4.  witfl  <ih?.  **  i^petiimig^rXpiily  reqiiired 
a  propcur  9gent»  wdj  I  ,yp^tiimiitfli,  liop*,»  I  have 

found  it^,,afi!eiper|encerwUJ,  I  tru^t, .  afbtnnrar^ 

prove.  rTbe  case  of  Mr.  K***  alj-eady .  speaks 
something  in  its  favour. 

To  return  to  the  principal  peculiarities  of  tliis 
case,  it  appears  to  me  that  they  admit  of  ready 
explanation.  For.  three  years  Mr.  K***  had  had  a 
fistula ;  now  we  see  that  fistulous  sinuses  are  sur- 
rounded.  sometimes  by  condensed  cellular  mem- 
brane, especially  when, the  sinus. takes  place  in 
cellular  tissue,  for  then  nature  requires  this  fibrous 
organization  to  prevent  infiltration ;  it  may  have 
happened,  then,  that,  in^  this  case,  the  fistulous 
opening  from  the  rectum  may  have  taken  place  in 
the  part  of  the  intestine  which  corresponds  to  the 
inferior  part  of  the  neck  of  the  bladder,  aqd  that 


CASES    OF   LITHOTRITY.  483 

in  the  cellular  tissue^  which  exists  in  this  part  a 
nass  of  fibrous  tissue  may  have  been  formed^ 
which  would  project  into  the  organ.  This,  aa 
will  be  observed,  is  only  a  supposition,  but  it 
appears  reasonable,  and  likely  to  give  some  idea 
of  the  influence  a  fistula  may  exercise  over  the 
success  of  an  operation  of  lithotrity. 


THE   END. 
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THE     PLATES. 


EXPLANATION  OF  THE  PLATES. 


FIRST  PLATE. 

Thu  Plate  represents,    in  two  distinct  squares,    the  *'  Perce* 
Pierre"  and  the  "  Trois  Branches d  Firgule." 


"  PERCE-PIERRE." 

Ist  Fig. — The    "  perce-pierre/'   closed   (Reduced  to  one 

half)- 
2nd  Pig. — The   "  percc-picrtre,"   open     (Reddced    to   one 

half). 

8th  FMg. — The  extremity  of  the  "  perce-pierre,"  dosed  (its 
full  size). 

9th.  Fig. — ^The  extremity  of  the  "  perce-pierre,"  open  (its 
full  size). 

3d  Fig.  —  (In  full  size.)  —  The  "  perce-pierre"  in  action 
on  a  nearly,  spherical  calculus  of  six  or  eight  lines  in  dia* 
meter.  The  stone  has  already  been  once  perforated,  and  another 
hole  is  about  to  be  made.  We  can  foresee  that,  in  such  a  case 
as  this,  the  '*  perce-pierre"  is  sufficient ;  for  we  may  judge  from 
the  figure  that,  when  the  perforator  shall  have  been  put  into 
action  three  or  four  times,  the  stone  will  probably  be  broken 
(provided  it  be  well  seized  by  the  forceps,  to  which  we,  in 
some  measure,  contributed  in  the  drawing),  and  only  a  few 
fragments  will  remain. 


4AVig^^VvSl  riaa)— Hie  "peroe-fkne'*  k  liere  vqire- 
•mted  in  aedon  on  m  mmfy  wfbmiai  «taie  «f  twdve  or  foor- 
leoQ  fines  in  diameter.    Tb/^  taetmmont  It  peifiifiiiiDK  its  first 

Ift  dotted  lines.  WeseeduA,  when  tihe  stone  has  ecqoiied  tins 
rfia  I  the  iiirfflfsitinnnnli  iiiifdn  ^  Mm^iAttiiA^^^t^Mfidim» 

inetsr.  *  •     rv5»ao5b  ""^^tr^iiv 

twdTO  to  fiwrlaen  lines,  attaidked  once  bj  die  ^iffBprfitr|Siv 

diamet^;  and  die  oondiittott  wliidteliftW^%i#iN^ 

ifcSrder^M*io%rjh»^  «r*l|  filli#C«ipn^ 
somber  of  holes  will  be  required,  wi|jwt|(  jftifsigplta^  awlnimsMI 
flfamtkui  AiiadiMu  Mid«&lftaBinff^aneiiBdon*  .i^OtitJAit0*JbtUbi^ 

fierr^*'  in  awdi  oassi  in  tlii%ij|.  m^^ilimlk- Wm^iiflitimhiim 

liiene'!  on  a  ne^^M|||^i|9i(^ 

^eQ^^fi^urJinesiab  dimeter*  ThedriUbaibem.br(if|gll|.*ffitp 
fBti0n,/4«r^^d#es  tofHliAaatc^^  buijf  wereiJM^Iordie 

figures,  wbichrrepres^nt  die  twoh^nispherea  of  the  osl^iilus> 
ye  abail  flpiy  fad  nit^i^wn  holen,  more  or  less  perfiof^  This 
deS^ilc^  is  pidng  ta  the  drill  having  ekven  times  made  finiii^ 
Ifsp  a|l<t(icks4i|i  t)ie  atonei  by  ent^ris^ into.lfaeh^Ies  wUdi  had 
lieen  previously,  made,  iost^ead  of  Ibrming  dieiren  addjHoiial 
ones.  If  we;tGir^iUy  eacamMutfae  d^di  figvm^  we.iteU  find 
that  the  perforaior  is  about  to  coinmit  a  jtwd^^^rror*/  :;  j 

,  j^om  this  ^  may  rpssonablycondudc^  that,  i^tsuc^c^^ 
the  ^f  peroe-pierre"  is  npt  only  a  very  iueffidantiinstiiPument^ 
but  that  it  is  irrational  and  imprudent  to  employ  it. 
.,,We  might  have  gone  further,  and  have  shewx^  j|;i>y  mesps  of 
figures,  the  nnperfectious  and  4iwJcnfar4fiei^.i£  the/f  peroc^ 
pierre"  in  the  destruction  of  flat  .and  pyal  stones,  aa.alfo^  oefr 
tain  fragments ;  b]iJt  of  .this  ,we  trust  pur  readers  cai^  withcyiM^ 
our  assistance,  easily  convince  themselv^.  ,.   r  . .   .   uH  .:*: : 


FIUT   PLATE. 


TROIS  BRANCHES  A  VIBOULE. 

I 

lOch  fV--^I^«c^  to  one  half.)— The  ''  trois  hnmchee  it 
virgule/'  closed. 

1 1th  Fig. — (Reduced  to  one  half.)— The  '*  troit  bmdiet  i 
virgulep"  open. 

17th  Fig.— (Pull  RjM.)— The  extremity  of  the  *'  troit 
branches  a  virgule/'  dosed. 

18th  Fig.  —  (Full  sice.)  —  The  extremity  of  the  '^  troit 
branches  a  virgule,**  open. 

16th  Fig. — (Full  sise.) — ^The  perforating  cylinder^  seen  on 
the  side  opposed  to  the  ^  yirgnle." 

16th  Fig.  —  (Full  sise.)  —  The  perforating  cylinder  repre- 
sented  on  the  side  corresponding  to  the  "  yirgule^"  which  has 
attained  its  greatest  degree  of  projection ;  the  dotted  lines  diew 
in  what  manner  it  attained  this  development. 

13th  Fig.— (Full  sise.) — The  action  of  the  *^  trois  brandies 
ii  virgule"  in  die  interior  of  a  calculus  of  from  twelve  to 
fourteen  lines  in  diameter.  An  excavation  of  eight  or  teA 
lines  is  already  effected^  and  the  "  virgule"  is  performing  thii 
movemwni  t^  retreat,  which  is  on  the  point  cf  bdng  terminatoA 
by  means  of  apeculiar  manoeuvre  of  the  bow  on  the  **  mandrin 
k  vii^gule."  This  movement  will  reduce  the  stone^  in  one 
single  attack,  to  powder  and  several  concave  fragments^  simi- 
lar to  those  represented  (fig.  14). 

.If  we  compare  the  14^  and  5th  figures  together— of  whidi 
the  latter  shews  the  effect  produced  by  one  attack  of  the 
"  perce-pierre"  on  a  stone  of  from  twdve  to  fbnrteen  fines^-^ 
we  dudl  readily  conceive  the  difference  which  exists  between 
the  aedon  of  these  two  instruments,  and  shall  fed  convinced 
diat  what  die  <'  perce-pierre^  could  not  tWed  in  several  appli* 
cations,  the  ''  virgule"  accomplishes  in  a  few  minutes. 

12th  Fig.— Action  of  the  ''  trois  brandies  k  virgule^'  m  an 
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iii^iiiwftiilii  iMiliiiili  liliidfbitad-tflirftnMMMidyMllilinWiwnliaiHt 

tliitnrtirtil  liiffiit  iiilrtiriiflyrdbifwtrit  IJMii'^Mi^ 

tateept,  ahhough  there  wu  a  IitdeaadataiioegivaH-«ttow^g||Mr 

brandiM  k  vii^/  wtceeed  to  Igjiipt  tii|H»»j  ft  mmh^li^^ 

to  mUBdentfy  inqperftt*  to  »wpih«  tfteilfc  JitthMliia  aiiwflA  jw' 

.pH?>^r.j   r.-jji^rj[[>K    "tifK-n'i?  o'^nlq**  nfjffi  jjits'  ^^t^qirr  ^*  oif^ 

■:<'•■  '.   ,■•■•.■.•*•■.     ■     <    .  V      •         ■•     •  V  -  .  •'  ,.    .   .    .,..     f    . 

"  EVIDEUR  A  FORCEPS^ 

>nil«l^  Fig-^RedtMc^  to  one  hi^f,)— The  ''  pinoe^^nfttrf^" 
(firincipal  forceps)  okwe^riuMl  without ihe  ''  rappeL"  •, 

6th  Figw-^(Full  /Size.) — £;xtremii7  of  the  ''  phioe  i^  4or- 
ee{i9  cloBed,''  .^hewing  the  grooved  4de  of  the  .*V  cepujcfeon." 

7th  Fig.  —  (Full  size.) — J^tremity  of  the  ^^' pinipp  ii  fa|u 
oqpfl"  dosedi  sbewing'.the  opposite  side  of  fhe  ''  e^puct^c;^/'  ^ 

2d  Fig/T-.(Keduced  to  one  hslf.)T— A  silver  stoppjie^  defined 
to  fill  up  the  canals  through  which  an  injection  may  be  nuuie 
into  the  bladder. 

3d  Fig.~(Re4uced  t^  ope  half.)— The  /'  r^pel"  ad|ipted  to 
encircle  the  four  b^^ns  attached  to  the  branches  of  the 
"  pince-maitpesse/'  and-  to  move  them  simultaneously  when  it 
is  necessary. 


»» 


»» 


SECOND   PLATE.  '  '  VII 

4tfa  Pig.— -(Reduced  to  one  h»lf.>— Tlie  ^  rqipel"  endinding 
the  battons  of  the  principal  forcepty  for  the  purpoee  of  movkig 
the  branches  altogether. 

8th  Fig. — (Reduced  to  one  half.)—  Hie ''  pince-servmle'' 
(Mnttant  forceps)  cloned,  and  the  nuweable  siopple. 

9tfa  Fig.— (Full  ^se.)— Extremity  of  the  ''  pince-tervantcT^ 
dosed. 

10th  Fig.  —  (Reduced  to  one  half.)— The  ^  pince-servant^' 
open,  and  the  moveable  MtappU. 

I2th  Fig.«-(FaIl  sise.)— Extremity  of  the  ''  pince-servante, 
open. 

11th  Fig.— (Reduced  to  one  half.) — ^The  "  pince-maStresse,' 
the  **  rappel,"  and  the  *'  pince-servante"  adjusted  together. 
The  "  rapper*  having  been  made  to  advance  towards  the  exter- 
nal *'  pavilion/'  has  caused  the  branches  to  project  equally^ 
and  at  once,  from  the  tube,  except  the  branch  ''  k  capuchon," 
which,  by  coming  oat  through  the  hole  of  the  "rappel,"  re- 
mained behind.  If  we  draw  the  button  of  this  branch  towards 
the  internal  *'  pavilion,"  we  make  the  **  capuchop"  come  and 
place  itself  between  two  of  the  branches,  which  it  expands,  and 
thus  leaves  a  wide  opening  for  the  stone  to  be  received.  The 
"  pince-servante"  is  placed  in  the  central  canal  of  the  ''  pince« 
maitresse ;"  its  three  branches  have  hold  of  a  large  spherical 
calculus,  which  will  be  brought  by  the  ''  servante"  within  the 
grasp  of  the  prindpal  forceps,  as  soon  as  die  branch  '*  k  capu* 
Aon"  sball  be  made  to  project  as  far  as  the  odier  three.  We 
also  see  that  the  "  pince-servante,"  which  in  the  figure  is  repre- 
sented as  an  instrument  destined  to  seize,  becomes,  when  the 
brandies  are  drawn  together,  an  "  indicateur/'  or  an  instru- 
ment to  ifuUcaie  when  the  calculus  is  well  and  firmly  held  by 
the  forceps ;  and  may  also  serve  as  a  "  repoussoir,"  or  instru- 
ment adapted  to  give  the  stone  a  favourable  position  in  the 
bladder  for  it  to  be  readily  sdzed  by  the  forceps. 

13th  Pig.— (Reduced  to  one  half.)— The  "  perforateur"  (per- 
fonttor). 


^1         nn.ARA«£lii%^Mt«i^¥LAT«i. 

Kj^imjUt^  b»i>9qiiirw.'^tt»iu«&'*9i(|[|)o  itataumaxatufn  9it 

16di  Rg^IMaeed  to  mm  hiM^'Ibe  "tfHaAifc^iUlil 
»Mi,<ii>«W)ililliMtl')r^'tliOTM*'<ii'^tilrfc  iftWfatai 

|||(|^lQj||i4|  Mill  -<fj  iu  vti<«i].%  3V  T'>>t.lq  ^tft  9c£>'Sp  Knu^  xlit 

J'Hifti.uBi'iii  ViMiiiijriWjjrih'iinTiar'irirftfTtf^iii^ 

which  is  thus  mainUfaM^d  iMttibt^able;'^!^  Mis^ot  tlM^i^Mn^ 
pilMlx  of  80)>ik>n.  Thig  figure tJifo  ^g^prfestttts/  te  dMilea4mes, 
{he  perfbfflddh  dfccted  in  Ae  caleuhis  by  die  <' p^tfiurafeeiir  ;** 
it 'Attends  to  about  thr^ee-fem^ui  of  the  aiitero<>poiilierier  4&ine*< 
tlHT  of  the  atone  ;  tKe  *|>ef/!>fator  having  eompIeeBd  Hs  tietHNii 
will  be  wkhdntwnw^ttothr  little  MaAe^^  eeneededl  %i  Hs 
MMte^  and  wffl  be  iwplMed  bjthe  rj;dn^ 
which  is  shewn  by  the  2l8t  figure.  •'^' ?    •  »  *  »>    --^     - 

'  This  figure  represents  the ''  6videur"  about  to  terminate  the 
nf&vemeni  of  retreat  When  the  excamtor  was  first  inlraduQed 
into  the  hole  made  by  the  perforator,  it  gradually  enlarged  this 
hole,  and  «t  last  reduced  the  stone  to  ^  sortof^ahelL  The  Uade 
of  the  **  ^videur"  will  shortly  be  stopped  in  its  adiob^  by  die 
opening  formed  at  the  entrance  of  the  primitive  perforation ; 
and  it  will  then  have  accomplished  what  it  was  intended  for. 
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reduced  the  stone  to  a  thin,  firiahle  shell,*  Ae  soon  as 
the  rotatory  movement  of  the^'^videur"  is  impeded  by  the  open- 
ii^  before  alluded  to^  the  blade  must  be  immediately  straight- 
ened, and  the  instrument  withdrawn  from  the  canal  of  the 
principal  Jbfcept. 

22d  and  33d  Figs.  —  (Full  siae.)  •— -  A  voluminous,  sphe- 
rical calculua,  which  has  been  excavated,  and  is  cut  in  two  to 
disi^y  the  action  of  the  af^paratos  "  ^videur  a  forceps." 

If,  after  having  examined  the  figure,  we  form  a  comparison 
between  the  action  of  the  "  perce-piecre^'  and  that  of  the 
"  evideur  a  forceps"  on  large  spherical  calculi,  by  comparing 
the  22d  and  23d  figures  of  the  second  plate  with  the  6th  and 
7th  figures  of  the  first  plate,  we  shall,  in  the  first  place,  readily 
perceive  that  the  operation,  as  performed  with  the  "  evideur 
«  fiorceps"  would  be  in  a  much  more  advanced  state  than  it 
would  be  with  the  "  perce-pierre ;"  and  to  this  we  may  add 
the  reflection,  that,  to  reduce  the  calculus  to  a  sheU,  it  was  o^y 
oncf  seised,  and  tmce  acted  upon,  for  a  few  minutes ;  whilst  tp 
cover  the  stone  with  perforations,  as  we  see  in  the  6th  and  7^ 
figures  of  the  first  plate,  it  was  necessary  to  seixe  the  calculus 
thirty  times,  and  act  upon  it  aa  frequently. 

.  We  have  made  the  stones  represented  in  the  plate  as  q>he- 
rioal  as  possible,  in  order  to  shew  more  completely  the  actios^ 
of  the  **  Evideur  a  forceps."  It  ia  easy  to  conceive  that;,  in  pro- 
portion as  the  calculus  becomes  less  spherical,  the  efiect  pro* 
dnced  by  the  instrument  is  less  satisfactory,  although,  even  in 
these  cases^  the  "  Evideur"  acts  much  more  efiectually  than.any. 
of  the  other  instruments. 


*  Let  it  be  remarked,  that  the  stone  firom  which  the  figure  was  drawn 
was  ftactuied  by  the  action  of  the  **  MAeark  fbrcens; **  but  we  ghied 
the  pieeea  together  again,  fai  order  to  shew,  more  ^correetly  aid 
plst^t  tbeaetioa  of  the  instrument 


EXPLANATION    OF   THE   PLATES. 


THIRD  PLATE. 

TAit  Plate  rqiresentt  the  "  Brite-Caqi 


THE  "  BRISE-COQUE." 

1st  Fig.— (Reduced  to  one  half.)— The  "  briae-coqi 
seen  in  full. 

12th  Fig, — The  extremity  of  the  inrtriiment  closed,  and  aeeii 
in  its  ftiU  size. 

2d  Fig.— (Reduced  to  one  half.) — The  "  brisccoque"  closed, 
and  seen  sideways.  '*■ 

1 1th  Fig,  —  (Full  size.)  —  The  extremity  of  the  "  brisrfl 
coque"  closed,  and  placed  In  the  same  position.  '' 

8d  Fig.— (Reduced  to  one  half.)— The  "  brise-roque"  seen 
in  full,  with  the  branches  expanded,  and  consequently  with  the 
lever  {g)  inclined. 

MQtMa  in  VM  fOil  BU6^  wltll  vlH  'pMAOtti  tSpttntev.  '        -I ' 

'4tfi  Fi;.— (ite^iccd  to  one  hBlf.>^TIi«-  "  briH-cbqu^  ift 
ution  on  a  flat  (falcnius. 

■  0th  F^.  -i-  (Full  iffiw.)  —  The  tttretnity  of  tiie  "  brise- 
co^we)"  sKe*iiig  that,  when  the  hnnchM  Ue  dnwh  t^eOier 
to  frixe  a  stone  or  fragment,  they  oalj'  tmlte  Mffidentlty  to 
•riaedieee  bodies,  without  qqiroBchlng  near  enough  togedier 
to  expose  the  parietes  of  the  organ  to  any  liability  of  being 
compressed  between  them. 

8th  Pig.  —  {Full  giae.)  —  Action '  of  the  "  briie-coque"  on 
concave  fragments,  produced  by  the  excavating  inttrumenti.  It 
IB  evident  that  the  branches,  being  powerfully  drawn  together, 
must  necessarily  crush  the  fragment  placed  between  them,  and 
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this  18  what  always  takes  place,  whatever  be  the  hardness  of 
the  fragment. 

5th  Fig. — (Full  siae.) — The  "  brise-coque"  in  action  on 
an  oval  stone  of  ten  or  twelve  lines  in  its  longest  diameter. 
In  one  or  two  more  indinations  of  the  lever,  the  calculus  will 
be  reduced  to  fragments  and  powder. 

6th  Fig. — ^Action  of  the  ^*  brise-coque"  on  an  oval  calculus 
of  ten  or  twelve  lines  in  its  smallest  diameter.  We  see  that  the 
branches  take  their  hold  much  nearer  the  edge  of  the  stone 
than  would  be  the  case  if  it  were  flat,  as  in  the  7th  figure.  The 
crushing  will  not,  therefore,  be  so  completely  effected  as  in  the 
cases  represented  in  the  5th  and  7th  figures ;  although  all  that 
portion  of  stone  interpoaed  between  the  brancbea  will  inevitably 
be  reduced  to  powder  and  fragments,  and  the  fracture  will 
very  likely  extend,  by  means  of  the  irradiating  splits  reaultiog 
from  the  powerful  pressure  of  the  branches^  to  a.  consideraUe 
portion  of  the  stone  beyond  the  point  where  it  is  seised.  This 
is,  in  most  cases,,  the  remit  of  the  action  of  the  ''brise-coque" 
on  calculi  of  this  shape  and  siae,  however  hard  they  may  be ; 
but  we  must  at  the  same  time  remark,  that  these  are  the  limits 
which  must  be  placed  to  the  power  of  this  instrument ;  and  that, 
although  we  may,  by  its  means,  destroy  a  eaknhia  of  this  aiie, 
we  ought  to  admit  that^  whenever  it  attaina  a  thickiieM  of  eight 
or  ten  lines,  an  instrui^ent  even  more  powerful  than  the  ^  brise- 
coque"  is  required4 

From  this  reflection  we  may  conclude  that,  althoogh  it  is 
possible  to  destroy  large  oval  calculi  with  the  '*  trois  branches 
k  virgule". and  **  briso-coquoy"  tbesomeans  are  Bot,  in  some 
cnm,  and,  in  certain  respects^  quite  satisfartory  in  their  action. 


Xtl  EXPLANATION   OF   THE   PLATES. 


FOURTH  PLATE. 

This  Plate  represents  the  Acicessory  Instruments. 


ACCESSORY  INSTRUMENTS. 

Ist  Fig.— (Full  siKe.) — The  recl^^curvilinear  sound,  shew- 
ing exactly  its  curve^  which  is  equivalent  to  the  quarter  of 
the  circuntference  of  a  circle,  described  with  a  radius  of  an  inch 
and  a  ha^, 

2d  and  Sd  FHgs— *(Full  size.)— Pieces  of  sound,  of  dif- 
ferent  lengths,  which  Can  be  screwed  to  the  end  of  the  recto^ 
curvilinear  sound,  instead  of  the  piece  which  terminates  it  in  the 
figure,  and  thus  diminish  the  curve,  if  circumstances  should 
require  it, 

4th  Figure.— (Reduced  to  one  half.)  —  Surgical  si/ringe, 
which  is  employed  to  inject  the  bladder. 

6th  Fig. — (Reduced  to  one  half.) — The  driU-hom. 

6th  Fig. — (Full  size.) — The  drill-driver,  or  hand-vice. 

8tli  Fig. — (Full  size.) — The  turnscretv,  to  tighten  the  but- 
tons, which  render  the  branches  of  the  "  evideur  a  forceps" 
moveable  or  immoveable. 

9th  Fig. — (Full  size.) — A  syphon,  or  gum-elastic  pipe,  by 
means  of  which  we  inject  water  into  the  bladder  through  the 
instruments  themselves. 

7th  Fig. — (Full  size.) — Corneal  sound. 


(     x"i     ) 


FIFTH  PLATE. 

This  PlaU  repretenU  the  different  means  adapted  to  tupport  the 

Patient  and  the  Instruments. 


1st  Fig.— (Reduced  to  one-third.)— That  part  of  the  ''  die- 
yalet"  called  the  "  anffiort" 

2d  Fig.— (Reduced  to  one-third.)— That  part  of  Ae  ''  cfae- 
yalet"  called  the  ''  lepouMoir." 

3d  Fig.  —  (Reduced  to  one-third.)  —  The  '^  dievalet^  in 
entire.  The  *'  repouaamr"  and  the  ''  aupport"  are  liquated 
together ;  a  three-branched  instrument  it  fixed  in  the  mortiae 
of  the  "  support,"  and  the  extremity  of  the  drill  is  plaoed  in 
the  tube  found  in  the  little  stem  of  the  *^  repousaoir/' 

4th  Fig. — (Reduced  to  cme-eighth.) — This  figure  repn^ 
sents  the  rectangular  bed,  resting  on  the  angle  existing  he* 
tween  the  longest  and  shortest  sides  of  the  triangle  presented 
by  the  three  pieces  of  wood  which  form  the  sides  of  the  bed» 
The  dotted  lines  shew  the  position  in  which  the  bed  is  placed 
when  it  is  made  to  rest  upon  the  hjrpothenuse,  or  longeal 
side  of  the  triangle.  The  patient's  pelvis,  in  the  inclined 
position,  forms  with  the  horizon  an  angle  of  forty-five  degrees, 
although  the  trunk  and  the  head  still  retain  the  horixantai 
pasture. 

5th  Fig.— (Reduced  to  one-third.) — The  *'  fixed  support," 
represented  in  full,  with  an  instrument  placed  in  its  mor- 
tise, and  retained  there  by  means  of  the  pressure  of  the  screw 
existing  at  the  side  of  this  mortise. 

fkh  Fig.— (Reduced  to  one-third.)— The  "  fixed  support," 
placed  in  such  a  manner-  as    to  display  the  interior  of  the 

2   K 
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mortise,  and  shew  how  tbe  screw  acts  to  render  the  faistni« 
ment  immoveable. 

By  ireferring  to  the  4th  figure  once  more,  we  ahaU  perceiTe 
in  what  manner  the  "  fixed  support"  plays  in  the  mortise  fimnd 
in  the  piece  (d.  d.)  of  the  bed,  and  also  how  it  may  bM^dered 
fixed.  We  see  that,  when  the  screw-handle^  (4)  is  in  tfap  podtion 
represented  by  the  drawn  lines  of  the  figure,  the ''  suppirt^'  falls 
through  the  mortise  as  fiu*  as  it*  superior  part,  by  whWi  it  ia 
maintained ;  when,  on  the  contrary,  Ibt  hafidle  is  plaoed  in 
the  position  represented  by  the  dotted  lines,  the  '^  suppcnt"  is 
then  fixed  at  any  height^  as  is  equally  seen  by  the  dotted  Hnea 
in  the  fignre.  The  instrument  is  then  placed  in  thf  mortise, 
as  has  been  before  explained. 

We  may  form  an  idea  of  the  position  in  which  the  iiMrument 
is  plaoed  as  regards  the  bladder,  if  we  fancy  to  ourselTes  the 
patient's  pelyis  placed  quite  on  the  front  of  the  mattress,  |iis 
head  and  shoulders  supported  by  the  pillow,  and  his  fieet  rest- 
ing in  the  sandals« 

7th  Fig. — (Reduced  to  one-sixth.) — ^A  wadded  belt,  destined 
to  support  the  patient's  shoulders^  and  hinder  him  from  sliding 
backwards  when  it  is  found  necessary !  to  elevate  the  pelvis 
to  an  angle  of  forty-five  degrees^  by  inclining  the  bed.* 

*  The  plates  represent  the  lithotritic  instruments  of  the  diameter 
which  is  usually  required ;  but  it  is  absolutely  necessary  that  they 
should  be  of  different  diameters,  according  to  the  capacity  of  the 
urethra :  they  should  consequently  vary  from  two  lines  to  four  and  a 
half. 
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KXPLANATIOM    OF   THE    PLATES. 


FOURTH  PLATE. 

ThU  Plate  rcpretettit  Ike  Acceisaiy  IrutrummU- 

ACCESSORY  INSTRUMENTS. 

let  Fig-— (Full  siae.)— The  recto^irvi/inear  Mound.  4ie«< 
ing  exactly  its  curve,  which  ia  equivalent  to  iJie  tpiarUr  i^ 
llie  circuntfermce  of  a  drcU,  detcribed  wilk  a  radios  qftm  imck 
and  a  half, 

2d  and  3d  Figs.— (Full  size.)— I^ece«  of  sound,  of  ^■. 
ferent  lengths,  which  can  be  screwed  to  the  end  of  the  rrvl^- 
earvilinear  .tound,  instead  of  the  piece  whicb  terminates  it  in  tiw 
figure,  and  thus  diminish  the  curve,  if  circunistances  thoiild 

4th  Figure. — (Reduced  to  one  half.)  —  Surgical  tfringe, 
whicb  is  employed  to  inject  the  bladder. 

6th  Fig.— (Reduced  to  one  half.)— The  dritt-^Mm. 

6th  Fig^FuU  siKe.)— The  driU-drher,  or  tuind-vitx. 

8th  Fig.— (Full  size.)— The  tumtcrew,  to  tighten  the  but. 
tons,  which  render  the  branches  of  the  "  ^videur  a  forceps" 
moveable  or  inunoveable. 

9th  Fig^FuU  riae.)— A  typhm,  or  gHm^doMic  pipe,  by 
means  of  which  we  inject  water  into  the  bUdder  thro^  the 
instrumenta  themselves. 

7th  Fig.— (Full  liae.)— Comical  tound. 
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